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LOCALIZE 


Immunohistochemical Staining 
Biotin-Avidin-Peroxidase Method" 


Anti-Leu- 1 Anti-HLA-DR 


Anti-Leu-1 identifies T cells; Anti-HLA-DR 
identifies B cells, dendritic cells, and 
macrophages in normal lymphoid tissue 


node. Data courtesy of Roger Warnke, M.D 
Dept. of Pathology, Stanford University 


Cell sample: frozen section of normal lymph 


DEPLETE 


Indirect Cytotoxicity" 


Anti-Leu-3a Arsanilate 
- Anti-Arsanilate 
- Complement 


Anti-Arsanilate 
+ Complement 
(control) 


Dead cells (Leu-3a_) fluoresce orange 
with ethidium bromide; live cells (Leu-3a ) 
fluoresce green with acridine orange. Cell 
sample: normal peripheral blood mono- 
nuclear cells. Data from Becton Dickinson 
Monocional Antibody Center 











T cells in normal peripheral blood (Anti-Leu-1 FITC). 


| *For detailed methods, see our Monoclonal Antibody Source Book. | 





Becton Dickinson's anti-human monoclonal reagents, including our Newest Products: 














Anti-Leu-1 (pan T; T1 equivalent) 

Anti-Leu-2a (T cytotoxic/suppressor; TB equivalent) 
Anti-Leu-2b (T cytotoxic/suppressor: T8 equivalent) 
Anti-Leu-3a (T helper/nducer; T4 equivalent 
Anti-Leu-3b (T helper/inducer: T4 equivalent) 
Anti-Leu-4 (pan T, mitogenic; T3 equivalent) 
Anti-Leu-5 (E rosette receptor. T11 equivalent) 
Anti-B, Microglobulin 
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Direct Immunofluorescence: 
Microscopy" 





FITC 
Excitation 


RITC 
Excitation 


Phase 


Anti-Leu-1 FITC (green) identifies T cells; 
Anti-HLA-DR RITC (red) identifies B cells 
and monocytes. Cell sample: normal 
peripheral blood mononuclear cells. Data 
courtesy of John Kearney, Ph.D., Dept. of 
Microbiology, University of Alabama, 
Birmingham 
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Direct Immunofluorescence 
FACS Analysis" 





LA NA. 
Anti-Leu-3a FITC (53% ') Anti-Leu-3b 
FITC (5496") e Anti-Leu-3a FITC 
+ Anti-Leu-3b FITC (53% ') 


Additive fluorescence but identical 
percentages shows that Anti-Leu-3a anc 
Anti-Leu-3b bind to different antigenic 
determinants on the same T cell. Cell 
sample: normal peripheral blood mono- 
nuclear cells, monocyte depleted. Data 
from Becton Dickinson Monocional 
Antibody Center 


For the latest in monoclonal antibody appli- 
cations and new products, write or call today 
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Becton Dickinson FACS Systems 
Monoclonal Antibody Center 
490-B Lakeside Drive 
Sunnyvale, California 94086 
Telephone 408/738-8558 

TWX 910 338 2026 
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Tet: (302) 737-6960 
Telex: 83-5329 


Sales/Branch/Distributor Offices: 

United States: 

Cole Scientific Co., 23966 Craftsman Drive, 
Calabasas CA 91302 
Tel: (213) 346-1800 

Thomson Instrument Co., 400 Vassar Drive, 
Newark DE 19711 
Tel: (302) 368-8616 

SCI-CON, 807 West Morse Bivd., Suite 101, 
Winter Park FL 32789 
Tel: (305) 647-4900 

L.C. Co., 619 Estes Ave., Chicago IL 60193 
Tel: (312) 529-1880 

Rainin Instrument Co., Mack Road, Woburn 
MA 01801 
Tel: (617) 935-3050 

P.J. Cobert Assoc., P.O. Box 12711. St 
Louis MO 63141 
Tel: (314) 423-8388 

Scimetrics, 8321 Dunlap, Houston TX 77074 
Tel: (713) 772-3609 


ANA 


Analytical Luminescence 

Laboratory 
Manufacturer of chemicals, reagents and 
kits for luminescence analysis. 

11180 Roselle St., Units D & E 

San Diego, CA 92121 

United States 

Tel: (714) 455-9283 

Telex: 181769 GATE MERC 

Sales/Branch/Distributor Offices: 

Australia: l 

AE Stansen & Co., P.O. Box 118, Mount 
Waverley, Victoria 3149 


Belgium: 


Biolab SA, 19 Rue de la Station, 1350 Limal 


Israel: 
B. Genuth Co., P.O. Box 494, Ramat Gan 


Italy: 
Disi Italia SpA, v. le Esperanto 71, 68, 
00144 Rome 


Japan: 

Labo Science Co. Ltd., Terasawa Bldg., 7- 
17 Motoakasaka 1-Chome, Minato Ku, 
Tokyo 107 

United Kingdom: 

Demco Ltd., 11 Chiltern Crescent, 
Wallingford, Oxfordshire OX10 OPE 


Analytical Products, Inc. 
Diagnostic and science specialties. 


511 Taylor Way 
Belmont, CA 94002 
United States 

. Tel: (415) 592-1400 
Telex: 172060 


Anderson Laboratories, Inc. 


Laboratory chemicals, reagents, testing 
solutions and diagnostic biologicals. 


Div: Texas Biological -aporatonips 
P.O. Box 8429 

5901 Fitzhugh 

Fort Worth, TX 76112 

United States 

Tel: (817) 457-4474 


Laboratorios Andromaco S.A. 
Production of pharmaceuticals and 
synthesis of biológical products. 

Azcona 31 

. Madrid-28 

Spain 

Tel: 34-1-2451033 


Anoroc Scientific, Inc. 


Liquid scintillation chemicals and supplies, 


biological buffers and ultra-pure 
chemicals. 


P.O. Box 2001 

S. Hackensack, NJ 07606 
United States 

Tel: (201) 796-2900 


The Anspec Company, Inc. 
Chromatography equipment and supplies. 

122 Enterprise Drive 

P.O. Box 7730 

Ann Arbor, MI 48107 

United States 

Tel: (313) 665-9666 

Sales/Branch/Distributor Offices: 

United States: 

3 S. 260 Warren Ave., P.O. Box 71, 
Warrenville IL 60555 
Tel: (312) 393-2700 

P.O. Box 205, Okemos MI 48864 
Tel: (517) 482-0147 

P.O. Box 83, Buffalo NY 14226 
Tel: (716) 833-1764 


API Laboratory Products 

Limited 
Bacterial identification kits including 
research and enzyme kits for bacterial 
biotyping and carbohydrate requirements. 

Unit D2, Grafton Way 

Basingstoke, Hants 

United Kingdom 

Tel: 0256-61881 


Applied Electrochemistry, Inc. 
Oxygen and carbon dioxide analyzers for 

' gases. 

735 N. Pastoria Ave. 

Sunnyvale, CA 94086 

United States 

Tel: (408) 732-7880 


Applied Science Division 
Supplies and accessories for GC, LC, 


HPLC, TLC, plus biochemicals, standards, 


chemical adsorbents and reagents. 


Div: of Milton Roy Lab. Group 

P.O. Box 440 

State College, PA 16801 

United States 

Tel: (814) 466-6202 

TWX: 510-670-3521 

Sales/Branch/Distributor Offices: 

The Netherlands: 

Applied Science Europe B.V., P.O. Box 
1149, 3260 AC Oud-Beijerland 
Tel: 31-1860-4822 
Telex: 21676 


United States: 

13508 South Normandie Ave., Gardena CA 
90249 
Tel: (213) 770-8170 
TWX: 910-346-7707 


Applied Science Europe B.V. 


Chromatography products and 
accessories plus derivatization reagents. 


P.O. Box 1149 

3260 Oud-Beijerland 
The Netherlands 
Tel: 01860-4822 
Telex: 21676 


The Arnel Products Company, 
Inc. 


Antisera for research, radioimmunoassay 
and immunochemical procedures. 


P.O. Box 127, Kensington Station 
4312 18 Avenue 

Brooklyn, NY 11218 

United States 

Tel: (212) 851-2121 

Telex: 422815 Arnl Ul 


Sales/Branch/Distributor Offices: 


Australia: 


Lancet Distributors, 67 Scarborough Beach 
‘Road, Mt. Hawthorn 6016, Western 
Australia 


Ashiand Chemical Company 


Manufacturer/marketer of a complete 
range of high-purity and reagent-grade 
specialties and industrial chemicals and 
solvents. 


P.O. Box 2219 

Columbus, OH 43216 

United States 

Tel: (614) 889-3333 

Telex: 245385 

Sales/Branch/ Distributor Offices: 

United States: 

P.O. Box 350, Easton PA 18042 
Tel: (215) 258-9135 


Atlantic Antibodies 
Blood grouping serum. 


10 Nonesuch Road 

P.O. Box 1032 ` 
Scarborough, ME 04074 
United States 

Tel: (207) 883-4154 

Telex: 94-4310 ATAB SCRB 


Atlas Europol SpA 


Polyurethane systems, surface active 
agents, and polyester resins. 


Div: Sub. of Imperial Chemical Industries-!Cl 
Via Mazzini 80 

Ternate (VA) |-21020 

Italy 

Tel: 0332-960422, 960504 

Telex: 380073 


Atomergic Chemetals Corp. 


Laboratory chemicals. 


100 Fairchild Avenue 
Plainview, NY 11803 
United States 

Tel: (516) 349-8800 
Telex: 14-4612 


Nature 


Sales/Branch/Distributor Offices: 

United States: 

801 Mahler Road, Suite 104, Burlingame 
CA 94010 
Tel: (415) 961-5353 


8 Avanti Polar Lipids, Inc. 


Offers lipids for sale to research workers. 


2421 High Bluff Road 
Birmingham, AL 35216 
United States 

Tet: (205) 822-9162 


8 J.T. Baker Chemical Company 


LR d 


Reagents and laboratory products for 
instrumental analysis, biological sciences, 
and separation sciences. 


Div: Laboratory Products Div. 
222 Hed School Lane 
Phillipsburg, NJ 08865 
United States 
Tel: (201) 859-2151 
Sales/Branch/Distributor Offices: 
Federal! Republic of Germany: : 
Baker Chemikalien, Postfach 1661, H-S- 
Richardson-Str. 1, D-6080 Gross-Gerau 
Tel: 6152-7101 
Telex: 841-419113 


Mexico: 

J.T. Baker S.A. de C.V., Apdo. Postal 201, 
Santa Clara, Edo. Mexico 
Tel: 569-1100 
Telex: 177-2336 


The Netherlands: 

J.T. Baker Chemicals B.V., Postbus 1, 
Rijsterborgherweg 20, 7400 AA Deventer 
Tel: 05700-11341 
Telex: 844-49072 


United States: 

Div: Laboratory Products, 995 Zephyr 
Avenue, Hayward CA 94544 
Tel: (415) 471-6225 

Div: Laboratory Products, 799 Roosevelt 
Road, Glen Ellyn IL 60137 
Tel: (312) 469-4224 

Div: Laboratory Products, Habitat Center, 
Route 70, Bldg. 588, Brick Town NJ 
08723 
Tel: (201) 477-7200 

Div: Laboratory Products, 1506 West 
Pioneer Parkway, Suite 202, Arlington TX 
76013 
Tel: (817) 274-1369 


J.T. Baker Chemicals B.V. 


Producer of laboratory chemicals, 
industrial fine chemicals, diagnostics and 
instrumentation. 


Rijsterborgherweg 20 
P.O. Box 1 

7400 AA Deventer 
The Netherlands 

Tel: 05700-11341 
Telex: 49072 


Directory of Biologicals 


Sales/Branch/Distributor Offices: 

Federal Republic of Germany: 

Baker Chemikalien GmbH, Postfach 1661, 
H-S-Richardson-Str. 1, D-6080 Gross- 
Gerau 
Tel: 6152-7101 
Telex: 419113 


Barium and Chemicals Inc. 


Manufacturer of inorganic compounds of 
barium and strontium chemicals. 


P.O. Box 218 

County Road 44 
Steubenville, OH 43952 
United States 

Tel: (614) 282-9776 


Bast of Copenhagen 


Lipids for research, natural polar lipids, 
bio-media, culture media, biological raw 
materials. 

Div: Biological Div. 

44 Ingerslevsgade 

Copenhagen DK-1705 

Denmark 

Tel: 451 313355 

Telex: 22981 (back answer: bast ak) 


Bate Chemical Company 
Limited 
Distributor of bulk fine chemicals. 


160 Lesmill Road 

Don Mills, Ontario M3B 2T7 

Canada 

Tel: (416) 445-7050 

Telex: 06-966674 

Sales/Branch/Distributor Offices: 

Canada: 

8307 Royden Road, Montreal, Quebec H4P 
2J8 
Tel: (514) 731-3665 

P.O. Box 2047, Vancouver, B.C. V6B 3R6 
Tel: (604) 261-6521 


Bayer AG 


Pharmaceuticals and fine chemicals. 


Div: Pharmaceutical Div. 

PH-V Wiss. PMA 2 

Gebaude Q 30 

D-5090 Leverkusen-Bayerwerk 

Federal Republic of Germany 

Tel: 0214-30-1 

Telex: 851030 byd 

Sales/Branch/Distributor Offices: 

United Kingdom: 

Bayer UK Ltd., Div: Pharmaceutical Div., 
Burrell Road, Haywards Heath, Sussex 
RH16 1TP 
Tel: 444/414161 
Telex: bayerpharm hhth 877407 


BDH 


United States: 

Mobay Chemical Corporation, Div: FBA 
Pharmaceuticals, 425 Park Avenue, New 
York NY 10022 
Tel: (212) 751-5544 
Telex: ny Metchem 224065 for FBA 


BBL Microbiology Systems 


Manufacturer of products for microbiology 
laboratories in hospitals, clinics and 
industry. 

P.O. Box 243 

Cockeysville, MD 21030 

United States 

Tel: (301) 666-0100 

Telex: 8-7823 


BDH Chemicals Ltd. 


Biochemical reagents, particularly for 
biochemical techniques such as 
electrophoresis, amino acid analysis, etc., 
as part of a complete program for a wide 
range of biochemicals. 


Div: Export Sales Div. 

Broom Rd. 

Poole, Dorset BH12 4NN 

United Kingdom 

Tel: Parkstone (0202) 745520 

Telex: TETRA G 41186 

Sales/Branch/Distributor Offices: 

Australia: 

BDH Chemicals Australia Pty. Ltd., 2nd 
Floor, 700 High St., Kew East, Melbourne, 
Victoria 
Tel: 03 859 1305 
Telex: AA 33596 


Canada: 

BDH Chemicals Canada Ltd., 350 Evans 
Avenue, Toronto, Ontario M8Z 1K5 
Tel: (416) 255-8521 
Telex: 06-967 678 


italy: 

BDH Italia SpA, Via Ernesto Breda 142, 
20126 Milano 
Tel: 2579541-3 
Telex: 26272 


Now Zealand: 

BDH Chemicals New Zealand Ltd., P.O. 
Box 1246, Palmerston North 
Tel: 82 038 
Telex: NZ 31476 


South Africa: 

Hickman & Kleber (Pty.) Ltd., P.O. Box 83, 
Bellville 7530, Cape Town 
Tel: 021 951218 
Telex: 576098 


United States: 

Gallard Schlesinger Chemical Mfg. Corp., 
584 Mineola Avenue, Carle Place NY 
11514 
Tel: (516) 333-5600 
Telex: 967792 


BEC 


Beckman Instruments, Inc. 


Analytical instruments and related 
chemicals, process instruments and 
controls and electronic components. 


2500 Harbor Bivd. 

Box 3100 

Fullerton, CA 92634 

United States 

Tel: (714) 871-4848 

Telex: 06-78413 TWX: 910-592-1260 

Sales/Branch/Distributor Offices: 

Australia: 

Beckman Instruments (Australia) Pty. Ltd., 
24 College St., Gladesville, N.S.W. 2111 
Tel: 011-61-2-896-2288 


Switzerland: 

Div: International S.A./European Analytical 
Sales Operation, P.O. Box 308, 1211 
Geneva 6 
Tel: 011-41-22-35-64-80 


United States: 

Div: Analytical Instruments Sales and 
Service Div., 1548 South State College 
Blvd., Anaheim CA 92806 
Tel: (714) 634-4343 

Altex Scientific Inc., Div: Sub. of Beckman 

. Instruments, Inc., 1780 Fourth St., 
Berkeley CA 94710 
Tel: (415) 527-5900 

Div: Clinical Instruments Div., 200 S. 
Kraemer Blvd., Brea CA 92621 
Tel: (714) 993-5321 

Div: Microbics Operations, 6200 El Camino 
Real, Carlsbad CA 92008 
Tel: (714) 438-9151 

Div: Scientific Instruments Div., Campus Dr. 
at Jamboree Blvd., Irvine CA 92713 
Tel: (714) 833-0751 

Div: Spinco Div./Bioproducts Operations, 
1117 California Avenue, Palo Alto CA 
94304 
Tel: (415) 857-1150 

Div: Electronic Instruments Div., 3900 North 
River Road, Schiller Park IL 60176 
Tel: (312) 671-3300 

Div: Analytical Instruments Sales and 
Service Div., 45 Belmont Drive, Somerset 
NJ 08873 
Tel: (201) 560-0076 


Beckman Instruments, Inc. 
(Altex) 
High-performance liquid chromatography. 


Div: Altex 
1716 Fourth St. 
Berkeley, CA 94710 
United States 
Tel: (415) 524-4606 
Telex: 33-5403 
Sales/Branch/Distributor Offices: 
Canada: 
45 Jutland Road, Unit 53, Etobicoke, 
Ontario M8Z 2G8 
Tel: (416) 251-5251 


United States: 

1548 S. State College Blvd., Anaheim CA 
92806 
Tel: (714) 634-4343 

2484 Old Middlefield Way, Mountain View 
CA 94043 
Tel: (415) 857-1150 

110 Technology Park, Norcross GA 30092 
Tel: (404) 449-9009 

7360 N. Lincoln Avenue, Lincolnwood IL 
60646 
Tel: (312) 676-2000 

599 North Avenue, Wakefield MA 01880 : 
Tel: (617) 245-6800 

11961 Tech Road, Silver Spring MD 20904 
Tel: (301) 622-2500 

1970 Craig Road, St. Louis MO 63141 
Tel: (314) 576-2700 

45 Belmont Drive, Somerset NJ 08873 
Tel: (201) 560-0076 

5810 Hillcroft Avenue, Houston TX 77036 
Tel: (713) 781-0810 


€ Beckman Instruments, Inc. 


(Bioproducts) 


Biologically active synthetic peptides, 
chemicals for amino acid analysis, 
sequencing and density gradient 
centrifugation. 


Div: Bioproducts Operations 
1117 California Avenue 
Palo Alto, CA 94304 
United States 
Tel: (415) 857-1150 or (800) 227-8336 
Sales/Branch/Distributor Offices: 
Switzerland: 
Div: Bioproducts/Microbics, 15 rue du Jeu- 
de-l'Arc, Geneva 1207 
Tel: (022) 36 18 11 


Beckman Instruments, Inc. 

(Microbics) 
Fermentation enzymes. 

Div: Microbics 

6200 EI Camino Real 

Carlsbad, CA 92008 

United States 

Tel: (714) 438-9151 

Telex: 06-78413 

Sales/Branch/Distributor Offices: 

Switzerland: 

Beckman Instruments, International S.A., 41 
rue Marziano, 1211 Geneva 26 
Tel: 011-41-22-43-68-00 


Beckman-Riic Ltd. 


Analytical instruments, sales and service. 


Turnpike Road 

Cressex Industrial Estate 

High Wycombe, Bucks HP4 SNR 
United Kingdom 

Tel: 0494 41181 

Telex: 837511 


Sales/Branch/Distributor Offices: 

Ireland: 

Suite 7, 16 Herbert Street, Dublin 2 
Tel: Dublin 60571 1 


United Kingdom: 

Eastfield Industrial Estate, Glenrothes, Fife 
KY7 4NG 
Tel: 0592 771234 

Norvic House, 7 Hilton Street, Manchester 
M4 1LP 
Tel: 061 834 7225 


e Becton Dickinson FACS 


Systems 


Monoclonal antibodies to immunoglobulins 
and cell-surface antigens; fluorescence- 
activated cell sorters. 


Div: Monoclonal Antibody Center 
490-B Lakeside Drive 
Sunnyvale, CA 94086 

United States 

Tel: (408) 738-8558 

TWX: 910 338 2026 


@ Benenden Chest Hospital 


Antibodies. 


Div: Rast Allergy Unit 
Cranbrook, Kent TN17 4AX 
United Kingdom 

Tel: 058082-495 


Benson Company 


lon-exchange resins and specialty column 
packings for HPLC. Amino acid calibration 
standards and buffers for amino acid 
analysis by column chromatography. 


P.O. Box 12812 

Reno, NV 89510 

United States 

Tel: (702) 825-1493 

Sales/Branch/Distributor Offices: 

Australia: 

Activon Scientific Products Co. Pty., Ltd., 27 
Oakleigh Ave., Granville, N.S.W. 2142 


Belgium: 
RSL, Begoniastraat 5, B-9731 Eke 


Federal Republic of Germany: 
ABIMED, Ludwigshafner Strasse 26, 4000 
Dusseldorf 1 


France: 
Touzart et Matignon, 8 rue Eugene-Henaff, 
94400 Vitry-sur-Seine 


United Kingdom: 
Anachem Ltd., 15 Power Court, Luton, 
Bedfordshire LU1 3JJ 


United States: 

Alltech Associates, 2051 Waukegan Road, 
Deerfield IL 60015 
Tel: (812) 948-8600 

Bodman Chemicals, P.O. Box 500, Media 
PA 19063 


Nature 


NY 


Bethesda Research 
Laboratories, Inc. 


R&D, production and marketing of 
products for research in the fields of 
molecular biology, cell biology, protein 
biochemistry and immunology. 


8717 Grovemont Circle 
P.O. Box 6009 
Gaithersburg, MD 20877 
United States 
Tel: (301) 840-8000, (800) 638-8992, or 
Tech. Services (800) 638-4045 
Telex: 908750 BRL GARG 
Sales/Branch/ Distributor Offices: 
Federal Republic of Germany: 
BRL GmbH, Offenbacher Strasse 113, 6078 
Neu-Isenburg 
Tel: 06102-3206 
Telex: 417699 BRL NID 


United Kingdom: 

BRL Bethesda Research Laboratories (UK) 
Ltd., P.O. Box 145, Science Park, 
Cambridge CB4 4BE 
Tel: (223) 315504 
Telex: 818710 BRLCAM G 


Biochemie Gesellschaft m.b.H. 


Biochemie: finished and bulk antibiotic 
products. Sanabo: hormones, enzymes 
and biochemicals. 


Div: Bulkmarketing 

Kundi, Tyrol A-6250 

Austria 

Tel: 05338/511, 611 

Telex: 051107 bioch a | 

Sales/Branch/Distributor Offices: 

Austria: 

Sanabo Gesellschaft m.b.H., Kundl, Tyrol A- 
6250 
Tel: 05338/511, 611 
Telex: 051231 bioex a 

Div: Marketing Specialities, Brunnerstrasse 
59, obj. 4, Vienna A-1235 ' 
Tel: 0222/867511 or 867521-27 or 
864546 
Telex: 133466 bioph a 


BioDx 


Medical test kits for diagnosis of 
autoimmune and infectious diseases in 
humans. 

100 Ford Rd. 

Denville, NJ 07834 

United States 

Tel: (201) 625-8060 

Telex: 136121 


Biofac A/S 


Manufacturers of biochemical products in 
bulk for the pharmaceutical, feed and 
veterinary industries. 


Directory of Biologicals 


Vesterbrogade 18 
Copenhagen V DK-1620 
Denmark 

Tel: 01-311591 

Telex: 22346 biofac dk 


Biofluids, Inc. 


Manufacturer of sterile cell-culture media 
and sera. 


1146 Taft St. 


. Rockville, MD 20850 


United States 
Tel: (301) 424-4140 


Biogenzia Lemania SA 


Production, trade and development of 
biochemicals for diagnostic reagents. 

Distributor of Nordic Tilburg and Pel- 

Freez Rogers. 


Avenue de Morges 8 

Lausanne 1004 

Switzerland 

Tel: (021) 25 40 11 

Telex: 25642 

Sales/Branch/Distributor Offices: 

France: 

Tebu France SA, 39 rue De Houdan, B.P. 
15, Le Perray-En-Yvelines 78610 
Tel: (3) 041 52 52 
Telex: 698 622 bk 


Bio Logicals, Inc. 


Markets custom-synthesized nucleic 
acids, linkers, primers, adaptors and a 
fully-automated DNA/RNA synthesizer. 


Div: Research Products 
20 Victoria St. 
Toronto, Ontario MbC 2N8 
Canada 
Tel: (416) 364-2371 
Telex: 06-218-746 
Sales/Branch/Distributor Offices: 
Canada: 
Div: DNA Products, 20 Victoria St., Toronto, 
Ontario M5C 2N8 
Tel: (416) 364-8460 
Telex: 06-218-746 


bioMérieux S.A. 


Manufacturer of diagnostic products for 
routine lab use in clinical chemistry, 
coagulation, immunology, bacteriology, 
RIA, EIA and virology. 


Marcy l'Etoile 
Charbonnieres les Bains 69260 
France 
Tel: (7) 887.81.10 
Telex: 330967 
Sales/Branch/Distributor Offices: 
Belgium: 
bioMérieux Bénélux, avenue du Diamant 91- 
93, 1040 Brussels 
Tel: 02/736.59.49 
Telex: 61909 


BIO 


Brazil: 

biolab-Mérieux, Estrada do Mapua 491, 
Jacarepagua, 20000 Rio de Janeiro RJ 
Tel: 342-5454 


Federal Republic of Germany: 
api-bioMérieux GmbH, Werastrasse 25, 
7440 Nürtingen 
Tel: (06.022) 33037 
Telex: 7267414 


Greece: 

Gerolymatos, 35 rue Michalakopoulo, 
Athens 612 
Tel: 74-81-93 
Telex: 216 625 GR 


Italy: 

Becton Dickinson Italia SpA, Via Caldera 
21, 20153 Milan 
Tel: (02) 45 24 751 
Telex: 330473 


Morocco: 

Someho, 103 bis Bd Abdelmoumen, 
Casablanca 
Tel: 26 63 97 
Telex: 24.683 


Portugal: 
Multiradix, rua Marques de Fronteira 3, 
Apartado 1970, Lisbon 1 
Tel: 68 19 06 
Telex: 13454 Radix P 
Spain: 
Canarias 16, Madrid 7 
Tel: (91) 467.14.14 
Telex: 46620 


Switzerland: 

Sodip S.A., 44 rue Chandieu, CH-1211 
Geneva 16 
Tel: (022) 34-85-50 
Telex: 22 249 


United Kingdom: 

Laboratory Impex Ltd., Lion Road, 
Twickenham, Middlesex TX1 4ZF 
Tel: 89 29 157 
Telex: 8951670 


Bio-Molecular Dynamics 


Manufacturer of protein dialysis 
concentrators. 


P.O. Box 668 
Beaverton, OR 97075 
United States 
Tel: (503) 292-3089 
Sales/Branch/Distributor Offices: 
Australia: 
Paton Scientific, Pty., Ltd., 35 Henry Street, 
Stepney, South Australia 5069 
Tel: 42 4421 
Telex: AA 82863 


Belgium: 

van Oortmerssen, P.V.B.A., 
Mechelsesteenweg 340, Edegem B-2520 
Tel: 031/55.90.71 
Telex: 33725 


BIO 


Canada: 

Johns Scientific, 219 Broadview Avenue, 
Toronto, Ontario MAM 2G4 
Tel: (416) 469-5511 
Telex: 06-217878 


France: 

Bioblock Scientific, P.O. Box 111, 
Strasbourg Cedex F-67047 
Tel: (88) 66.40.40+ 
Telex: Bioblok 890436F 


Israel: 

American Medical Laboratories, 37 Sarah 
Ahronson Street, Ramat Gan 52293 
Tel: (03) 743029 


Japan: 

Jookoo Company, Limited, 19-4 Hongo 3- 
chome, Bunko-Ku, Tokyo 113 
Tel: 03-815-1717 
Telex: 02722685 Jookoo J 


The Netherlands: 

van Oortmerssen, B.V., Box 501, The 
Hague : 
Tel: (070) 63 09 57 
Telex: 31477 

Pierce Eurochemie, B.V., P.O. Box 1151, 
Rotterdam 3000 BD 
Tel: 01860-4822 
Telex: 21676 


South Africa: 

Scientific Associates, P.O. Box 262, Tokai, 
Cape Town 7945 
Tel: 53-7400 


United Kingdom: 

Uniscience Limited, 8 Jesus Lane, 
Cambridge CB5 8BA 
Tel: (0223) 64623/4 
Telex: 817698 


Bio-Rad Laboratories 


Materials, equipment and systems for 
separation sciences; clinical diagnostic 
reagents; analytical instrumentation. 
Div: Chemical Div. 
2200 Wright Avenue 
: Richmond, CA 94804 
United States 
Tel: (415) 234-4130 
Telex: 335-358 
Saies/Branch/Distributor Offices: 
Australia: . 
Bio-Rad Laboratories Pty. Limited, P.O. Box 
406, Epping, N.S.W. 2121 
Tel: (02) 845-077 
Telex: 70166 


Austria: 

Bio-Rad Laboratories Ges.m.b.H, 
Auhofstrasse 78D, A-1130 Vienna 
Tel: (0222) 85 91 99 
Telex: 136565 


Canada: 

Bio-Rad Laboratories (Canada) Ltd., 3140 
Universal Drive, Mississauga, Ontario LAN 
2C8 
Tel: (416) 624-0713 
Telex: 06-961 233 


Federal Republic of Germany: 

Bio-Rad Laboratories GmbH, Dachauer Str. 
364, P.O. Box 50-0167, 8000 Munich 50 
Tel: 089-14110 11 
Telex: 5-29514 


Italy: 

Bio-Rad Laboratories S.r.i., Via Morandi 66, 
20090 Segrate, Milan 
Tel: 21 38 751 
Telex: 320 410 


Japan: 

Nippon Bio-Rad Laboratories, Sweden 
Center Building, 6-11-9 Roppongi, Minato- 
ku, Tokyo 106 
Tel: 03-403-5170 
Telex: 25486 


The Netherlands: 

Bio-Rad Laboratories B.V., 
Ondernemingsweg 18-A, 2404 HN Alphen 
a/d Rijn 
Tel: 01720-29208 
Telex: 39522 


. Switzerland: 


Bio-Rad Laboratories AG, Kanalstrasse 17, 
8152 Glattbrugg 
Tel: 01 810 16 77 
Telex: 56663 


United Kingdorn: 

Bio-Rad Laboratories Ltd., Caxton Way, 
Watford, Hertfordshire WD1 8RP 
Tel: Watford 40322/3 
Telex: 8813192 


United States: 

Div: Eastern Regional Office, P.O. Box 708, 
220 Maple Avenue, Rockville Centre NY 
11571 
Tel: (516) 764-2575 
Telex: 96-7845 


Bio-Response, Inc. 


In vivo, in vitro-culturing system for 
growth of hybridoma cells as well as 
normal cells and organisms. Production 
and distribution of treated animal lymph 
as replacement for fetal calf serum. 


Div: Research Bio-Response (San Francisco 
Research Facility) 

550 Ridgefield Road 

Wilton, CT 06897 

United States 

Tel: (203) 762-0331 

Telex: 643 476 


e Biosearch : 


Synthesis of oligonucleotides, peptides, 
neurochemicals and immunochemicals. 
1281-F Andersen Dr. 
San Hafael, CA 94901 
United States 
Tel: (415) 459-3907 
Telex: 278546 SPX UR 


Sales/Branch/Distributor Offices: 

Japan: 

Wako Pure Chemica! Industries Ltd., 7 
Nihonbashi, Honcho 4-chome, Chuo-Ku, 
Tokyo 
Tel: 270 8571 
Telex: 222 2397 WAKO TK 


United Kingdom: 

Cambridge Research Biochemicals, 96A 
High St., Huntingdon, Cambridgeshire 
PE18 6DP 
Tel: 0480-59687/8 
Telex: 32784 CAMBIO G 


Biosystems, Inc. 


Manufactures microbial antigens, 
vaccines, sera and cell cultures. Provides 
technical support (R&D, QA) for biological 
product manufacturers. 


Div: Biosystems/Atlanta 
762 U.S. Highway 78 
Loganville, GA 30249 
United States 

Tel: (404) 466-1511 


@ Biotec, Inc. 


Manufactures and sells DNA modifying 
enzymes and related molecular biology 
products. 


2800 Fish Hatchery Road 

Madison, WI 53711 

United States 

Tel: (608) 274-4330 or (800) 356-9526 
TWX: 910 286 2738 


Biotest-Serum-Institut GmbH 


Blood grouping and tissue typing 
reagents, immunological reagents, 
bacterial growth media and air samplers. 


Flughafenstrasse 4 
6000 Frankfurt am Main 
Federal Republic of Germany 
Tel: (611)67071 
Telex: 4185429 
Sales/Branch/Distributor Offices: 
Australia: 
Dutec Pty. Ltd., 33 Myrtle Street, P.O. Box 
518, North Sydney 2060 
Tel: 928671 
Telex: 20310 


Austria: 

Biotest-Folex GmbH, Haidgasse 13, 1020 
Wien 
Tel: 353579 
Telex: 74644 

Belgium: 

seralc S.A., Leuvenbaan 387, 3070 
Kartenberg 
Tel: 7598760 
Telex: 63878 
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Canada: 

Serological Serums Ltd., Avenue East 
Street 411, 5861 Eglington, Toronto, 
Ontario M4P 1P2 
Tel: (416) 489-2133 


France: 

Biotest-Folex s.a.r.l., 16 rue Grande Dame 
Rose, 78140 Vélizy 
Tel: 9467099 
Telex: 696229 


Italy: 

Biotest S.r.l., Via Leonardo da Vinci 43, 
20090 Trezzano sul Naviglio 
Tel: 4456852 


Sweden: 

Laboratorie Design AB, P.O. Box 73, 18121 
Lidingó l 
Tel: 7674810 
Telex: 57107 


Switzerland: 

Dr. Gattiker, Div: Pharmazeutische 
Präparate, Albisriederstrasse, 8047 Zurich 
Tel: 521310 
Telex: 57107 


United Kingdom: 

Biotest-Folex Ltd., 171 Alcester Road, 
Moseley, Birmingham B14 8JR 
Tel: 4495267/8 


United States: 

Seralc Corp., 15960 N.W. 15 Avenue, Miami 
FL 33169 
Tel: (805) 625-5041 
Telex: 519236 


Laboratoires Biotrol 


Manufacturing and marketing of clinical 
diagnostic products (quality control 
material, clinical chemistry, enzymology 
and immunology reagents). 


Div: Clinical Diagnostic Div. 
1, rue du Foin 
75140 Paris Cedex 03 - 
France 
Tel: (1) 277.81.10 

Telex: 670736 


Bioware Products 


Electrophoresis hardware and reagents, 
labeled and unlabeled antisera to human 
protein, immunomicroscopy systems. 


160 Algonquin Parkway 

Whippany, NJ 07981 

United States 

Tel: (201) 887-9500 

Telex: 136468 Clin Sci Wipy 

Sales/Branch/Distributor Offices: 

Canada: 

Intermedico, Suite 306, 150 Consumer Rd., 
Willowdale, Ontario M2J 1P9 ' 
Tel: (416) 491-8926 


Federal Republic of Germany: 
D.R.G., Schwanallee 44, 355 Marburg 1 
Telex: 482 398 drg d 
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United Kingdom: 

Immutech Ltd., Fish Ponds Rd., Wilkingham, 
Berkshire 
Tet: 073-784-882 
Telex: 8384 7473 FROST 


United States: 

Clinical and Industrial Products, 327 
Southwest Blvd., Kansas City MO 64108 
Tel: (816) 221-0909 

Diagnostic Laboratory Supply, 2388 
Centerline, St. Louis MO 63141 
Tel: (314) 432-1388 

Fisher Scientific, 711 Forbes Ave., 

S c eur pid 15219 


37217 
Tel: (615) 361-8501 
Columbia Diagnostic, 79-42 Cluny Ave., 
Springfield VÀ 22153 
Tel: (703) 569-7511 


Biozyme Laboratories Limited 


Manufacturers of enzymes and related 
biochemicals. 


Unit 6, Gilchrist- Thomas Estate 
Blaenavon, Gwent, S. Wales NP4 9RL 
United Kingdom 
Tel: (0495) 790678 
Telex: 497731 
Sales/Branch/Distributor Offices: 
France: 
Laboratoires Eurobio, 20 Boulevard Saint- 
Germain, 75005 Paris 
Tel: 325 2033 ` 
Telex: 201236 


Italy: 

Derivati Biologici International, SpA, Cassina 
de’ Pecchi (MI), S.S.N. 11 Padana 
Superiore KM 160, Milan 
Tel: 9528512 
Telex: 330074 


Switzerland: 

Biogenzia Lemania, SA, 8 Avenue de 
Morges, CH-1004 Lausanne 
Tel: 021/25 40 11 
Telex: 25642 

Dr. R. Strueli AG, Postfach Utoquai 29, 
8032 Zurich 
Tel: 01/47 23 40 
Telex: 53976 


United Kingdom: 

Koch-Light Laboratories Limited, Willow 
Road, Poyle, Colnbrook, Bucks SL3 OBZ 
Tel: (02812) 2262/5 
Telex: 848103 

Ubichem Limited, 281 Hithermoor Road, 
Stanwell Moor, Staines, Middlesex TW19 
6AZ 
Tel: (02812) 5117-5119 
Telex: 847601 


United States: 

Accurate Chemical & Scientific Corporation, 
300 Shames Drive, Westbury NY 11590 
Tel: (516) 433-4900 or (800) 645-6264 
Telex: 144617 


BOE 


Boehringer Ingelheim KG 
Pharmaceutical specialties and chemicals. 

Div: Chemicals Div. 

6507 Ingelheim (Rhein) 

Federal Republic of Germany 

Tel: 06132/772191 

Telex: 041879122 


e Boehringer Mannheim GmbH 


'Reagents for biological research and 
analysis. 


Div: Biochemicals 

Sandhofer Strasse 116 

Postfach 311020 

6800 Mannheim 31 

Federal Republic of Germany 

Tel: 0621/7591 

Telex: 04-63193 bm d 

Sales/Branch/Distributor Offices: 

Australia: 

Boehringer Mannheim Australia Pty. Ltd., 
Div: Biochemicals, Unit C, 6-8 Byfield 
Street, North Ryde, NSW 2113 
Tel: 00612-8882122 (Sydney) 

Telex: AA 22955 (Sydney) 


Austria: 

Boehringer Mannheim GmbH Wien, 
Diagnostica Abteilung, Div: Biochemicals, 
Pasettistrasse 64, 1201 Wien 
Tel: (0222)356526 
Telex: 75675 bm wien a 


Belgiurn: 

S.A. Boehringer Pharma N.V., Div: 
Biochemicals, Avenue des Croix de 
Guerre 90, Oorlogskruisenlaan 90, 1120 
Bruxelles 
Tel: (02)242.64.20 
Telex: 25259 bru b 


Canada: 

Boehringer Mannheim Canada Ltd., Div: 
Biochemicals, 11450 Cóte de Liesse, 
Dorval, Quebec H9P 1^9 
Tel: (800) 361-2070 
Telex: 05-822677 


Denmark: 

Boehringer Mannheim GmbH, c/o 
Ercopharm A/S, Div: Biochemicals, 
Skelstedet 13-15, 2950 Trorod-Vedbaek 
Tel: (02)912266 
Telex: 37155 ercodk dk 


France: 

Boehringer Mannheim France S.A., Div: 
Biochemicals, 2 Avenue du Vercors, 
BP22, 38240 Meylan 
Tel: (76)900863 
Telex: 980 628 bmf test 


italy: 

Boehringer Biochemica Robin SpA-Divisione 
Diagnostici, Div: Biochemicals, Via S. 
Uguzzone 5, Casella Postale 3772, 20126 
Milano 
Tel: 02/252 8359 
Telex: 321339 bmm i 


BRI 


Japan: 

Boehringer Mannheim Yamanouchi K.K., 
Div: Biochemicals, Kanda P.O. Box 168, 
Tokyo 
Tel: (03)252-6521 
Telex: 222-6244 alcaloj 


The Netherlands: 

Boehringer Mannheim B.V., Div: 
Biochemicals, Postbus 828, 1000 AV 
Amsterdam 
Tel: (020)827575 
Telex: 16654 nl 


South Africa: 
Boehringer Mannheim (S.A.) (Pty.) Ltd., Div: 
Biochemicals, 13th Floor, Metro Centre, 
163 Hendrik Verwoerd Drive, P.O. Box 
51927, 2194 Randburg 

Tel: 789-2900 
Telex: 4-22226 SA 


Sweden: 

Boehringer Mannheim Scandinavia AB, Div: 
Biochemicals, Box 147, 16126 Bromma 1 
Tel: 08/988150 
Telex: 13054 bm scand 


Switzerland: 

Boehringer Mannheim (Schweiz) AG, Div: 
Biochemicals, Industriestrasse, 6343 
Rotkreuz 
Tel: (042)651 165 
Telex: 65256 bm ch 


United Kingdom: 

The Boehringer Corporation (London) Ltd., 
Div: Biochemicals, Bell Lane, Lewes, East 
Sussex BN7 1LG 
Tel: (07916)71611 
Telex: B77 487 


United States: 

Boehringer Mannheim Biochemicals, 7941 
Gastleway Drive, P.O. Box 50816, 
Indianapolis IN 46250 
Tel: (800) 428-5433 
Telex: 27-2330 bmb ind 


Brinkmann instruments, Inc. 
Manufacturer of scientific instruments. 


Cantiague Road 
Westbury, NY 11590 
United States 
Tel: (516) 334-7500 
TWX: 510 222 8254 


British Tar Products 


Manufacturer of biocides, antioxidants and 
pharmaceutical intermediates. 


Hayes Road 
Cadishead 
Manchester M30 5BX 
United Kingdom 

Tel: 061-775-3945 
Telex: 669938 
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Sales/Branch/Distributor Offices: 

Federal Republic of Germany: 

Pyrion Chemie GmbH, Geulenstrasse 94, 
404 Neuss 1 
Tel: (02101) 272597 
Telex: 8517459 


United States: 

Gallard Schlesinger Chemical Mfg. Corp., 
584 Mineola Avenue, Carle Place, L.I. NY 
11514 
Tel: (516) 333- 5600 
Telex: 867792 


Buckton Scott Ltd. 


Supplier of fine biochemicals. 


17 Devonshire Street 
London W1N 1FS 
United Kingdom 

Tel: 01-637-9803 
Telex: 265819 


@ Burdick & Jackson 


Laboratories, Inc. 


High purity solvents for HPLC and other 
types of chromatography, 
spectrophotometry, pesticide residue 
analysis and precision cleaning. 


1953 South Harvey St. 
Muskegon, MI 49442 
United States 

Tel: (616) 726-3171 


Calbiochem 


Manufactures biochemicals and diagnostic 
reagents. 


Div: of Calbiochem-Behring Corp. 

(mailing) P.O. Box 12087, San Diego, CA 
92112 

10933 N. Torrey Pines Rd. 

La Jolla, CA 92037 

United States 

Tel: (714) 453-7331, (800) 854- 2171 or 
within California (800) 542-6052 

Telex: 697934 

Sales/Branch/Distributor Offices: 

Australia: 

Calbiochem-Behring, Div: Australia Pty. Ltd., 
P.O. Box 37, Carlingford, New South 
Wales 2118 
Tel: 871-2133 
Telex: CALBI AA 24888 


Belgium: 

Hoechst Belgium SA, 111-113 Chausee De 
Chaleroi, B-1060 Brussels 
Tel: (02) 5377335 
Telex: 21396 HB B 


Denmark: 

Hoechst Danmark A/S, Islevdalvej 110, DK- 
2810 Rodovre 
Tel: (02) 91 26 22 
Telex: 35366 HOEDA DK 


Federal Republic of Germany: ` 
Calbiochem GmbH, 110360 Postfach, 6300 
' Giessen Rathenaustr 1 

Tel: 0641-71058 

Telex: 841-482979 


France: 

S.A.P.B. Hoechst Behring, 10 Rue Clement 
Marot, F-75008 Paris 
Tel: (1) 720-90-97 
Telex: LABOHOE 290266 


Italy: 

Hoechst italia S.p.A., Div: Divisione Vendite 
Diversificate, Via M.U. Traiano 18, |-20149 
Milano 
Tel: (02) 31071 
Telex: 320165 HOEIT | or 331181 
HOEIT | 


Japan: 

Hoechst Japan Ltd., C.P.O. Box 1256, 
Tokyo — 
Tel: (03) 479-5111 
Telex: 2422342 HJL TOK J 


New Zealand: 

Hoechst New Zealand Ltd., P.O. Box 67, 
Auckland 
Tel: 38112, 775943 
Telex: NZ 2338 


Switzerland: 

Calbiochem AG, Loewengraben 14, 6000 
Lucerne 5 
Tel: (041) 227277/8 
Telex: 78170 


United Kingdom: 

C.P. Laboratories Ltd., P.O. Box 22, 
Bishop’s Stortford, Hertfordshire CM22 
7RQ 
Tel: 0279-56081 
Telex: 817509 COLPAR G 


California Medicinal Chemistry 
Corporation 


Specializes in synthetic peptides, peptide 
substrates for coagulation diagnosis and 
RIA diagnostic reagents. 


360 Swift Ave., Su. 30 

So. San Francisco, CA 94080 
United States 

Tel: (415) 952-4940 

Telex: 172523 


Cambridge Medical Diagnostics, 
inc. 


Manufacturers of kits and components for 
radioimmunoassays as well as reagents 
for enzyme, biochemistry and 
histochemistry. 

575 Middlesex Turnpike 

Billerica, MA 01865 

United States ; 

Tet: (800) 225-0850 

TWX: 710-347-1849 


Nature 
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Sales/Branch/Distributor Offices: 

Australia: 

Australian Lab Service Pty., Ltd., Box 193, 
Rockdale, NSW 2216, (Sydney) 
Tel: 59-5258 Sydney 
Telex: 790-25759 Labsev AA 


Brazil: 

Riacent, R. Marco Aurelio 660-CEP 05048, 
Vila Romana Lapa, Sao Paulo 
Tel: 62-7460 
Telex: 391-01122888 XPSP-BR 


Canada: 

Inter Medico, 150 Consumers Rd., Suite 
306, Willowdale, Ontario M2J 1P9 
Tel: (416) 491-8926 


Federal Republic of Germany: 

DRG Instruments, GmbH, Schwanallee 44, 
Marburg 
Tel: (06421) 23005 
Telex: 841-482398 DRG D 


France: . 

Laboratoires Eurobio, 20 Boulevard Saint- 
Germain, Paris 75005 
Tel: 1-325-20-33  . 
Telex: 201236F Eurobio 


Indía: 

Decruz Corporation, 44 Cawasji Patel 
Street, Bombay 400 023 
Tel: 25-00-76 
. Telex: 11-6045 


Israel: 

Eldan Electronic Instrument Co., Ltd., P.O. 
Box 1270, 16 Oholiav St., Jerusalem 
Tel: 533221 /533242 
Telex: 922-25231 Pakrd IL 


The Netherlands: — 

Nuclilab BV, Van Broeckhuysenstraat 7, 
Bennekom NL 6721 TC 
Tel: 08389- 6598 
Telex: 844-37238 NLAB NL 


Norway: 

Solberg & Andersen A/S, Postboks 34 
Bryn, Brynsveien 5N, Oslo 6 
Tet: (02) 19 10 00 

' Telex: 856-16749 SAAS N 

Spain: 

Comerimsa, Fuencarral 101, Madrid 4 
Tel: 446-43-12 
Telex: 23860 Come E 


Cambridge Research 
Biochemicals Limited 
Supplier and manufacturer of peptides 
and amino acid derivatives. 


96 A High Street 

Huntingdon, Cambridgeshire PE18 6DP 
United. Kingdom 

Tel: 0480 59687/8 

Telex: 32784 
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Camlab Limited 


Laboratory supplies and chromatographic 
equipment and, materials. 
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Nuffield Rd. 

Cambridge CB4 1TH 
United Kingdom 

Tel: (0223) 62222 

Telex: 817664 CAMLAB G 


Cappel Laboratories 
Immunochemicals and purified proteins. 


Div: of Biological Corporation of America 
Center Hail Road 

Cochranville, PA 19330 

United States . 

Tel: (215) 593-6914 or (800) 523-7620 
Telex: 83-5358 


Sales/Branch/ Distributor Offices: 


Australia: 

1.D.T. (Australia) Pty. Ltd., P.O. Box 4, 
: Miller, N.S.W. 2168 
Telex: AA 70315 


Federal Republic of Germany: 

Dynatech Deutschland GmbH, Justinus- 
kerner-strasse 32, D-7306 Denkendorf 
Telex: 7256690 


France: 

Flobio, 15 rue Armand- Silvestre, 92400 
Courbevoie 
Telex: 613368 

Laboratoires Dynatech, 8 rue de l'Esterel, 
Silic 465, 94613 Rungis Cedex 
Telex: 202173 


Japan: 

Maruzen Oil Company, Kokusai Shin- 
Akasaka Bldg. (West), 6-1-20 Akasaka, 
Minato-Ku, Tokyo 107 
Telex: 781-2422511 


The Netherlands: 

Nutacon B.V., Postbus 7771, 1117 ZM 
Schiphol- -Oost 
' Telex: 17133 


Singapore: 
Dynatech Singapore (Pte.) Ltd., Unit 09-03, 


9th Storey, Genting Block, Ruby Industrial 


Complex, 80 Genting Lane, Singapore 
1334 
Telex: 36788 


South Africa: 


Sterilab Services, P.O. Box 92084, Norwood 


2117 
. Telex: 4-24019 


Sweden: 

A. Johnson & Co. HAB, Box 57, S-201 
2- Malmoe 1 
Telex: 32617 


Switzerland: 

Dynatech AG, c/o P.O. Box 1486, 8302 
Kloten 
Telex: 57575 


Taiwan: 

Taiwan lvy Corporation, 4F-2 No. 666, Tun- 
hwa South Road, Taipei 
Telex: 20145 


CED 


United Kingdom: 

Dynatech Laboratories Ltd., Daux Road, 
Billingshurst, Sussex RH9 5J 
Telex: 851-877132 


The Carborundum Company 
Ltd. 


Manufacturers of abrasives, super- 
refractory materials, resins and 
adhesives. 

Div: Chemical Products 

Trafford Park 

Manchester M17 1HP 

United Kingdom 

Tel: 061 872 2381 

Telex: 667344 


R.P. Cargille Laboratories, inc. 


The Scientific Division develops and 
manufactures technical specialties. The 
Tab-Pro Division does custom and 
contract development and manufacturing 
of industrial and reagent chemicals. 

Div: Scientific 

55 Commerce Rd. 

Cedar Grove, NJ 07009 

United States 

Tel: (201) 239-6633 


Carl Roth GmbH & Co. KG 


Rare plant substances. 


Schoemperlenstrasse 1-5 
Postfach 21 11 62 

D-7500 Karlsruhe 21 (West) 
Federal Republic of Germany 
Tel: 721/81 64 88 

Telex: 7826526 


Carolina Biological Supply 
Company 
Biologicals. 
2700 York Road 
Burlington, NC 27215 
United States 
Tel: (919) 584-0381 
Telex: 574-354 
Sales/Branch/Distributor Offices: 
United States: 
Div: Carolina-West, Powell Laboratories 
Div., Gladstone OR 97027 
Tel: (503) 656-1641 


Carr Microbiologicais Inc. 
Prefilled microbiological culture media. 


2649 S. Custer 
Wichita, KS 67217 
United States 

Tel: (316) 942-8405 


Cedarlane Laboratories Limited 


Serum and antiserum products for 
medical research and diagnostics. 
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5516 Eighth Line, RR 2 

Hornby, Ontario LOP 1E0 

Canada 

Tel: (416) 878-7800 

Telex: 0698-22-32 SABLON OKVL 

Sales/Branch/Distributor Offices: 

United Kingdom: 

Sera-Lab Ltd., Hophurst Lane, 
Crawleydown, W. Sussex RH10 4FF 
Tel: (44). 0342-71 6-366 

. Telex: 95317 SERLAB G 


United States: 

Accurate Chemical & Scientific Corp., 300 
Shames Drive, Westbury NY 11590 
Tel; (516) 433-4900 
Telex: 14-4617 ACCUCHEM WERY 


Celltech Ltd. 


Monoclonal antibodies and genetic 
engineering. 

250 Bath Rd. 

Slough, Berkshire SL1 4DY 

United Kingdom 

Tel: (Slough) 33533 

Telex: 847777 Delray (Celltech 337) 


— for Blood Research 


Manufactures and supplies human serum 
proteins C1q, C1r and C1s, normal 
human (defibrinated) plasma, normal 
human (pooled) plasma, normal human 
(pooled) serum, and for hepatitis HBsAg 
positive plasma and anti-HBs positive 

. plasma. 


Div: Product Development 
800 Huntington Avenue 
Boston, MA 02115 

United States ` ` 

Tel: (617) 731-6470 


Centocor Inc. 


. Biotechnology with emphasis in 
immunology. 

244 Great Valley Parkway 

Malvern, PA 19355 

United States 

Tel: (215) 296-4488 


Charlés River Breeding Labs 


Production of large numbers of COBS® 
(Caesarean originated barrier sustained) 
laboratory rodents. 

251 Ballardrale St. 

Wilmington, MA 01887 

United States ' 

Tel: (617) 658-6000 

Telex: 94-7433 


Chemical Data Systems, Inc. 


Manufacturers of analytical 
instrumentation and distributors of high- 
purity biochemicals. 
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R.D. #2, Box 74 
Oxford, PA 19363 
United States 

Tel: (215) 932-3636 
Telex: 83 5308 


Chemical Dynamics Corporation 


Specializes in amino acid derivatives, 
biochemicals, biological buffers, 
pharmaceutical intermediates and 
peptides. 

3001 Hadley Rd. 

P.O. Box 395 

S. Plainfield, NJ 07080 

United States 

Tel: (201) 753-5000 

Telex: 833-447 


Chemische Fabriken Oker & 
Braunschweig AG 


Silica gels and other desiccants and 
water purification. 


Div: Chemicals 

P.O. Box 1328 

Im Schleeke 77 

3380 Goslar 1 

Federal Republic of Germany 
Tel: 05321-7511 

Telex: 0953826 hcsg d 


€ Choay Chimie 


Specializes in extraction and purification 
of substances from animal organs, human 
urine and humari placentas. Also deals in 
peptide synthesis in the field of 

. immunoadjuvants. 


Div: Reagents for Research 
48 avenue Théophile Gautier 
75/82 Paris Cedex 16 
France 

Tel: (1) 524 46 77 

Telex: 610 726 F 


Chori Company Limited 


Import, export and distribution of 
. chemicals and plastics. 


Div: Chemicals & Plastics Div. 
4-3, 2-Chome, Horidomecho 
Nihonbashi, Chuo-Ku 
Tokyo 125 
Japan 
Tel: 03-252-2243 
Telex: J22252, J24569 
Sales/Branch/Distributor Offices: 
Federal Republic of Germany: 
Chori GmbH, Div: Chemicals, Graf-Adolf 
Str. 59, 4000 Düsseldorf 
Tel: 0211-37-07-48 
Telex: 8587589 d 


United States: 

Chori America, Inc., 350 Fi fth Avenue, 
Room 3323, New York NY 10118 
Tel: (212) 563-3264 
Telex: RCA 224351 


Chromatix 


Manufacturer of analytical laboratory 
instrumentation for light scattering 
measurements, gel permeation and liquid 
chromatography. 

560 Oakmead Parkway 

Sunnyvale, CA 94086 

United States 

Tel: (408) 736-0300 or (800) 538-1595 

TWX: 910 339-9291 

Sales/Branch/Distributor Offices: 

Australia: 

Rofin Australia Pty. Ltd., 149 Parkers Road, 
Parkdale, Victoria 3194 
Tel: 90 0802 
Telex: AA33695 


Brazil: 

Acatec, Rua Augusta 1351-7*, 01 305, Sao 
Paulo 
Tel: (011) 283-0777 
Telex: 1125688 


Federal Republic of Germany: 

Chromatix GmbH, Heisenbergstrasse 10, 
8057 Eching 
Tel: 08165-5448 or 4565, 5498 
Telex: 526512 


France: 

Optilas/Sitaf, Z.I. La Petite Montagne, CE 
1422, 91019 Evry Cedex 
Tel: (1) 077 40 63 
Telex: 600019 


India: 

Materials Research Techniques, 63 Bajaj 
Bhawan, Nariman Point, Bombay 400 021 
Tel: 23 20 44 
Telex: Q116096 


Israel: 

Ankor Scientific Equipment & Services Ltd., 
P.O. Box 349, Vivatayim 53 102, Tel Aviv 
Tel: 00972 03-720515 
Telex: 341167 ` 


Japan: 

Marubun Corporation, 8-1 Nihombashi 
Odemmiacho, Chuo-Ku, Tokyo 103 
Tel: (03) 662-8151 
Telex: 0252-2957 

Nihon Waters Ltd., Shuwa Kioicho Park 
Bldg., 3-6 Kioi- cho, Chiyoda-Ku, Tokyo 
Telex: 2324161 


Taiwan: 

Cordo Ent. Co. Ltd., 2nd Floor, No 177-2, 
Sec. 1, Ho-Ping E. Road, Taipei 106 
Tel: 392-2261 . 

Telex: 19522 

United Kingdom: 

Rofin Ltd., Winslade House, Egham Hill, 
Egham, Surrey TW20 OAZ 
Tel: 0044-7843-7541 
Telex: 934534 


Chrompack Nederland BV 
Chromatography products. 


Nature 


NE d 


Kuipersweg 6 

P.O. Box 3 

Middelburg (Zeeland) 4330 AA 
The Netherlands 

Tel: 01180-11251 

Telex: chrom ni 37852 


Sales/Branch/Distributor Offices: 

Belgium: 

Chrompack Belgie N.V., Laarsebaan 374, 
Merksem 2060 
Tel: 31462133 
Telex: 34898 


Canada: 
Chrompack Canada, RH 2, Blenheim, 
Ontario NOP 1A0 


Federal Republic of Germany: 
Chrompack Deutschland GmbH, 17 
Nürnbergerstrasse, 1 Berlin 30 
Tel: 302133063 
Telex: 183265 


France: 

Chrompack France SARL, Tour Alpha, 
Avenue du Champs Lasniers, Les Ulis, 
Orsay F-91440 
Tel: 19073652 
Telex: 692189 


United Kingdom: 

Chrompack U.K., 61 Shrubbery Road, 
London SW16 
Tel: 16773722 
Telex: 8951172 


Chrono-log Corporation 


Platelet Aggregometers® for study of 
blood platelet functions. 


2 West Park Rd. 
Havertown, PA 19083 
United States 
Tel: (215) 853-1130 
Telex: 831579 
Sales/Branch/ Distributor Offices: ` 
Australia: 
Medos Co., P.O. Box 442, South 
Melbourne, Victoria 3052 
Tel: 62-3581 
Telex: AA 32486 


Belgium: 
AHS/Belgium, Div: Delforge Div., 
Zelleksesteenweg 30, Brussels 1,080 
Tel: 02 465 3000 
Telex: 25273 


Canada: 

Canadian Laboratory Supplies, 80 Jutland 
Rd., Toronto, Ontario M8Z 2H4 
Tel: (416) 252-5151 
Telex: 06 219893 


Egypt: 

ALKAN, 2 Mesaha Square, Dokki, Giza 
Tel: 987096 
Telex: 93644 


Israel: 

Carmira Ltd., P.O. Box 18080, Jerusalem 
Tel: 02-811051 
Telex: 32470 
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Italy: 

D. ri Mascia Brunelli S.r.l., Viale Monza 272, 
Milano 20128 
Tel: 02 25 51 641 
Telex: 330838 


Japan: 

AHS/Japan Corp., 913 Akasaka Chome, 
Minato-Ku, Tokyo 107 
Tel: 03-585-3537 
Telex: J26564 


United Kingdom: 

Coulter Electronics Ltd., Northwell Drive, 
Luton, Bedfordshire LU3 3RH 
Tel: (0582) 582442 
Telex: 825 074 


United States: 

Coulter Electronics, Div: Latin American 
Div., 601 West 20 St., Hialeah FL 33010 
Tel: (305) 885-0131 

American Scientific Products, 1430 
Waukegan Rd., McGaw Park IL 60085 
Tel: (312) 689-8410 


Clinical Assays 


Diagnostic test kits for clinical and 
research use. 


Div: of Travenol Laboratories, Inc. 

620 Memorial Drive 

Cambridge, MA 02139 

United States 

Tel: (617) 492-2526 or (800) 225-1241 
Telex: 921461 CLASS CAM 


Clin-Tech Ltd. 


Manufacturers of laboratory reagents, 
diagnostic assay kits, stains and 
chemicals. 


1 & 2 Faraday Way 
Westminster Industrial Estate 
London SE18 5TH 
United Kingdom 
Tel: 01-855 7981 
Telex: 896148 
Sales/Branch/Distributor Offices: 
Australia: 
Dutec Pty. Ltd., 33 Myrtle Street, P.O. Box 
518, North Sydney 2060 
Tel: 92-8671 
Telex: 20-310 


France: 

Labomoderne, 37 rue Dombasle, 75015 
Paris 
Tel: 532.62.54 
Telex: CMR 203813 


Ireland: 

Medical Supply Co. Ltd., Unit 9, Santry 
Industrial Estate, Santry, Dublin 9 
Tel: 426644 


Spain: 

Atom SA, Passeo Del Monte 18, Barcelona 
24 
Tel: 214 7904 
Telex: 51227 


COL 


United Kingdom: 

Sterilin Ltd., 43-45 Broad Street, 
Teddington, Middlesex TW11 8QZ 
Tel: 01 977 0944 
Telex: 8812910 


e Collaborative Research, inc. 


Manufactures growth factors, hormones, 
enzymes for the growth of mammalian 
celis under defined medium conditions; 
defined sequence nucleotides, linkers, 
nucleotide celluloses, and a broad range 
of molecular biologicals for recombinant 
DNA research; RIA’s for cyclic 
nucleotides and drugs of abuse. 


Div: Research Products Div. 
1365 Main Street 
Waltham, MA 02154 
United States 
Tel: (617) 899-1133 
TWX: 710-324-7609 
Sales/Branch/Distributor Offices: 
Austria: 
Biomedica, Handelsgesellschaft M.B.H., A- 
1030 Vienna 
Tel: (0222) 75 67 64/65 
Telex: 135885 


Federal Republic of Germany: 

Paesel GmbH, Borsigallee 6, Postfach 6303 
47, 6000 Frankfurt Am Main 63 
Tel: (0611) 42 20 97-98 
Telex: 413202 


France: 

Sochibo, S.A., 3 et 5 rue Carnot, 92100 
Boulogne sur Seine 
Tel: 604-44-38 
Telex: 270-146 


Israel: 
Zotal Limited, P.O.B. 2104L, Tel-Aviv 
Telex: 341118 


Italy: 

Dott G. Amato & Figli, S.r.l., Div: Import 
Dept., Via Livorno 25, Rome 00162 
Tel: 420506-429848 
Telex: 612342 


Japan: 

Maruzen Oil Company, Ltd., Div: 
Petrochemical Sales Dept., Kokusai-Shin- 
Akasaka Bld. West, 1-20 6-Chome, 
Akasaka, Minato-Ku, Tokyo 107 
Tel: (230) 3311 
Telex: 242251 


The Netherlands: 

Brunschwig Chemie, Butaanweg 8, Postbus 
70213, Amsterdam 1007 KE 
Tel: 020-11 31 33 
Telex: 83147 


Sweden: 
Bio Zac, Box 2032, S-175 02 Jarfalla 
Telex: 14023 


Switzerland: 

Inotech AG, Litzibuechstrasse 8, CH-5610 
Wohlen 
Tel: 057/6 44 50 
Telex: 52958 
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United Kingdom: 

Uniscience Limited, Uniscience House, 8 
Jesus Lane, Cambridge CB5 8BA 
Tel: (0223) 646 23/4 
Telex: 817698 


Colorado Serum Co. 


Animal blood products, red blood cells 
and serum. 


4950 York St. 

P.O. Box 16428 
Denver, CO 80216 
United States 

Tel: (803) 623-5373 


Comber and Son 


Life sciences, particularly 
bioluminescence/chemiluminescence. 


490 Manchester Road 
Stockport SK4 5DL 

United Kingdom 

Tel: 061-432 6624 

Telex: 665348 Attn. COMBER 


Compania Espanola de la 
Penicilina y Antibióticos, S.A. 


Production of antibiotic raw materials and 
. pharmaceutical specialties. 


Div: Profarma 
Alcalá 95 

Madrid 9 

Spain 

Tel: 404-34-66 
Telex: 45448 cepp e 


Connaught Laboratories Limited 


Developers and manufacturers of toxoid 
vaccines, polio vaccines and 
combinations, antitoxins, blood fractions, 
insulins and diagnostic products. 


Div: International Marketing 

1755 Steeles Avenue West 

Willowdale, Ontario M2R 3T4 

Canada 

Tel: (416) 667-2701 

Telex: 06-22184+ CONTOX 

Sales/Branch/Distributor Offices: 

Argentina: 

Laboratorios Dispert SAICAI & F, Mendez 
de Andes 226, Buenos Aires 1405 
Tel: 982-2790 
Telex: 9900+ (Public Booth. Pls. mark: 
Para Dispert) 


Chile: 

Alberto Bril & Cia. Ltda., Lautaro 877, P.O. 
Box 16506, Santiago 
Tel: 46-1937 
Telex: 94436+ PBVTR KU 


Hong Kong: 

N. Smurthwaite & Co. Ltd., Block B 7/F, 
Sum Lung Industrial Bldg., No. 11 Sun Yip 
Street, P.O. Box 2055, Chaiwan 
Tel: 57.3921 
Telex: 85072+ NACBS 
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Japan: 
Shin Nihon Jitsugyo Co. Ltd., No. 2-9, Ginza 
3-chome, Chuo-ku, Tokyo 104 
Tel: 561-3181 
Telex: 2522528+ SNJ 


Kuwait: 

Hamad Saleh Al-Homaizi’s Co., P.O. Box 
315, Kuwait City 
Telex: 22647+ 


Mexico: 

Laboratorios Sanfer S.A., Calzada de 
Tlalpan 550, Apartado Postal 7362, 
Mexico 13 D.F. 

Tel: (905) 590-0266 
Telex: 1771506+ BDGC (mark for: 
SANFER) 


The Netherlands Antilles: 

N.V. Trust-En Handelmaatschappij 'Zuid- 
West', P.O. Box 552, Curacao 
Tel: 24.334 
Telex: 3386+ 


Taiwan: 

Paolung Trading Co. Ltd., 6th Floor, World 
Trade Building, No. 50, Hsin Sheng South 
Road-Sec. 1, Taipei 
Tel: 54-0021 
Telex: 28746+ POLUNTE 


Trinidad: 

T. Geddes Grant (Trinidad) Ltd., 1 Chacon 
Street, P.O. Box 171, Port of Spain 
Tel: 625-4441 
Telex: 272+ HUGCO 


United Kingdom: 

Arnold R. Horwell Ltd., 2 Grangeway, 
Kilburn High Road, London NW6 2BP 
Tel: 328-1551 
Telex: 28501-- HORWELLCO 


Cordis Laboratories, Inc. 
Laboratory diagnostic test kits. 


P.O. Box 523580 

Miami, FL 33152 

United States 

Tel: (305) 578-2592 
Telex: 441346 CORDL Ul 


Corning Medical & Scientific 
Blood gas machines, medical apparatus. 


North Street 
Medfield, MA 02052 
United States 
Tel: (617) 359-7711 
Sales/Branch/Distributor Offices: 
Canada: 
Div: Marketing, 135 Vanderhoof Avenue, 
Toronto, Ontario M4G 2J3 
Tel: (416) 421-1500 


United States: 

Div: Marketing, 490 San Antonio Road, Palo 
Alto CA 94306 
Tel: (415) 494-0387 

Div: Marketing, 2295 Parklake Drive N.E., 
Suite 400, Atlanta GA 30345 
Tel: (404) 491-9000 


Div: Marketing, 816 Busse Highway, Park 
Ridge IL 60068 
Tel: (312) 692-2078 

Div: Marketing, 340 North Belt East, Suite 
280, Houston TX 77060 
Tel: (713) 931-0099 

Div: Marketing, 3015 Williams Drive, Suite 
104, Fairfax VA 22031 
Tel: (703) 698-7394 


@ Cruachan Chemical Co. Ltd. 


Reagents and intermediates for 
oligodeoxynucleotide synthesis, custom 
synthesis and contract research. 


P.O. Box 4 

Livingston EH54 5HT 

United Kingdom 

Tel: (0506) 32146 

Telex: 72165 CRUACHEM 

Sales/Branch/Distributor Offices: 

Federal Republic of Germany: 

Repromed GmbH, Osterstrasse 86, 2000 
Hamburg 19 
Tel: (040) 49 97 27 


United States: 

Cruachem Inc., 1082 Lucky Avenue, Menlo 
Park CA 94025 
Tel: (415) 854-0385 


DAKO-immunoglobulins a/s, 
DAKOPATTS A/S 
Immunochemicals and diagnostic kits. 


Guldborgvej 22 
Copenhagen 2000 F 
Denmark 
Tel: (01) 392500 
Telex: 16638 dako dk 
Sales/Branch/Distributor Offices: 
Australia: 
Bio Scientific Pty., Ltd., P.O. Box 78, Gymea 
2227 N.S.W. 
Tel: (02) 521-2177 
Telex: 22959 


Belgium: 

Hospithera-Labo, Emile Feronstraat 70, 
Brussels 1060 
Tel: (02) 5389050 
Telex: 23604 


Canada: 

Cedarlane Laboratories, 5516 8th Line, R.R. 
2, Hornby, Ontario LOP 1EO 
Tel: (416) 878-7800 
Telex: 6982232 


Federal Republic of Germany: 

Boehringer Ingelheim Diagnostica GmbH, 
Gutenbergstrasse 3, Garching/München 
8046 
Tel: (089) 329 1031 
Telex: 5216081 


France: 

Sebia, 23 Rue Maximilien Robespierre, Issy 
Les Moulineaux 92130 
Tel: (1) 6448630 


Nature 


Japan: 

Kyowa Medex Co., Ltd., Ohtemachi Bldg., 
6-1 1-Chome Ohtemachi, Chiyodaku, 
Tokyo 100 
Tel: (03) 2017211 
Telex: 24543 


The Netherlands: 

Amstelstad BV, Dennenlaan 34, 1161 CR 
Zwanenburg, Postbox 9100, Amsterdam 
1006 . 

Tel: (02907) 3451 
Telex: 12028 


Sweden: 

DAKO-immunoglobulins ab, Stórtloppsvágen 
40, Box 422, Hágersten 12604 
Tol: (08) 880355 


United Kingdom: 

Mercia Brocades Ltd., Brocades House, 
Pyrford Rd., West Byfleet, Surrey KT16 
BRA ; 

Tel: (09323) 42291 

Telex: 917301 


United States: i 
DAKO Corporation, 22F North Milpas $t., 
Santa Barbara CA 93103 
Tel: (805) 965-7065 or (800) 235-5743 
Telex: 658481 


Degussa Ltd. 
Fine chemicals. 


175 Tottennam Court Rd. 
London W1P OBJ 

United Kingdom 

Tel: 01-580-8041 


Derypol SA 


Manufacturer of polymers in emulsions 
and water solutions for coalings, 
adhesives, textiles, paper, etc. and water 
treatment. Polyacrylamides and specia! 
polymers for agglutination tests. 
Specialties for textile industry. 

„Ana Mogas SN 

z Las Franquesas del Valles 

Barcelona 

Spain 

Tel: 849.66.19 


Diagnostic Data, Inc. 


Pharmaceutical development of . 
superoxide dismutases for medical and 
veterinary use. 

918 Logue Avenue 

Mountain View, CA 94043 

United States 

Tel: (415) 964-7676 


Diagnostic, Inc. 


Microbiological growth media, antibiotic 
sensitivity testing, breast cancer detection 
and ultrapure hyaluronic acid. 


Directory of Biologicals 


Div: Microbiological Products 
1955 West County Road B2 
St. Paul, MN 55113 

United States 

Tet: (612) 633-7003 


Diamed Diagnostics Ltd. 


Diagnostics: antibiotic susceptibility testing 
products, culture media, immunologica! 
kits, blood grouping products and clinical 
chemistry reagents. 


Mast House, Derby Road 
Bootle 

Merseyside L20 1EA 
United Kingdom 

Tel: 651-933-7277 

Telex: 628178 


Difco Laboratories 


Culture media and reagents for 
microbiological and clinical laboratory 
procedures. 

Div: UK Div. 

P.O. Box 14B 

Central Avenue 

East Molesey, Surrey KT8 OSE 

United Kingdom 

Tel: 01-979-9951 

Telex: 892412 


Dionex Corporation 


Manufactures amino acid analyzers, ion 
chromatographs and rapid kinetics 
systems. 


1228 Titan Way 

Sunnyvale, CA 94086 

United States 

Tel: (408) 737-0700 

Telex: 348347 

Sales/Branch/Distributor Offices: 

United States: 

755 Route 83, Suite 224, Bensenville IL 
60106 
Tel: (312) 860-1030 

5001D Greentree Executive Campus, Route 
73, Marlton NJ 08053 
Tel: (609) 596-0600 


Duke Scientific Corp. 


Microscopic particles of many types for 
research and industrial applications. 
445 Sherman Ave. 
Palo Alto, CA 94306 
United States 
Tet: (415) 328-2400 
Telex: 334490 
sales/Branch/Distributor Offices: 
The Netherlands: 
Duke Scientific Europe, P.O. Box 594, 1200 
AN Hilversum 
Tei: (035) 19567 
Telex: 43084 dilab nl 


DYN 


Du Pont de Nemours 
International S.A. 


Instruments for HPLC, thermal analysis 
and process applications; centrifuges and 
microtomes. 


Div: Analytical and Biomedical Products 

50-52 Route des Acacias 

CH-1211 Geneva 24 

Switzerland 

Tel: (022) 37 81 11 

Telex: 22512 CH 

Sales/Branch/ Distributor Offices: 

Belgium: 

Du Pont de Nemours Belgium NV, Mercure 
Centre, rue de la Fusée 100, B-1130 
Brussels 
Tel: (02) 720 91 30 
Telex: 62788 


Federal Republic of Germany: 

Du Pont de Nemours Deutschland GmbH, 
Div: Analytische Instrumente, 
Dieselstrasse 18, D-6850 Bad Nauheim 
Tel: (06032) 3961 


France: 

Du Pont de Nemours France S.A., Div: 
Produits Photographiques, Avenue du 
Pacifique - BP 85, F-91403 Orsay 
Tel: (06) 907 78 72 
Telex: 691576 


Italy: 

Du Pont de Nemours Italiana SpA, Div: 
Instruments, Viale Monza 2, [-20127 Milan 
Tel: (02) 28301 
Telex: 32 04 64 


The Netherlands: 

Du Pont de Nemours Nederland BV, Div: 
Instrument Products, Helfthenvelweg 1, 
P.O. Box 2060, "e Hertogenbosch NL- 
5202 CB 
Tel: (073) 21 74 80 
Telex: 50 53 6 


United Kingdom: 

Du Pont (UK) Ltd., Div: Instrument Products, 
Wedgwood Way, Stevenage, Herts SG1 
4QN 
Tel: (0438) 734 000 
Telex: 82 55 91 


Durham Chemicals Ltd. 


Manufacturers of industrial biocides and 
preservatives. 
Birtley 
Chester-le-Street, Durham DH3 1QX 
United Kingdom 
Tel: (0632) 402361 
Telex: 53618 DURHAM G 


Dynapol 
Custom synthesis of radiolabeled 
compounds, especially Carbon-14 and 
Hydrogen-3 labeled food chemicals, dyes, 
antioxidants, sweeteners, polymers and 
pesticides. 
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Div: Radiochemistry 
1454 Page Mill Rd. 
Palo Alto, CA 94304 
United States 

Tel: (415) 494-5619 


Dynatech Diagnostics, Inc. 


Specializes in the manufacture of 
immunodiagnostic reagents. 
RR#1 Inland Farm Drive 
South Windham, ME 04082 
United States 
Tel: (207) 892-6774 
Telex: 944357 


Sales/Branch/Distributor Offices: 


|' Australia: 


Dynatech Australia, P.O. Box 1535, North 
Sydney 


Federal Republic of Germany: 
Dynatech Deutschland GmbH, 
Hindenstrasse 66/1, 7310 Plochingen 


France: 
Laboratoire Dynatech Sarl, 8 Rue de 
L'Esterel, 94613 Rungis Cedex, Silic 465 


Japan: 

Nihon Dynatech K.K., Halifax Trade Center 
Bldg., 25-5 Nishi-Gotanda 7-Chome, 
Shinagawa-ku, Tokyo 141 


Malaysia: 

Dynatech Malaysia Sdn. Bhd., 62 First 
Floor, Jalan SS 2/66, Petaling Jaya, 
Silangor 

Singapore: 

Dynatech Singapore (Pte) Ltd., Inchcape 
House, 8th Floor, 450-452 Alexandra 
Road, Singapore 051 1 


Switzerland: 


_ Dynatech AG, Oberfeldstrasse, 8302 Kloten 


. United Kingdom: 
Dynatech Labs Ltd., Daux Road, 
Billinghurst, Sussex 


Dyson Instruments 


Gas and liquid chromatography 
Instrumentation and accessories. 
Computer instrumentation and 
accessories. 


Sunderland House, Station Rd. 
Hetton, Houghton Le Spring 
Tyne and Wear DH5 OAT 
United Kingdom 

Tel: 0783 260452 


EAL Corporation 


Clinical chemistry testing, occupational 
safety and health analysis and consulting 
services, bacteriological testing, 
radiochemistry, bioassays (urine, fecal); 
trace metals and organics in blood, 
tissues, body fluids and drug screening. 
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2030 Wright Avenue 
Richmond, CA 94804 
United States 

Tel: (415) 235-2633 
TWX: 910-382-8132 


East Anglia Chemicals Ltd. 


Manufacturers and suppliers of laboratory 
and fine chemicals. 


Lady Lane Estate, Hadleigh 
Ipswich, Suffolk IP7 6BQ 
United Kingdom 

Tel: 0473-823083 

Telex: 987068 EACHEM G 


Eastern Chemical 


Fine organic chemicals, research 
chemicals, test solutions, indicators, dyes, 
stains and reagents. 


Div: of Guardian Chemical Corporation 
230 Marcus Blvd. 

P.O. Box 2500 

Hauppauge, NY 11787 

United States 

Tel: (516) 273-0900 

TWX: 510 227-6230 


E-C Apparatus Corporation 
Electrophoresis products and chemicals. 


3831 Tyrone Blvd. N. 

St. Petersburg, FL 33709 
United States 

Tel: (813) 344-1644 


EDT Research 
Specific-ion electrodes. 

14 Trading Estate Road 

London NW10 7LU 

United Kingdom 

Tel: 01-961 1477 

Telex: 8811955 


Electron Microscope Supplies 


Electron microscopy materials, filters and 
membranes. 


388 Hillside Avenue 
Needham Heights, MA 02194 
United States 

Tel: (617) 444-2200 


Electro-Nucleonics, Inc. 


Biomedical products in the clinical 
chemistry and immunohemology area. 


368 Passaic Ave. 
Fairfield, NJ 07006 
United States 

Tel: (800) 631-1067 
Telex: 138302 


Sales/Branch/Distributor Offices: 
Federal Republic of Germany: 
Electro-Nucleonics, Int. Ltd., 
Hohentwielstrasse 41, 7000 Stuttgart 
Tel: 49-711-603035 
Telex: 841723874 


The Netherlands: 

Electro-Nucleonics, Int. Ltd., Adriaan 
Bergenstraat 208, Breda 
Tel: 31-76-222033 
Telex: 84454597 


United States: 

18092 Sky Park South, Suite F, Irvine CA 
92714 
Tel: (714) 549-8412 
Telex: 685654 

Electro-Nucleonics Laboratory, Inc., 4809 
Auburn Avenue, Bethesda MD 20014 
Tel: (301) 652-4923 
Telex: 89-8491 

9033A Red Branch Road, Columbia MD 
21045 
Tel: (301) 997-7004 

Montgomery Industrial Park MIP, 12150 
Tech Road, Silver Spring MD 20910 
Tel: (301) 622-1405 

Viral Science Lab, 12050 Tech Road, Silver 
Spring MD 20910 
Tel: (301) 622-4218 

Div: Nuclear Operations, 291 Fairfield 
Avenue, Fairfield NJ 07006 
Tel: (201) 227-6700 
Telex: 138302 

868 Black Oak Ridge Road, Wayne NJ 
07470 
Tel: (201) 835-8343 
TWX: 710-988-9310 

100 Tulsa Road, Oak Ridge TN 37830 
Tel: (615) 483-1429 


EM Chemicals | 


Manufacturer of fine chemicals for the 
pharmaceutical and food industries, 
nacreous pigments for the plastic and 
coating industry and liquid crystals and 
ultra-pure chemicals for the electro-optics 
market. 


Div: Chemical Div. 

5 Skyline Drive 
Hawthorne, NY 10532 
United States 

Tel: (914) 592-4660 
TWX: 710-567-1276 


Sales/Branch/Distributor Offices: 
Canada: 
BDH Chemicals Canada Ltd., 350 Evans 
Ave., Toronto, Ontario M8Z 1K5 
Tel: (416) 255-8525 
Telex: 06-967678 


Federal Republic of Germany: 

E. Merck, Postfach 4119, 6100 Darmstadt 1 
Tel: 6151-721 - 
Telex: 419-325 EMD 


Nature 


Japan: 

Merck Japan Ltd., No. 11 Mori Building, 6-4 
Toranomon 2- Chome, Minato-Ku, Tokyo 
105 l 
Tel: 591-9331 
Telex: 24731 


United Kingdom: 

BDH Chemicals Ltd., Div: Merck Industrial 
Chemicals, Broom Road, Poole, Dorset 
BH12 4NN 
Tel: Parkstone 0202-745520 
Telex: 41186 TETRA-G 


United States: 

Div: Western Regional Office, 2121 South 
Leo Ave., P.O. Box 7203, Los Angeles 
CA 90022 
Tel: (213) 724-9656 
TWX: 910-580-1985 

Div: Midwest Regional Office, Suite 404, 
9575 West Higgins Road, Rosemont IL 
60018 
Tel: (312) 823-1778 
TWX: 910-253-3720 


| Enzo Biochem, Inc. 


Recombinant DNA and research products. 


325 Hudson St. . 

New York, NY 10013 

United States 

Tel: (212) 741-3838 or (800) 221-7705 


) Enzyme Center, Inc. 


Large-scale fermentation, separation and 
purification of enzymes and biological 
materials. 

33 Harrison Ave. 

Boston, MA 02111 

United States 

Tel: (617) 482-7123 

Telex: 940195 TNEMC 


ES Industries 
HPLC accessories, columns, packings 
» and fraction collector. 


8 So. Maple Ave. 
Marlton, NJ 08053 
United States 

Tel: (609) 983-3616 


Extech International Corp. 
Selected portable temperature, pH, 


conductivity and dissolved oxygen meters. 


114 State St. 

Suite #5 

Boston, MA 02109 
United States 

Tel: (617) 227-7090 
Telex: 940913 


E-Y Laboratories, Inc. 


Lectins and agglutinins; antibodies and 
antisera. 
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127. N. Amphlett Blvd. 

P.O. Box 1787 

San Mateo, CA 94401 

United States 

Tel: (415) 342-3296 

Telex: 349336 

Sales/Branch/Distributor Offices: 

Australia: 

AHS/Australia Pty., Ltd., Centre Court, 25- 
27 Paul St., North Ryde, N.S.W. 2113 
Tel: 011-61-2-888-2655 
Telex: 790-AA24365 


Federal Republic of Germany: 
Medac, Div: Gesellschaft Fur Klinische, 


Spezialpraparate mbH, Fehlandtstrasse 3, 


2 Hamburg 36 
Tel: 040 3 59 08 51 
Telex: 841-213181 


France: 

Flobio, 15 rue Armand-Silvestre, 92400 
Courbevoie, Paris 
Telex: 842-613368 

Sochibo S.A., 3 rue Carnot, 92100 
Boulogne-sur-Seine, París 
Tel: 605-31-23 or 604-44-38 
Telex: 842-270146 


Japan: 

Maruzen Oil Co., Ltd., Kokusai, Shin- 
Akasaka Bldg., 6 1-20 Akasaka, Minato- 
Ku, Tokyo 107 
Tel: 03 588-9673 
Telex: 781-2422511 


The Netherlands: 


Sanbio, Postbus 15, 5388 HT Nistelrode (N. 


Br.) . 
Tel: 04 124-2102 
Telex: 844-37493 


United Kingdom: 

Tissue Culture Services Ltd., 10 Henry 
Road, Slough, Berkshire SL1 2QL 
Tel: 0753-36068 
Telex: 851-848443 


Farmitalia Carlo Erba SpA 
(Analytical/Diagnostics) 
Pharmaceutical and analytical reagents. 


Div: Analytical Div. / Diagnostics Marketing 
Via Carlo Imbonati, 24 

20159 Milan. 

Italy 

Tel: 6995 ext. no. 958-752 

Telex: 334288 


Farmitalia-Carlo Erba SpA 
(Industrial) 


Pharmaceutical raw materials and 
specialties. 

Div: Industrial Div. 

Viale E. Bezzi, 24 

Milano 20146 

Italy 

Tel: 02 43831 

Telex: 310679 Monted for Farmitalia 
Industrial 
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Farmos Diagnostica/Farmos 
Group Ltd. 


Diagnostics, mainly radioimmunoassay 
kits and antisera. 


P.O. Box 425 
SF-20101 Turku 10 
Finland 

Tel: 921-382 111 
Telex: 62114 fayht sf 


Ferak Berlin 


Production of laboratory chemicals and 
. reagents. 


Nobelstrasse 36-44 

D-1000 Berlin 44 

Federal Republic of Germany 
Tel: (030) 684 60 20 

Telex: 183653 


Fermco Biochemics inc. 


Diagnostic test reagents and enzyme 
ingredients. 
2638 Delta Lane 
Elk Grove Village, IL 60007 
United States 
Tel: (312) 595-3131 
Telex: 6871134 


Field Instruments Co. Ltd. 


Chromatography (gas and liquid) spares 
and accessories. 


374/378 Ewell Road 

Surbiton, Surrey KT6 7BB 

United Kingdom 

Tel: 01-399 6262 or 01-399 3387 
Telex: 8954665 [FAO Field] 


Fisons Scientific Apparatus 


Manufacturers of high-quality laboratory 
chemicals and analytical reagents. 


Div: FSED 

Bishop Meadow Road 
Loughborough 
Leicestershire LE11 ORG 
United Kingdom 

Tel: 0509-31166 

Telex: 341110 


e Flow Laboratories Limited 


Cell culture media, sera, and reagents; 
immunological and diagnostic reagents. 


P.O. Box 17 

Second Avenue Industrial Estate 
Irvine KA12 8NB 

United Kingdom 

Tel: 0294-72121 

Telex: 72231 
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Sales/Branch/Distributor Offices: 

Australia: 

Flow Laboratories Australasia (PTY) 
Limited, P.O. Box 312, North Ryde, NSW 
2133 
Tel: (02) 887 3211 
Telex: 7125323 Flow AA 


Federal Republic of Germany: 

Flow Laboratories GmbH, 
Muhlgrabenstrasse 10, 5309 Mechenheim 
bei Bonn 
Tel: (02225) 6093 
Telex: 886-9334 


France: 

Flow Laboratories SA, 17-19 Rue de 
Verdun, 92600 Asnieres 
Tel: 793 38217904680 
Telex: 612041F 


Italy: 

Flow Laboratories S.r.l., Via A. Murri 1, 
20019 Settimo, Milan 
Tel: 02/52.41.041/52.41.149 
Telex: 320267 


The Netherlands: 

Amstelstad b.v., Div: of Flow Laboratories 
Limited, Postbus 9100, 100 AC 
Amsterdam 
Tel: 0290713451 
Telex: 12028 


Singapore: 

Flow Laboratories PTE Limited, 175A 
Goldhill Shopping Centre, Thomson Road, 
Singapore 11 
Tel: 2528366/2528418 
Telex: RS24164 Flow Sia 


Sweden: 

Flow Laboratories Svenska AB, Box 1164, 
17123 Solna 
Tel: (08) 838120/838130 
Telex: 11646 Flowlab S 


Switzerland: 

Flow Laboratories AG, Lattichstrasse 8b, 
CH-6340 Baar/Zg 
Tel: (0) 42313444 
Telex: 78955 flow ch 


United States: 

Flow Laboratories Inc., 828 West Hillcrest 
Boulevard, Inglewood CA 90302 
Tel: (213) 641-8940 

Flow Laboratories Inc., 7655 Old 
Springhouse Road, McLean VA 22102 
Tel: (703) 893-5925 
Telex: 230 9653439 Flowlab Inw 


9 Fluka AG 


Manufacturer and distributor of chemicals 
and biochemicals with defined purity 
degrees for research and laboratory 
purposes. 

Div: Chemische Fabrik 

Industriestrasse 

Buchs 9470 

Switzerland 

Tel: 085/6 02 75 

Telex: 855282 or 855283 
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Sales/Branch/Distributor Offices: 

Australia: 

Roche Diagnostics, Div: of Roche Prod. Pty. 
Ltd., 4-10 Inman Road, Dee Why, N.S.W. 
2099 
Telex: 21806 hofro aa 


Belgium: 

Vel N.V., Geldenaaksebaan, Leuven 3030 
Tel: 016/23 48 31 
Telex: 22352 vel b 


Federal Republic of Germany: 

Fluka Feinchemikalien GmbH, 
Lilienthalstrasse 8, Neu-Ulm 7910 
Tel: 0731/74 0 88 
Telex: 712316 fluka d 


France: 

Siccap-Emmop, 32 Av. du Docteur Heckel, 
13367 Marseille Cedex 4 
Tel: 091/44 92 92 
Telex: orem 420 425 f 

Labex, 38 rue Gounod, Riedisheim 68400 
Tel: 089/44 02 73 
Telex: public: mlhs f 88 11 88 or abonne: 
990 200 23 


Israel: 

M. Jakobsohn Ltd., 3 Montefiore Street, 
P.O. Box 29096, Tel-Aviv 
Tel: 03/5 85 08 
Telex: il 341 118 bxtv jakobsohn ext 5329 


Italy: 

Schrepfer SpA, Via Arimondi 1, Milano 
20155 
Tel: 02/32 23 69 
Telex: 313 346 schrfb i 


Sweden: 

Labkemi AB, Frófástegatan 111, Vástra 
Frólunda 421 31 
Tel: 031/49 20 06 
Telex: 21419 labkemi s 


United Kingdom: 

Fluorochem Ltd., Dinting Vale Trading Est., 
Dinting Vale, Glossop, Derbys. SK13 9NU 
Tel: 04574/49 17 
Telex: 669 960 flucem g 


United States: 

Tridom Chemical Inc., 255 Oser Avenue, 
Hauppauge NY 11787 
Tel: (516) 273-0110 
Telex: 967 807 chemical haup 


Fotodyne Inc. 


Laboratory scientific instruments and 
photographic systems, including TLC, 
DNA, UV lighting systems and 
transilluminators. 

16700 W. Victor Road 

New Berlin, WI 53151 

United States 

Tel: (414) 786-9550 

TWX: 910-262-3470 


Freeman Industries Inc. 


Vitamins, amino acids, and zein coatings 
(liquids and powders). 


100 Marbledale Rd. 

P.O. Box 415 

Tuckahoe, NY 10707 

United States 

Tel: (914) 961-2100 

Telex: 131646 

Sales/Branch/Distributor Offices: 

United States: 

c/o Morse Chemical Company, 737 West 
Santa Anita, San Gabriel CA 91776 
Tel: (213) 283-1196 . 

c/o William E. Phillips Inc., 435 North 
Michigan Avenue, Chicago IL 6061 1 
Tel: (312) 644-9611 

c/o Hawkins Chemical Company, 3100 East 
Hennepin Avenue, Minneapolis MN 55413 
Tel: (612) 331-6910 


Frinton Laboratories, Inc. 


Specializes in the manufacture and 
custom synthesis of research organic 
chemicals. 


Grant Ave. 

P.O. Box 2310 
Vineland, NJ 08360 
United States 

Tel: (609) 692-6902 


e Gallard-Schlesinger Chemical 


Mfg. Corp. 
Chemical distributor. 


584 Mineola Ave. 

Carle Place, NY 11514 

United States 

Tel: (516) 333-5600 

Telex: 967792 TWX: 510-222-5059 


GBI Laboratories Ltd. 


Prepared microscope slides, biological 
specimens, 35mm color slides and 
microscopical mountants. 


Shepley Industrial Estate 
Audenshaw 

Manchester M34 5DW 
United Kingdom 

Tel: 061 336 5418 

Telex: 667108 SEAFOR G 


General Drug and Chemical 
Corp. 


Laboratory supplies, chemical specialties 
and aquarium products. Also publishes an 
international journal of aquarium science 
and technology. 

1100 Gentry 

N. Kansas City, MO 64116 

United States 

Tel: (816) 842-2590 or (800) 821-5643 


Nature 


Genetic Research 
Instrumentation Ltd. 


Supplier and manufacturer of instruments, 


biologicals and reagents for genetic 
engineering research and development. 


Lynton, Parsonage Road, Takeley . 
Bishops Stortford, Herts. CM22 6PU 
United Kingdom 

Tel: 0279-870601 

Telex: 817662 HESTAV G 


) Genetic Systems Corporation 


Producers of immunological products, 
especially monoclonal antibodies, to be 
used in research and in the diagnosis 
and, ultimately, treatment of human 
diseases. 


3005 First Avenue 
Seattle, WA 98121 
United States 

Tel: (206) 624-3400 


Genzyme Corporation 


Manufacturer of enzymes for diagnostic 
reagents. 


1 Bishop St. 

Norwalk, CT 06851 

United States 

Tel: (203) 847-3838 

Telex: 643799 

Sales/Branch/Distributor Offices: 

United Kingdom: 

Genzyme Biochemicals Ltd., Div: 
Manufacturing, Springfield Mill, Sandling 
Road, Maidstone, Kent ME14 2LE 
Tel: (0622) 673841 
Telex: 966150 WHATBIO G 


United States: 

Div: Research Div., 75 Kneeland Street, 
Boston MA Q2111 
Tel: (617) 451-1923 


Gerhardt Pharmaceuticals Ltd. 
ei Specializes in locating materials for 
research in the U.K. and overseas. 


Thornton House 

Hook Road 

Surbiton, Surrey KT6 5AR 
United Kingdom 

Tel: 01-397-9478 

Telex: 928253 GERHDT G 


Gibco Division 
Manufacturer of tissue-culture and 


microbial media, injectable 
pharmaceuticals and veterinary vaccines. 


Div: of The Dexter Corporation 
Headquarters: P.O. Box 200 
Pine & Mogul Sts. 

Chagrin Falls, OH 44022 
United States 

Tel: (216) 247-4300 

Telex: 98-0324 
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Sales/Branch/Distributor Offices: 
Canada: 
Gibco Laboratories, 2392 Industrial St., 
Burlington, Ontario L7P 1A5 
Tel: (416) 335-2255 
Telex: 06-18270 


United States: 

Gibco Laboratories, 2015 North Forbes 
Boulevard, Suite 107, Tucson AZ 85705 
Tel: (602) 882-8467 

Gibco Laboratories, 519 Aldo Avenue, 
Santa Clara CA 95050 
Tel: (408) 988-761 1 

Gibco Laboratories, 3253 Bay-To-Bay Blvd., 
Tampa FL. 33609 
Tel: (813) 837-5030 

Gibco Laboratories, Bakalar Airport, 4505 
Kelly Road, Columbus IN 47201 
Tel: (812) 376-9081 
Telex: 21-7417 

Gibco Laboratories, 421 Merrimack Street, 
Lawrence MA 01843 
Tel: (617) 685-3361 
Telex: 947-144 

Gibco Laboratories, 7216 Boone Avenue 
North, Minneapolis MN 55428 
Tel: (612) 533-2516 

Gibco Laboratories, 3175 Staley Road, 
Grand island NY 14072 
Tel: (800) 828-6686 or 828-6687; N.Y. 
State (800) 462-2555 
Telex: 91-6407 

Gibco Laboratories, 5452 Denton Drive Cut- 
off, Dallas TX 75235 
Tel: (214) 263-4135 

Gibco Laboratories, P.O. Box 4385, 2801 
Industrial Dr., Madison Wl 53711 
Tel: (608) 221-2218 or 221-2221 
Telex: 26-5487 : 


Gibco Europe Limited 


Manufacturer and distributor of products 
for tissue culture, microbiology, clinical 
chemistry and immunology. 


P.O. Box 35, 3 Washington Hoad 
Abbottsinch Industrial Estate 
Paisley, Renfrewshire PAS 4EP 
United Kingdom 

Tel: 041-887-6111 

Telex: 777968 


Sales/Branch/Distributor Offices: 


Austria: 

Schoeller Pharma GmbH, P.O. Box 103, 
Simmeringer Haupstrasse 28, A-1110 
Wein 
Tel: 74 36 41 
Telex: 136801 


Belgium: 

N.V. Gibco Europe SA. Kortrijksesteonweg 
13, 9000 Gent 
Tel: 091 228367 
Telex: 12101 


GRA 


Federal Republic of Germany: 

BCK-Biocult Chemie, Handelsgesellschaft & 
Co KG, Postfach 210265, D-7500 
Karlsruhe 
Tel: (0721) 55 70 06 
Telex: 07826526 


France: 

Flobio Sarl, 15 rue Armand-Silvestre, 92400 
Courbevoie 
Tel: 788 84 76 
Telex: 613368 


The Netherlands: 

Gibco Europe BV, P.O.B. 248, 2130 AE 
Hoofddorp, Amsterdam 
Tel: 02503-10041 
Telex: 41229 


Switzerland: 

Gibco AG, Zwingerstrasse 12, CH-4008 
Basel 
Tel: 001-354066 
Telex: 64520 


United Kingdom: 

Unit 4, Cowley Mill Trading Estate, 
Longbridge Way, Uxbridge, Middlesex 
UB8 2YG 
Tel: 0895 36355 
Telex: 934731 


Glen Creston instruments Ltd. 


Scientific and laboratory equipment 
retailers. 


16 Dalston Gardens 

Stanmore, Middlesex HA7 1DA 
United Kingdom 

Tel: 01-206-0123 

Telex: 925791 


Gordon-Keeble, Inc. 


Liquid handling instruments, plastic 
disposable labware, chromatography 
accessories, fittings, valves and columns. 


41 Madison Ave. 
New York, NY 10010 
United States 

Tel: (212) 532-6603 


W.R. Grace & Co. 


Manufacturer of specialty chemicals. 


Div: Davison Chemical Div. 
P.O. Box 2117 
10 E. Baltimore St. 
Baltimore, MD 21203 
United States 
Tel: (301) 659-9000 
Sales/Branch/Distributor Offices: 
United Statos: 
Schoof's Inc., 1635 School Street, Moraga 
CA 94556 
Tel: (800) 227-1345 or (BOO) 642-2487 
Mallinckrodt, Inc., P.O. Box M, Paris KY 
40361 
Tel: (606) 987-7000 
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Whatman, Inc., 9 Bridewell Place, Clifton NJ 
07014 
Tel: (800) 631-7290 

Applied Science Laboratory, Div: of Milton 
Roy Company, P:O. Box 440, State 
College PA 16801 
Tel: (814) 466-6202 


Griffin & George Ltd. 


Biological materials, mainly for teaching 

purposes: living, preserved and mounted 

specimens, osteology, chemicals, models, 
` prepared microscope slides, visual aids. 


Div: Gerrard Biological Centre 

Worthing Road 

East Preston 

West Sussex BN16 1AS 

United Kingdom ` 

Tel: Rustington (09062) 72071 

Telex: 87323 - FSI Brighton, Prefix Code 
"Biology" 


Grindsted Products A/S 


Emulsifiers, stabilizers, flavors, enzymes 
and vitamins Bi, Bz, Be and C. 


Div: Food Systems Div. and Syntetic Div. 
Edwin Rahrs Vej 38 
DK-8220 Brabrand 
Denmark a 
Tel: +45-6-253366 
: Telex: 64177 gvdan dk 
Sales/Branch/Distributor Offices: 
Brazil: 
Grindsted Do Brasii, Div: Food Systems 
- Div., Rua Funchal 305, Cx. Postal 20.999, 
BR-01000 Sao Paulo - SP 
Tél: 210-6704 
Telex: 1124964 kbas br 


Federal Republic of Germany: 

Grindstedvaerket GmbH, Div: Food Systems 
Div., Kellerbleek 3, Postfach 540947, D- 
2000 Hamburg 54 
Tel: (040) 58 40 52 
Telex: 214899 vind d 


France: 

Grindsted France SARL, Div: Food Systems 
Div., 30 avenue Admiral Lemonnier, F-78 
160 Marly Le Roi 
Tel: 958.08.08 ` 
Telex: 696064 f grindt 


United Kingdom: 

Grindsted Products Limited, Div: Food 
Systems Div., Northern Way, Bury St. 
Edmunds, Suffolk 1P32 6NP 
Tel: (0284) 2101 
Telex: 81203 gplbseg 


United States: 

Grindsted Products, Inc., Div: Food Systems 
Div., P.O. Box 26, Industrial Airport KS 
66031 
Tel: (913) 764-8100 
Telex: 437295 grindsinc olat 
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Grindsted Reisman Inc., Div: Syntetic Div., 
377 Crane Street, Orange NJ 07051 
Tel: (201) 677-9200 
Telex: 138-323  : 


Gulf Specimen Co., Inc. 


Provides live marine fish and 
invertebrates for research and education 
as well as some frozen and preserved 
material. 


P.O. Box 237 
Panacea, FL 32346 
United States ` 
Tel: (904) 984-5297 


Gull Laboratories, Inc. 


Immuno-fluorescent diagnostic kits for 
cytomegalovirus, Epstein-Barr virus, 
herpes simplex virus, infectious 
mononucleosis virus and Toxoplasma 
gondii. 


890 East 5400 South 
Salt Lake City, UT 84107 
United States 
Tel: (801) 263-3524 
Sales/Branch/Distributor Offices: 
Belgium: 
Bio Lab S.A., 19 rue de la Station, 1350 
Limal 
Tel: 32-10/41.98.00 
Telex: BIO LAB 59209 


Federal Republic of Germany: 

Bio Sigma GmbH, Vonder Pfordten St. 27, 
8000 Munich 21 
Tel: 89-561 414/15 
Telex: 524-724 MUNICH 


Hamilton Company 
Precision fluid dispensing devices. 


4970 Energy Way 

Reno, NV 89502 

United States 

Tel: (702) 786-7077 

Telex: 354-467 

Sales/Branch/Distributor Offices: 

United States: 

Div: Western Regional Office, 2811 Dell 
Ave., Marina Del Rey CA 90291 
Tel: (213) 821-2232 

Div: Eastern Regional office, 1113 Goodman 
St., Pittsburgh PA 15218 
Tel: (412) 731-5344 


W. A. Hammond Drierite 
Company 


` Desiccant Drierite (anhydrous calcium 
sulfate). 


138 Dayton Avenue 
P.O. Box 460 
Xenia, OH 45385 
United States ` 
Tel: (513) 376-2927 


€ Hana Biologics, Inc. 


Specialized cell-culture media, 
oligonucleotide products, monoclónal 
antibodies, bacterial-culture media and 
medical-diagnostic systems. 

Div: Hana Media, Inc. 

626 Bancroft Way 

Berkeley, CA 94710 

United States 

Tel: (415) 549-1066 


Helena Laboratories 


Supplies for electrophoresis, 
densitometers, spectrophotometers, 
chemical analysis and blood testing. 

1530 Lindbergh Drive 

P.O. Box 752 ` 

Beaumont, TX 77704 

United States 

Tel: (713) 842-3714 


Henley & Co., Inc. 


Markets fine chemicals in U.S. and 
Canada. 


750 3rd Ave. 

New York, NY 10017 

United States. ` 

Tel: (212) 986-5544 

Telex: R.C.À. 232210 TWX: 710-581-6572 

Sales/Branch/ Distributor Offices: 

United States: 

Div: West Coast Sales Office, 230 28 St., 
Hermosa Beach CA 90254 
Tel: (213) 376-5110 

Div: Midwest Office, 11 North Skokie 
Highway, Lake Bluff IL 60044 
Tel: (312) 295-1020 

Div: Southwest Sales Office, 14614 Falling 
Creek, Suite 124, Houston TX 77068 
Tel: (713) 893-3300 


Hoechst-Behring 
Manufacturer of fine chemicals, 
radioimmunoassay kits and reagents, and 
supplies for clinical chemistry. 

Div: Vertrieb Diagnostica 

Postfach 800320 

D-6230 Frankfurt 80 

Federal Republic of Germany 

Tel: 0611-305-2729 

Telex: 4189230 hoea d 

Sales/Branch/Distributor Offices: 

Australia: 

Calbiochem-Behring Australia Pty. Ltd., P.O. 
Box 37, 316-318 Pennant Hills Road, 
Carlingford, NSW 2118 


Belgium: 
Hoechst Belgium e A., Chaussée de 
Charleroi 111-113, B- 1060 Brussels 


Brazil: 

Sector Reagentes Behring, Casa Fachada 
Ltda., Rua Julio Verne no. 55, 04725 
Santo Amaro, Sao Paulo/S.P. 
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France: 
S.A.P.B.-Hoechst Behring, 10 rue Clement 
Marot, F-75008 Paris 


Italy: 

Instituto Behring S.p.A., Casella postale 142 
L'Aquila, S.S. 17-Km 22, l-67019. Scoppito 
(L'Aquila) 


Japan: 

Hoechst Japan Ltd., C.P.O. Box 1256, New 
Hoechst Building, 10-16 8-chome, 
Akasaka, Minato-ku, Tokyo 107 


South Africa: 

Hoechst Pharmaceuticals (Pty.) Ltd., 3 
Caxton Street Industria, P.O. Box 8692, 
Johannesburg 


Spain: 
Instituto Behring S.A., Travesera de Gracia 
47-49, E-Barcelona 21 


United Kingdom: 

Hoechst U.K. Ltd., Div: Pharmaceutical Div., 
Hoechst House, Salisbury Road, P.O. Box 
18, Hounslow, Middlesex TW4 6JH 
Tel: 01-570 7712 
Telex: 23284 


United States: 

Calbiochem-Behring Corp., P.O. Box 12087, 
San Diego CA 92112 
Tel: (714) 453-7331 or (800) 854-2171 
Telex: 697934 


Hoechst U.K. Ltd. 


Offers chemicals, pharmaceuticals and 
diagnostic products. 


Div: Pharmaceutical Div., Behring 
Diagnostics 

Salisbury Road 

Hounslow, Middlesex TW4 6JH 

United Kingdom 

Tel: 01-570 7712 

Telex: 23284 


Houseman (Burnham) Limited 
Water-treatment specialist. 


The Priory, Burnham ; 

Slough, Bucks SL1 7LS | 

United Kingdom 

Tel: Burnham (062 86) 4488 

Telex: 848252 

Sales/Branch/Distributor Offices: 

United Kingdom: 

Div: UK Industrial Div., Campbell House, 
294 High Street, Aldershot, Hants GU12 
4LT 
Tel: (0252) 311661/2 ; 

Div: UK Industrial Div., 60B Bromham Road, 
Bedford MK40 2QG 
Tel: (0234) 41474 

Div: UK Industrial Div., 17 Moor Street, 
Chepstow, Gwent NP6 5DB ' 

Tel: (02912) 6921/2 

Div: UK Industrial Div., Wheatley Hall Road, 
Doncaster, South Yorks DN2 4PE 
Tel: (0302) 4461/2 and 49983 
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Div: UK Industrial Div., 48 Arrotshole Road, 
College Milton, East Kilbride, Glasgow 
G74 5DN 
Tel: (035 52) 35021/2 

Div: UK Industria! Div., Dock Road, 
Birkenhead, Merseyside L41 1HU 
Tel: (051 653) 8044 

Div: UK Industrial Div., 12 Bartleet Road, 
Washford Industrial Estate, Redditch, 
Worcestershire B98 OU 
Tel: (0527) 25338 

Div: UK Industrial Div., 797 London Road, 
Thornton Heath, Surrey 
Tel: 01-684-0378 

Div: UK Industrial Div., 15A Front Street, 
Hetton-le-Hole, Hetton-le-Spring, Tyne 
and Wear DH5 9PF 
Tel: (0783) 266140 


Hughes & Hughes Ltd. 


Laboratory reagents and plasticware. 


Elms Industrial Estate 
Church Road, Harold Wood 
Romford, Essex RM3 OHR 
United Kingdom 

Tel: (04023) 49017 


HUMAN Institute for 
Serobacteriological Research 
and Production 


Produces bacterial vaccines, blood 
products, blood banking reagents, 
immunological diagnostics, culture media 
and infusion fluids. 


Szállás-u.5 

Budapest H-1107 

Hungary 

Tel: (1) 575-311 

Telex: 224425 

Sales/Branch/Distributor Offices: 

Hungary: 

Medimpex Pharmaceutical Foreign Trade 
Co., P.O. Box 126, Budapest H-1808 
Tel: (1) 183-955 
Telex: 225477 


@ Hybritech Incorporated 


Supplies monoclonal antibodies to 
antigens of significant biomedical research 
interest, plus auxiliary reagents. 


2945 Science Park Road 

La Jolla, CA 92037 

United States 

Tel: (714) 455-6700 

Sales/Branch/Distributor Offices: 

United States: 

Boehringer Mannheim Biochemicals, 7941 
Castleway Drive, P.O. Box 50816, 
Indianapolis IN 46250 
Tel: (800) 428-5433 


[BF 


e Réactifs IBF 


Separation media for chromatography 
and electrophoresis and products for 
cellular biology and biochemistry. 


35 Avenue Jean-Jaurés 
Villeneuve la Garenne 92390 
France 

Tet: 798 17 17 

Telex: 610 719 


Sales/Branch/Distributor Offices: 


Austria: 

LKB Instrument Ges.mbH, P.O. Box 32, 
Vienna 1165 
Tel: (222) 46 14 81 or 46 14 82 
Telex: 75 365 


Belgium: 

LKB Instrument N.V. SA, Europalaan 23, 
Gent 9820 
Tel: (091) 22 60 65 or 22 60 66 
Telex: 11 576 


Denmark: 

LKB Instrument ApS, Ronnegade 1, 
Copenhagen 2100 
Tel: (001) 29 50 44 
Telex: 15 423 


Federal Republic of Germany: 

LKB Instrument GmbH, Lochhamer Schlag 
5, Postfach 1369, Grafelfing 8032 
Tel: (089) 85 50 51 
Telex: 52 98 52 


Finland: 

Wallac OY, Váháàheikilàntie 37, Box 10, 
Turku 201 10 
Tel: (021) 366 444 
Telex: 62 169 


Italy: 

LKB Strumenti S.p.A., Via Morgagni 30/9, 
Home 00161 
Tel: (006) 86 83 93 or 85 55 48 
Telex: 68 114 


The Netherlands: 

LKB Produkten B.V., Wiltonstraat 11-13, 
Postbus 216, Zoetermeer 
Tel: (079) 31 92 01 
Telex: 31 404 


Sweden: 

LKB Produkter AB, Box 305, Bromma 161 
26 
Tel: (08) 98 00 40 
Telex: 10 492 


United Kingdom: 

LKB Instruments Ltd., 232 Addington Road, 
South Croydon, Surrey CR2 8YD 
Tel: (01) 657 88 22 
Telex: 26 44 14 


United States: 

LKB Instrument Inc., 12221 Parklawn Drive, 
Rockville MD 20852 
Tet: (301) 881-2510 
Telex: 64 634 
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ICL 


ICL Scientific 


Clinical immunology, antisera, serological 
slide test, urinalysis controls and 
therapeutic drug controls. 


18249 Euclid St. 

Fountain Valley, CA 92708 
United States 

Tel: (714) 546-9581 

Telex: 65-5350 (ICL FNVY) 


ICN Nutritional Biochemicals 


Biochemicals for research and 
manufacturing, prepared research animal 
diets and adsorbents for chromatography. 


26201 Miles Road 

Cleveland, OH 44128 

United States 

Tal: (216) 831-3000 or (800) 321-6842 
Telex: 985464 


Iffa Merieux 


Veterinary vaccines, sera, antigens and 
chemotherapeutics. 


Div: Veterinary Department Institut Merieux 

17 Rue Bourgelat 

69223 Lyon Cedex 

France 

Tel: 838 06 10 

Telex: 310627 IM LYON F 

Sales/Branch/Distributor Offices: 

Argentina: 

Estrella/Merieux S.A., Avenida da Los 
Constituyentes 2995, Buenos Aires 1427 
Tel: 52 22 81 
Telex: 17754 gesa 


Belgium: 

Institut Merieux Benelux, 56 rue A. de 
Boeck, Bruxelles 1140 
Tel: 242 48 84 
Telex: IMEBE 6300S 


Brazil: 

Instituto Veterinario Rhodia Mérieux, Centro 
Empresarial de Sao Paulo, Avenida Maria 
Coelho Aguiar, 215 Bloco B-5 ème 
andard, CEP 05805 Sao Paulo 
Tel: 545 39 36 


Chile: 

Rhodia Mérieux Chile, Avenida Ramon 
Subercaseaux 152B, Casilla 3456, 
Santiago 
Tel: 53 660 
Telex: 94260 Rhodia Merieux 


Colombia: 

Specia Colombia, Avenida de las Americas 
53 A 19, Apartado aero 6161, Bogota 
Tel: (57) 2 6117 00 
Telex: 44533 RP Colombie 


Federal Republic of Germany: 

Ifa Merieux GmbH, Conrad Adenauer 
Strasse 23, Postfach 340, Laupheim 7958 
Tel: 92 2027 
Telex: 719418 IFFA D 
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Singapore: 

May & Baker Ltd., Singapore Branch P.O.B. 
21, Jurong Town Post Office, Singapore 
9161 
Tel: (65) 2 65 62 44 
Telex: Bismuth HS 22087 


South Africa: 

Maybaker (SA) (Pty.) Ltd., P.O. Box 1130, 
Port Elizabeth 6000 
Tel: 27 41 4-5481 
Telex: 74 7170 


Uruguay: 

Interifa S.A., José L. Terra 3427, 
Montevideo 
Tel: 29 70 91 
Telex: (Cable) INTERIFASA 
MONTEVIDEO 


Immuchem Corp. 


In vitro diagnostics and RIA-coated tube 
assays. 


20770 Leapwood Ave. 
Carson, CA 90746 
United States 

Tel: (213) 537-2141 
TWX: 910-346-7727 


immunex 
Manufacturer and distributor of RIA kits. 


11696 Sorrento Valley Road 
San Diego, CA 92121 

United States 

Tel: (714) 453-4680, 453-2307 


immuno Limited 


Human blood products: albumin and 
coagulation concentrates. Diagnostic kits 
and reagents for hematology, coagulation, 
blood transfusion and clinical chemistry. 
Equipment for elactraphoresis. 


Arctic House, Rye Lane 
Dunton Green 
Nr. Sevenoaks, Kent TN14 5HB 
United Kingdom 
Tol: 0732 58101 and 50342 
Telex: 95413 
Sales/Branch/Distributor Offices: 
Austria: 
Immuno AG, Industriestrasse 72, A-1220 
Wien 
Tel: 0222 23000 
Telex: 134865 


Belgium: 

N.V. Immuno SA, Rue de Mérodestraat 198, 
B-1060 Bruxelles 
Tel: 02 7374060 
Telex: 62 453 


Denmark: 

Immuno Denmark ApS, Lundtoftevej 5, DK- 
2800 Lyngby 
Tel: 02 885422 


Federal Republic of Germany: 

Immuno Diagnostika GmbH, Franz-Marc- 
Strasse 19, Postfach 10 30 68, D-6900 
Heidelberg 1 
Tel: 06221 37726 
Telex: 461477 


France: 

Immuno France S.A.R.L., Z.I. Senia 544, 8 
Rue des 15 Arpents - Orly, F-94577 
Rungis-Cedex 
Tel: 01 687 3132 
Telex: 200636 


Italy: 
Immuno S.p.A., Via A. Vespucci 119, 


Castella postale 321, |-56100 Pisa 
Tel: 050 502001 
Telex: 500258 


Spain: 


Instituto de Hemoderivados Immuno SA, 
Avenida San Sabastian s/n, Sant Just 
Desvern, E-Barcelona 
Tel: 93 3719109 
Telex: 57560 


Switzerland: 

Immuno AG, Postfach 648, CH-8022 Zurich 
Tek 01 2112653 
Telex: 813707 


Immuno Nuclear Corp. 


Radioimmunoassay (RIA) kits and 
components for endocrinology and 
neurobiology; antisera and histochemical 
antibodies. 


P.O. Box 285 


Stillwater, MN 55082 


United States 


Tel: (BOO) 328-1482 
Sales/Branch/Distributor Offices: 
Australia: 


Mallinckrodt-Australia Pty., Ltd., 28 Bricker 
Street, P.O. Box 243, Cheltenham, 
Victoria l 
Tel: 61-3-553-1933 
Telex: 790 33963 


Canada: 


Mattinckrodt-Canada, Ltd., 600 Delmar 
Avenue, Point Claire, Quebec H9R 4A8 
Tel: (514) 695-1220 
Telex: 05821610 


Federal Republic of Germany: 

Hermann Biermann, Importe, Lindenstr. 16, 
D-6350 Bad Nauheim 
Tel: 06032/31951 
Telex: 841 4184170 


Italy: 

Medical Systems, UFF Vendite, Via S. 
Lagustena 166/1, 16131 Genova 
Tel: 010/394 722 
Telex: 83142191 


The Netherlands: 


Laboratorium Service Benelux, Div: 
Diagnostic Div., Van Golstein 26, 7339 GT 
Apeldoorn 
Tel: 31-55-413355 
Telex: 844 36419 
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South Africa: 

Chemlab (Pty.) Ltd., Box 69606 (EDMS) 
BPK, Bryanston 2021 
Tel: 27 11 706 6210 
Telex: 960 422228 

Spain: 

Mallinckrodt Iberica SA, Julian Camari 35, 
Madrid-17 
Tel: 34-204 4297 
Telex: 83142191 


Switzerland: 

Buehlmann Laboratories, 
Aktiengesellschaft/Societe Anonyme, CH- 
4000 Basel 24 
Tel: 061-352424 
Telex: 84563214 


United Kingdom: 

RIA (UK), 3 Manor Place, Atheneaum 
Street, Sunderland SR1 1QX 
Tel: 0783-51307 
Telex: 851 53440 


n.v. Immuno s.a. 
Hematology and immunology products. 


Div: Diagnostica-Pharmaceutica 
Rue de Mérodestraat, 198 
Brussels/Brabant 1060 
Belgium 

Tel: (02) 537.40.60 

Telex: 62453 


Imuco, S.A. 


Antibodies and radioimmunoassay kits for 
gonadotrophins. 

14, rue des Crupes 

Mont-Saint-Aubert B-7542 

Belgium 

Tel: 69 226698 

Sales/Branch/Distributor Offices: 

Belgium: i 

rue des Tulipes 28, Rhode-Saint-Genese B- 
1640 


Inceli Corp. 


Research, manufacture, and marketing of 
genetic copy products: pure microbial cell 
cultures, dry and pressed; DNA 
preservation and storage systems. 

P.O. Box 11596 

Shorewood, WI 53211 

United States l 

Tel: (414) 332-3809 


Indiana Biolab 


Microbiologically pure cultures, media and 
antisera. ' 


Palmyra, IN 47164 
United States 
Tel: (812) 364-6739 


Inland Alkaloid Co. 


Alkaloids and botanicals. 
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Div: of L.P.C. 

4200 Laclede Ave. 

P.O. Box 8080 

St. Louis, MO 63156 

United States 

Tel: (314) 533-9600 

TWX: 910-761-0433 LUYTIESDRA 


Inolex Biomedical Operations 


Dehydrated culture media, culture swabs, 
culture collection and transport systems 
and diagnostic test kits. 


Div: of American Can Company 
3 Science Road 

Glenwood, IL 60425 

United States 

Tel: (3812) 755-2933 

Telex: 25-4668 


Institute for Biomedical 
Research 


Toxicity testing of chemicals and 
education kits for life sciences. 


Naniwa Building, 4-12 Banzai-cho 
Kita-ku 

Osaka 530 

Japan 

Tel: (0722) 98-7783 


@ Interferon Sciences, Inc. 


Specializes in the manufacture and 
purification of interferons alpha and 
gamma and the production of 
conventional and monoclonal antibodies. 


783 Jersey Avenue 

New Brunswick, NJ 08901 
United States 

Tel: (201) 249-3250 


Inter-Medico 


Immunology, virology, serology and 
electrophoresis. 


150 Consumers Rd., Suite 306 
Willowdale, Ontario M2J 1P8 
Canada 

Tel: (416) 491-8926 


International Genetics 
Corporation 


Mammalian interferons and anti-interferon 
sera, cell-culture technology, and 
diagnostics and vaccine technology. 


Div: Lee BioMolecular Research 
Laboratories, Inc. 

11211 Sorrento Valley Road 

Suite M 

San Diego, CA 92121 

United States 

Tel: (714) 452-7700 

Telex: 220956 


JON 


International Laboratory 
Services Ltd. 


Reagents and analysis, clinica! 
diagnostics, antisera, antigens, standards, 
separation media and radioactive labels. 


14/15 Newberry St. 
London EC1 

United Kingdom 

Tel: 01-606-8637 
Telex: 8952270 ILS G 


Irvine Scientific 


Serum, tissue-culture products, blood 
products and plasticware. 


2511 Daimler Street 
Santa Ana, CA 92705 
United States 

Tel: (714) 957-8900 


Isolab, Inc. 


Electrophoresis, disposable 
chromatography and radioassay products. 


Drawer 4350 

Akron, OH 44321 

United States 

Tel: (216) 825-4528 or (800) 321-9632 
Telex: 98-6475 


Jahres Fabrikker A/S 


Edible oils and fats, fatty acids and fatty 
acid esters. 


P.O. Box 235 
3201 -Sandefjord 
Norway 

Tel: 034 68400 
Telex: 21469 


Jones Chromatography Inc. 


Chromatographic supplies and 
accessories. 


P.O. Box 14425 

Columbus, OH 43214 

United States 

Tel: (614) 459-4263 

Sales/Branch/Distributor Offices: 

United Kingdom: 

Jones Chromatography Ltd., Colliery Rd. 
(Llanbradach), Mid Glamorgan, Wales 
CF8 4QQ 
Tel: 0222-861 661 


United States: 

SCT Sales Inc., P.O. Box 21498, Denver 
CO 80221 
Tel: (303) 761-2934 

American Lab. Supply Co. Inc., P.O. Box M, 
Babson Park MA 02157 
Tel: (617) 235-2373 
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KAB 


AB Kabi Diagnostica 


Research, development and production of 
chromogenic peptide substrates for the 
measurement of proteolytic enzymes and 
other diagnostic products based on 
specialized research in enzymology, 
immunology and nuclear medicine. 


Div: Head Office 

(Mail) S-11287 Stockholm 

(Office) Lindhagensgaten 133 

Stockholm 

Sweden 

Tel: 08/54 09 60 

Telex: 17065 KABI 

Sales/Branch/Distributor Offices: 

United Kingdom: 

Kabivitrum Ltd., Div: Diagnostics Div., Bilton 
House, Uxbridge Road, Ealing, London 
W5 2TH 
Tel: 01 567 4717 
Telex: 935 103 


Kallestad Laboratories, Inc. 


Manufacturers of a variety of IEP, RID, 
RIA, IFA, enzyme immunoassays and 
cellular immunology products for both 
research and clinical applications. 


2000 Austin National Bank Tower 
Austin, TX 78701 

United States E 
Tel: (512) 477-1111 or (800) 531-5111 
Telex: 767-112 


KC Biological, Inc. 
Manufacturer of products for cell culture. 


P.O. Box 14848 
Lenexa, KS 66215 
United States 
Tel: (913) 888-5020 or (800) 255-6032 
Telex: 437055/kcbio lenx 
Sales/Branch/Distributor Offices: 
Belgium: 
Pasture & Cie, 154-156 Avenue Rogier, 
1030 Brussels 
Telex: 22912 Pasture B 


Federal Republic of Germany: 

Renner GmbH, Postfach 83, Limburger 
Strasse 2a, 6704 Mutterstadt 
Tel: (06234) 2884 
Telex: 464909 panex d 


Finland: 

Nordiclab OY, Neitsypulka 8L, 00140 
Helsinki 
Telex: 32307 nlab sf 


France: 

Cliniscience S.A.R.L., Chemin de la 
Chalerie, 61500 Sees 
Tel: (33) 27-84-95 
Telex: 171310 seppim f 

Italy: 

Bioanalytica SRL, Via M. D'Azeglio 9, 20089 
Rozzano, Milan 
Telex: 316633 Tradur "Code 99" 
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Luxembourg: 

European Business Associates, S.a.r.l., 
Place Winston Churchill 3-5, 1340 
Luxembourg 
Tel: (352) 475651/2 
Telex: 1753 eba lu 


Switzerland: 

Inotech AG, Litzibuechstrasse, CH-5610 
Wohlen 
Tel: (007) 64450 
Telex: 52958 itag ch 


Kent Laboratories Inc. 


Producer of antisera to human proteins, 
radial immunodiffusion plates and 
conjugated antisera. 


23404 N.E. 8th Street 

Redmond, WA 98052 

United States 

Tel: (206) 885-9005 

Sales/Branch/Distributor Offices: 

Federal Republic of Germany: 

Flow Laboratories GmbH, 
Muhlgrabenstrasse 10, 5309 Meckenheim 
bei Bonn 
Tel: (02225) 6093 
Telex: 886-9334 


Japan: 

Kokusai Kinzoku Yakuhin Co., Ltd., 
Tsukasabldg. No. 3-10, 1 Chome, Shibuya 
P.O. Box 147, Shibuya-Ku, Tokyo 150-91 

Shibayama Scientific Co., Ltd., 3 Chome 11- 
8, Minami-Otsuka, Toshima-Ku, Tokyo 
170 


The Netherlands: 
Nutacon B.V., P.O. Box 7771, 1117 ZM 
Schiphol-oost 


New Zealand: 

General Diagnostics (New Zealand) Ltd., 
P.O. Box 7170, Wellington South 

Philippines: 

Medical Test Systems, Inc., P.O. Box EA- 
46, Suite 908 L&S Bldg., 1515 Roxas 
Blvd., Manila 


South Africa: 
Omnilabor (Pty.) Ltd., P.O. Box/Posbus 
565, Roodepoort 1725 


Spain: 
Hucoa Erloss, Paseo De La Castellana 241, 
Madrid 16 


Taiwan: 

Shye Yuh Chemicals Co., Ltd., No. 100-1 
Sec. 1, Pa Te Road, P.O. Box 84-216, 
Taipei 

United Kingdom: 

Flow Laboratories Ltd., P.O. Box 17, 
Second Avenue Industrial Estate, Irvine 
KA12 8NB 
Tel: 0294-72121 
Telex: 72231 


King's Laboratory, Inc. 


Manufacturer of specialty chemicals and 
research intermediates. 


P.O. Box 120 
Blythewood, SC 29016 
United States 

Tel: (803) 754-5152 


Kirkman Laboratories, Inc. 


Medical supplies. 


934 N.E. 25th Ave. 

P.O. Box 3929 (zip code: 97208) 
Portland, OR 97232 

United States 

Tel: (503) 233-4441 

Telex: 364412 intr ID 132 


Koch-Light Laboratories Ltd. 


Laboratory chemical manufacturers and 
suppliers. 


6 Willow Road 
Colnbrook, Berkshire SL3 0BZ 
United Kingdom 
Tel: Colnbrook 2262 
Telex: 848103 
Sales/Branch/Distributor Offices: 
Belgium: 
Interlabo S.A., 27 Avenue Plains des 
Sportes, 1970 Wezembeck 
Telex: 23941 


Federal Republic of Germany: 

Werner Zinsser, Raimundstrasse 5-7, 6000 
Frankfurt 50 
Telex: 414265 


Finland: 

Havulinna OY, P.O. Box 68, SF 00811 
Helsinki 81 
Telex: 124426 


France: 

Sochibo S.A., 3 Rue Carnot, 92100 
Boulogne sur Seine 
Telex: 270146 


Italy: 

Omnia Res S.r.l., Via Cicognara 3, 20129 
Milan 
Tel: 730334/5 
Telex: 313896 


The Netherlands: 

Amstelstad, P.O. Box 9100, Amsterdam 
West 18 
Telex: 12028 


Norway: 

O. N. Heidenreich, Schweigaards Gate 32, 
Oslo 1 
Telex: 19935 

Spain: 

Hispanoland S.A., Av. Generalisimo 389 2°, 
(Junto a Paseo de Gracia), Barcelona 8 
Telex: 52668 


United Kingdom: 

A. & J. Beveridge Ltd., 5 Bonnington Road 
Lane, Edinburgh 
Tel: 031-554-8121 
Telex: 72224 
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United States: _ 

Research Products International Corp., 410 
North Business Center Drive, Mount 
Prospect IL 60056 
Tel: (312) 766-7330 
Telex: 28-2595 


Koei Chemical Co., Ltd. 


Manufacturer of chemicals: formaldehyde, 


pentaerythritol, pyridine and pyridine 
derivatives and amines. 
2-40 Dosho-Machi Higashi-ku 
Osaka 541 
Japan 
Tel: 06-202-8491 
Telex: 5227415 
Sales/Branch/ Distributor Offices: 
Japan: 
Div: Tokyo Branch, 2-2-1 Yaesu Chuo-ku, 
Tokyo 
Tel: 03-273-5946 
Telex: 2222894 


Kohjin Co., Ltd. 

Specialty paper, packaging film, pulp and 
fiber. 

Div: Fine Chemicals 

1-1, Simbashi 1-chome 

Minato-ku 

Tokyo 105 

Japan 

Tel: 03-504-31 11 

Telex: J28317 KOHJIN 

Sales/Branch/Distributor Offices: 

Japan: 

Div: Fine Chemicals, Osaka Bldg. 6-32, 
Nakanoshima 3- chome, Kita-ku, Osaka 
530 
Tel: 06-441-7131 


Kontes 
Manufacturer of scientific glassware and 
instruments. 


Spruce St. 

P.O. Box 729 . 

Vineland, NJ 08360 

United States 

Tel: (609) 692-8500 

TWX: 510-687-8967 

Sales/Branch/Distributor Offices: 

United States: 

Kontes of California, 3045 Teagarden 
Street, San Leandro CA 94577 
Tet: (415) 357- -9513 
TWX: 910-366-7060 

Kontes of Illinois, 1916 Greenleaf Street, 
P.O. Box 30, Evanston IL 60204 
Tel: (312) 475-0707 
TWX: 910-231-0045 
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KOR, Incorporated 


Manufactures and markets NMR solvents, 
deuterated compounds. and stable isotope 
mass spectral standards. Other products 
include a collection of !3C and 15N 
labeled biochemicals, L-amino acids, 
lipids, steroids and drugs for advanced 
biochemical research with non-radioactivo 
tracers. 


56 Rogers Street — ` 
Cambridge, MA 02142 
United States ` — 
Tel: (617) 661-8220 
TWX: 710-320-6937 


Kratos Inc. 
Liquid chromatography. | 


Div: Schoeffél Instrument Div. 
24 Booker St. 

Westwood, NJ 07675 

United States 

Tel: (201) 664-7263 

Telex: 134 356 


Sales/Branch/Distributor Offices: 


Federal Republic of Germany: 

Kratós GmbH, Bergbahnstrasse 9, P.O. Box 
410580, D-7500 Karlsruhe 41 
Tel: 721 4040 91 
Telex: 841 782 5928 


United Kingdom: 

Kratos Ltd., Barton Dock Road, Urmston, 
Manchester M31 2LD 
Tel: 061 865 4466 
Telex: 851 668482 


Ladd Research Industries, Inc. 


Manufactures and resells equipment and 
accessories for electron and light 
microscopy. 

P.O. Box 1005 

Burlington, VT 05402 

United States 

Tel: (802) 658-4961 or (800) 451-3406 

Telex: 954644 (BURLINGTON/COLH) 


LaPine Scientific Co. 
Laboratory supplies and chemicals. 


6001 S. Knox Ave. 
Chicago, IL 60629 
United States ; 
Tel: (312) 735-4700 


L.C. Company, Inc. 
Chromatography accessories. 

619 Estes Avenue 

Schaumburg, IL 60193 


United States 
Tel: (312) 529- 1880 


LIT 


LIP. (Equipment and Services) 
Lid. 


Manufacturer and supplier of laboratory 
disposables. 


111 Dockfleld Road 
Shipley, West Yorkshire 
United Kingdom : 

Tel: (0274) 593411 
Telex: 51451 ` 


€ List Biological Laboratories, inc. 


Bacterial toxins including highly purified 
lipopolysaccharides (endotoxins) from a 
variety of gram-negative organisms; 
exotoxins such as cholera toxin and its 
subunits; lipid A and hapten-conjugated 
lipopolysaccharides. 


501-B Vandell Way 
Campbell, CA 95008 
United States 

Tel: (408) 866-6363 


Litton Bionetics 
Manufacturer of immunological research 
reagents and diagnostic test kits. 


Div: Bionetics Laboratory Products 

5516 Nicholson Lane 

Kensirigton, MD 20795 

United States "` 

Tel: (301) 881-5600 

Telex: LBI 89-8369 

Sales/Branch/Distributor Offices: 

Australia: 

Flow Laboratories Australasia Pty. Ltd., 140 
Wicks Road, P.O. Box 132, North Ryde, 
N.S.W. 2113 
Tel: 887-3211 
Telex: FLOW AA 25323 


Belgium: 

Biolab, 19 rue de la Station, 1350 Limal 
Tel: 010/419800 
Telex: Biolab 59209 


Canada: 

Intermedico, 150 Consumers Road, Suite 
306, Willowdale, Ontario M2J 1P9 
Tel: (416) 491-8926 


Federal Republic of Germany: 

Fresenius Chem Pharm Industrie KG, 
Borkenberg 14, Postfach 1809, 6370 
Oberusel/Ts. 1 
Tel: (06171) 60-1 
Telex: 410 805 Freka d 

France: 

Flobio, 15 rue Araman-Silvestre, 92400 
Courbevoie, Paris 
Tel: 02907-3451 
Telex: 613368F 


Israel: : i 
Zotal, Ltd., P.O.B. 21042, Tel Aviv 
Tel: (03) 797760, Ext. 5342 
Telex: 341118 Coin, IL 
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LKB 


Italy: 

Labtek, S.r.l., Viale Italia 12, I-20094 
Corsico, Milan 
Tel: (02) 4404625 
Telex: 333465 Traduci or 316633 Traduci 


South Africa: 

|.E.P.S.A. (Pty.) Ltd., Box 30381, Sunnyside 
0132 
Telex: 3-0933 SA 

Spain: 

Pronadisa, Pedro de Valdivia 36, Madrid 6 
Telex: 22659 COBAO-E 


United Kingdom: 

Uniscience, Ltd., 8 Jesus Lane, Cambridge 
CB5 8BA 
Tel: (0223) 64623 
Telex: 817698 


LKB Biochrom Ltd. 


Scientific instrument manufacturer. 


Science Park 

Milton Road 

Cambridge CB4 4BH 

United Kingdom si 
Tel: 223 69722 e 
Telex: 817210 A 


Sales/Branch/Distributor Offices: 


Austria: 

LKB Instrument GmbH, Div: Comecon and 
Austria, P.O. Box 32, A-1165 Vienna 
Tel: 46 14 81/82 
Telex: 76 365 


Belgium:  . 

LKB Instrument NV SA, Europalaan 23, B- 
9820 Gent l 
Tel: 22 60 65/66 
Telex: 11 576 


Federal Republic of Germany: 

LKB Instrument GmbH, Postfach 1369, D- 
8032 Grafelfing 
Tel: 85 50 51 
Telex: 52 98 52 


France: 

LKB Instruments SA, Boite Postale 29, F- 
91404 Orsay Cedex 
Tel: 92 86 507 
Telex: 600 915 


Italy: 

"LKB Strumenti SpA, Via Morgagni 3OE, l- 
00161 Rome 

Tel: 86 83 93 or 85 55 48 

Telex: 68 114 


The Netherlands: 

LKB Produkten BV, Postbus 216, NL-2700 
Zoetermeer 
Tel: 31 92 01 
Telex: 31 404 

Sweden: 

LKB - Pribori AB, Box 305, S-161 26 
Bromma 
Tel: 08 98 00 40 
Telex: 17848 
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LKB Sverige AB, Box 308, S-161 26 
Bromma 
Tel: 08/98 83 50 
Telex: 10492 


United Kingdom: 

LKB Instruments Ltd., 232 Addington Rd., 
Selsdon, South Croydon, Surrey CR2 
8YD 
Tel: 657 88 22 
Telex: 26 4414 


United States: 

LKB Instruments, Inc., 12221 Parklawn 
Drive, Rockville MD 20852 
Tel: (301) 881-2510 
Telex: 89-682 


e LKB Instruments, Inc. 


Specializes in products for biomedical 
research, prirnarily in the separation 
sciences, nuclear equipment and 
ultramicrotomy equipment. 


12221 Parklawn Drive 

Rockville, MD 20852 

United States 

Tel: (301) 881-2510 

Telex: 89-682 

Sales/Branch/Distributor Offices: 

United States: 

3337 Vincent Road, Pleasant Hill CA 94523 
Tel: (415) 938-9494 

3700 Chapel Hill Blvd., Durham NC 27707 
Tel: (919) 493-3461 

260 N. Broadway, Hicksville NY 11801 
Tel: (516) 433-0115 


@ LKB-Produkter AB 


Develops, manufactures and markets 
instruments and chemicals for use in 
liquid chromatography, electrophoresis, 
electrofocusing, isotachophoresis, 
microtomy, fermentation and calorimetry. 

Box 305 

S-161 26 Bromma 

Sweden ` 

Tel: 08-980040 


Loba-Chemie 


pH indicators, substrates, tetrazolium 
salts, organic reagents and amino acid 
derivatives. 

Div: Dr. Paul Lów-Beer & Co. GmbH 

Fehrgasse 7 

A-2401 Fischamend 

Austria 

Tel: 02232/334 or 394 or 290 

Telex: 136238 


London Analytical and 
Bacteriological Media Ltd. 


Microbiological reagents, dehydrated 
culture media; ready-poured plates and 
blood culture bottles. 


Ford Lane 
Salford, Gt. Manchester M6 6PB 
United Kingdom 
Tel: 061-737 6981 . , ` 
Telex? 668834 (Duche G) 
Sales/Branch/Distributor Offices: 
United Kingdom: 
50 Mark Lane, London EC3 7QJ 
` Tel: 01-481 9144 : 

Telex: 883002 (Duche G) 


Lonza AG 


Supplier of fine chemicals and 
biochemicals. : 


Postfach 

Basel.4002 
Switzerland 

Tel: 061/50 88 50 
Telex: 62323 w lonz ch 


Sales/Branch/Distributor Offices: 


France: 

Lonza France, 25 avenue Marceau, Paris 
75116 
Tel: 1 7236171 
Telex: 630723 


Italy: 

Lonza Italia SpA, Via Vittor Pisani 31, 
Milano 20124 
Tel: 6 35 21 
Telex: 315163 


Japan: 

Lonza Japan Ltd., P.O. Shiba 143, Tokyo 
105-91 
Tel: 434 8602/04 
Telex: 053 24748 


The Netherlands: . ; 

Lonza Benelux B.V., Schuttevaerweg 130, 
BB Rotterdam 3044 
Tel: 10621 688 
Telex: 23728 


South Africa: 

Alusuisse (South Africa) Pty. Ltd., 49 
Jorissen Street, Braamfontein 2017 
Tel: 39 67 11 
Telex: 4-22418 


United Kingdom: 

Lonza UK Ltd., Imperial House, Lypiatt 
Road, Cheltenham, Glos. GL50 2QJ 
Tel: 0242 510511 
Telex: 43152 


United States: 

Lonza Inc., 22-10 Route 208, Fair Lawn NJ 
07410 
Tel: (201) 791-7500 
TWX: 710 988 2243 


Lorne Laboratories Limited 


Manufacturer of antisera for blood 
transfusion laboratories. 
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P.O. Box 6 

Twyford 

Reading, Berkshire RG10 9NL 
United Kingdom 

Tel: 073 522 3449 

Telex: 837495 MEDBEC G (LORNE) 


Louisiana Biologicals, Inc. 
Manufacturer of source plasma (human). 

P.O. Box 1417 

Opelousas, LA 70570 


United States 
Tel: (318) 948-3044 


M.A. Bioproducts 


Clinical diagnostic test kits, nutrient media 


and sera, tissue cultures and viral 
diagnostic reagents. 


Div: of Whittaker 

Bldg. 100 Biggs Ford Road 

Walkersville, MD 21793 

United States 

Tel: (301) 898-7025 or (800) 638- 8174 

Telex: 893446 MICR WALK 

Sales/Branch/Distributor Offices: 

Australia: 

Commonwealth Serum Laboratories 
Commission, 45 Poplar Road, Parkville, 
Victoria 3052 l 
Tel: 389-1911 
Telex: 790-32789 SERUMS AA 


Belgium: 

S.A. Vel N.V., Geldenaaksebaan, 3030 
Leuven l 
Telex: 846 22352 VEL B 


Canada: 

Johns Scientific, 219 Broadview Avenue, 
Toronto, Ontario M4M 2G4 
Tel: (416) 469-5511 
Telex: 06217878 JOHNSGLASS 


,.Denmark: 

7 Struers Scientific Instruments, Valhojs Alle 
176, DK-2610 Rodovre/ Kobenhavn 
Tel: 45-1-708090 
Telex: 855 19625 STRURS DK 


Federal Republic of Germany: 

Deutsche Bio Merieux, GmbH, Diagnostica 
und Reagenzlen, Werastrasse 25, 7440 
Nurtingen 
Tel: (07022) 33037 
Telex: 841-7267414 BIOM D 


Finland: 

Oriola OY Sairaalavaline, P.O. Box 8, 
02101 Espoo 10, Helsinki 
Tel: (90) 4291 
Telex: 857 122745 SLG SF 


France: 

Omnium Scientifique Industriel, 141 Rue de 
Javel, 75739 Paris, Cedex 15 
Tel: 533 74 87 E 
Telex: 842 270011F OSILABO 
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italy: 

Pool Bioanalysis Italiana, S.r.l., Via T. Gulli 
45, 20147 Milano 
Tel: (02) 404 79 41 
Telex: 843-334883 PBI I 


The Netherlands: 

Nutacon, B.V., P.O. Box 7771, Luchthaven, 
Schiphol- -Oost 
Tel: (01) 814 45 15 31 
Telex: 844 17133 NUTAC NL 


United Kingdom: l 

Laboratory Impex Limited, Lion Road, 
Twickenham, Middlesex 
Tel: (01) 892-9157 
Telex: 851 8951670 LAB 


Mallinckrodt Inc. 


Manufacturers of reagent-grade 
chemicals, radioimmunoassay kits, 
radiopharmaceuticals and supplies for 
clinical analyses. 


Div: International Div. 

P.O. Box 5840 

St. Louis, MO 63134 | 

United States . 

Tel: (314) 895-2000 

Telex: 007 230 447 245 

Sales/Branch/Distributor Offices: 

Federal Republic of Germany: 

Byk-Mallinckrodt, von Hevesy Strasse 1-3, 
6057 Dietzenbach-Steinberg 2060 
Tel: 010 49 6074 2291 
Telex: 003 4191574 ` 


The Netherlands: 

Byk-Mallinckrodt CIL. bv., P.O. Box 3, 1755 
ZG Petten 
Tel: 010 31 2246 1078 
Telex: 0021 57326 


United Kingdom: 

Byk-Mallinckrodt (UK) Ltd., 129G Building 
521, Southampton Road, Heathrow 
Airport, Hounslow TW6 3JX 
Tel: 01 897 2425/8 
Telex: 935343 ` 


Marine Colloids Division 
Manufacturer of hydrocolloids specializing 


in agarose and gelbond film for ` 
biochemical research. 


Div: of FMC Corp. 
5 Maple Street 
Rockland, ME 04841 
United States 
Tel: (207) 594-4436 
Sales/Branch/Distributor Offices: 
Australia: ` ` 
Edwards Instrument Company, 29 
Bellingham Street, P.O. Box 60, Narellan, 
N.S.W. 2567 
Tel: (046) 46 1503 
Telex: 790-24741 
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Denmark: 

A. Johnson & Co. A/S, Joegersborg Alle 
14-16, 2920 Charlottenlund 
Tel: (01) 63 40 00 
Telex: 855-27234 


Federal Republic of Germany: 
A. Johnson & Co. G.m.b.H., 
Schimmelbuschstrasse 25, 
4006 Erkrath 2 
Tel: 02104/31067 + 8 
Telex: 858-1253 


Finland: 

G. W. Berg & ‘Company, Fabianinkatu 14, 
P.O. Box 194, SF-00131 Helsinki 13 
Tel: 171 541 ` 
Telex: 857-124885 


France: 

Flobio, 31-33 Rue Lambrechts, 92400 
Courbevoie 
Tel: 788.84.76 
Telex: 842-613-368F 


Israel: 

Zotal, Ltd., Div: of M. Zohar & Co., P.O.B. 
21042, Tel-Aviv 

. Tet: (03) 797760 
Telex: 341118 


The Netherlands: 

Amstelstad b.v., Dennenlaan 34, 
Zwanenburg 
Tel: 02907-3451 
Telex: 844-12028 


New Zealand: 

McGaw Ethicals, Ltd., P.O. Box 18-069, 
Glen Innes, Auckland 6 
Tel: 588-036 
Telex: 791-2784 


South Africa: 

Chemlab (Pty.) Ltd., P.O. Box 56218, 
Pinegowrie 2123 
Tel: (011) 485600 
Telex: 960-422228 


Sweden: 

A. Johnson & Co. H.A.B., P.O. Box 57, S- 
201 20 Malmó 1 
Tel: 040-701 00 
Telex: 854-32617 


United Kingdom: 

Miles Laboratories, Ltd., P.O. Box 37, Stoke 
Poges, Slough SL2 4LY 
Tel: (0753) 71011 
Telex: 851-848279 


Marshall Research Animals, inc. 
- Producers of ferrets and beagle dogs for 
research purposes. 


R.D. 1, Box 91 

North Rose, NY 14516 
United States . 

Tel: (315) 587-2295 


Masters Chemical! Company 


Manufacturer of crystal-clear, non- 
yellowing mounting media products. 
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P.O. Box 2382 

Des Plaines, IL 60018 
United States 

Tel: ote) 439-7676 


Mast Laboratories Ltd. 
Diagnostics: antibiotic susceptibility testing 
products, culture media and bacterial 
identification tests. 


Mast House, Derby Road 

Bootle - 

Merseyside L20 1EA 

United Kingdom . 

Tel: 051 933 7277 

Sales/Branch/Distributor Offices: 

Australia: , 

Quantum Scientific Pty. Ltd., 237 Milton 
Road, Milton, Queensland 4064 
Telex: 41272 

Belgium: . 

S.P.R.L. Pasture & Cie, 154-156 Avenue 
Rogier, 1030 Bruxelles 
Telex: 22912 


Canada: 
- Pro-Lab Incorp., 705 Progess Avenue, Unit 
8A, Scarborough, Ontario M1H 2X1 
Tel: (416) 438-0474 — 
Telex: 25277 


Federal Republic of Germany: 

Mast Diagnostica, Laboratoriums Preparate 
GmbH, Schubertstrasse 5, 2000 Hamburg 
Telex: 211319 


Kuwait: - 

Bader Sultan & Bros. Co., P.O. Box 867, 
Safat ` 

" Telex: 4487. 


The Netherlands: 

Amstelstad B.V., Dennelaan 34, 1166 CR- 
Zwanenburg 
Telex: 12028 


Philippines: 

Medical Test Systems Inc., 908 L&S Bldg., 
1515 Roxas Blvd., Manila 
Telex: 64419 


Saudi Arabia: 

Modern Scientific Establishment, P.O. Box 
1538, Riyadh 
Telex: 201528 


Singapore: 

Universal Business Corp. Ltd., Block 1, Unit 
1015 (10th fi), PSA Multistorey Complex, 
Pasir Panjang Rd., Singapore 
Telex: 34090 


United Arab Emirates: 

Atlas Medical, Sh. Hamdam St., P.O. Box 
6200, Abu Dhabi 
Telex: 2377 


Matheson 
Specialty gases and gas handling 
equipment. 


28 


30 Seaview Drive 
Secaucus, NJ 07094 
United States 

Tel: (201) 867-4100 


Sales/Branch/Distributor Offices: 


Belgium: 

Matheson Gas Products, Nijverheidstraat 
23B, B-2431 Oevel 
Tel: 014-580-955 
Telex: 32419 


Canada: 


Div: G.D. Searle & Co. of Ganda Ltd., P. O. 


Box 89, 530 Watson Street East, Whitby, 
Ontario L1N 5R9 

Tel: (416) 668-3397 

TWX: 610-384-2752 


United States: 

Div: Searle Médical Products USA Inc., 
8800 Utica Avenue, Cucamonga CA 
91730 l 

. Tel: (714) 987-4611 
TWX: 910-581-3814 

Div: Searle Medical Products USA Inc., 
6775 Central Avenue, Newark CA 94560 
Tel: (415) 793-2559 
TWX: 910-381-6051 


Div: Searle Medical Products USA Inc., P.O. 


Box 136, 6874 South Main Street, 
Morrow GA 30260 
Tel: (404) 961-7891 


Div: Searle Medical Products USA Inc., P.O. 


Box 96, Manhattan Road & Richards 
Street, Joliet IL 60434 

Tel: (815) 727-4848 

TWX: 910-633-1943 


Div: Searle Medical Products USA Inc., P.O. 


Box 1147, 61 Grove Street, Gloucester 
MA 01930 

Tel: (617) 283-7700 

TWX: 710-347-1310 


Div: Searle Medical Products USA Inc., P.O. 


Box 38, 603 Heron Drive, Bridgeport NJ 
08014 
Tel: (609) 467-2770 

Div: Searle Medical Products USA Inc., 932 
Paterson Plank Road, East Rutherford NJ 
07073 
Tel: (201) 933-2400 
TWX: 710-989-0173 


Div: Searle Medical Products USA Inc., P.O. 


Box 908, 1920 West Fairmont Parkway, 
La Porte TX 77571 

Tel: (713) 471-2544 

TWX: 910-880-4064 


MCB/Harleco 


Reagents and diagnostics. 


Div: of E.M. Industries 

480 Democrat Road 

Gibbstown, NJ 08027 

United States . 

Tel: (609) 423-6003 

Telex: MCB/HARLECO-831-857 


Sales/Branch/Distributor Offices: 

United States: l 

P.O. Box 7203, 2121 South Leo Avenue, 
Los Angeles CA 90022 
Tel: (213) 685-5280 
. TWX: 910-580-1985 

3601 Kennedy Rd., South Plainfi eld NJ 
07080 
Tel: (201) 561-4000 
TWX:.710-480-5440 

2909 Highland Ave., Cincinnati OH 45212 
Tel:. (812) 823-1778 
TWX: 910-253-3720 


Medical Chemical Corp. 


Manufacturer of medical laboratory 
reagents, stains, dyes and test kits; also 
package solvents; soaps, detergents, 
germicides and alcohols. 

Div: Medi-Chem, Inc. 

1909 Centinela Ave. 

Santa Monica, CA 90404 

United States 

Tel: (213) 829-4304 


Medical Wire & Equipment Co. 


Sterile swabs with and without transport 
media, inoculating loops and handles and 
specimen containers. 


601 Stones Levee 
Cleveland, OH 44113 
United States 

Tel: (216) 566-9141 
TWX: 810-421-8112 


€ Oy Medix AB 


Monoclonal antibodies and reagent kits 
. for clinical laboratories. 


Asematie 13 
02700 Kauniainen 
Finland NN 
Tel: 358-90-5050155 
Telex: 123367 Medix SF 
Sales/Branch/Distributor Offices: 
Belgium: 
S.p.r.L. Ets. Pasture & Co., Avenue Rogier 
154-156, 1030 Bruxelles 
Tel: 02/2169626 
Telex: 22912 


Derimark: 

E. Tjellesen ApS, Blokken 81, DK-3460 
Birkerod 
Tel: (02) 818288 
Telex: 37219 tjelle dk 


Federai Republic of Germany: 

Panchem Gesellschaft für Chemische 
Produkte mbH, Schlosstrasse 3, Postfach 
50, D-8751 Kleinwallstadt 
Tel: 06022/21005/6 
Telex: 04188144 pano: 


France: 

Floblo S.A., 31-33 rue Lambrechts, 92400 
Courbevoie 
Tel: 7888476 
Telex: 613368 flobio f 
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The Netherlands: 

Nuclilab b.v., Van Broeckhuysenstraat 7, 
6721 TC Bennekorn i 
Tel: 08389-6598 
Telex: 37238 nlab nl 


Sweden: 

Bio Bol Ab, Box 4119, S-13604 Handen 
Tel: 08-584610 
Telex: 14023 biozac s 


Switzerland: 

Wolf Brandenberger AG, Gattikerstrasse 5, 
Zürich 
Tel: 01-539044 
Telex: 56874 


United Kingdom: 

Northumbria Biologicals Limited, South 
Nelson Industrial Estate, Cramlington, 
Northumberland NE23 9HL 
Tel: (0670) 732992 
Telex: 538239 nbl g i 


| Meloy Laboratories, Inc. 
Provides high-quality research services 


and reagents to the scientific community-- 


hybridoma, recombinant DNA, 
immunoassay, cell biology and 
mutagenesis testing. 


Div: Life Sciences Div. 
6715 Electronic Drive 
Springfield, VA 22151 
United States 

Tet: (703) 354-2600 
Telex: 899-440 


» Mercia-Brocades Limited 


Supplier of clinical diagnostic kits and 
reagents. 


Brocades House, Pyrford Road 
West Byfleet, Surrey KT14 6RA 
United Kingdom 

r- Tel: (09323) 42291 

" Telex: 917301 


Sales/Branch/Distributor Offices: 


Belgium: 

NV Brocades-Belga SA, Bd. Gen. 
Jacqueslaan 26, 1050 Brussels 
Tel: (02) 6486490 
Telex: 24453 


Ireland: 

Mycofarm (Ireland) Ltd., 1 Ballyboggan 
Industrial Estate, Ballyboggan Road, 
Finglas, Dublin 11 
Tel: (01) 309446 
Telex: 31213 


Italy: 

Brocades SpA, Div: Divisione Diagnostici, 
Viale Spagna 45, 20093 Cologno- 
Monzese 
Tel: (2) 2540351 
Telex: 332009 
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The Netherlands: 

Gist-Brocades Farmaca Nederland BV, 
Postbus 324, Frijdastraat 7-9, 2280 AH 
Rijswijk 
Tel: (070) 901710 
Telex: 38103 


Sweden: 

Svenska Labex AB, Sundstorget 3, S-25221 
Helsingborg 
Tel: (042) 139290 
Telex: 72512 


e E. Merck 


Manufacturer of laboratory reagents, fine 
chemicals and biochemicals, enzymes 
and electrophoresis supplies. 


Frankfurter Str. 250 

Postfach 4119 

D-6100 Darmstadt 1 

Federal Republic of Germany 
Tel: (06151)-72-1 

Telex: 4 19 328-0 emd d 


Merck Sharp & Dohme Canada 
Limited 
Prepared isotope-labeled compounds and 
stable isotopes. 


Div: Isotope Div. 

P.O. Box 899 

Pointe Claire, Dorval, Quebec H9H 4P7 
Canada 

Tel: (514) 697-2823 

Telex: 05-821-533 
Sales/Branch/Distributor Offices: 

Australia: 

Polychemical Company Pty. Ltd., P.O. Box 


N129, Grosvenor Street, Sydney 2000 
Tel: 29 7709 


Federal Republic of Germany: 

IC Chemikalien GmbH, Sohnckestrasse 17, 
8000 Munich 71 
Tel: (089) 791-4647 
Telex: 5212206 


Japan: 

Daiichi Pure Chemicals Co., Ltd., No. 13-5, 
3-Chome-Ku, Nihonbashi, Chuo-Ku, Tokyo 
103 
Tel: 272-0671 
Telex: J25495 


United Kingdom: 

Cambrian Chemicals, Beddington Farm 
Road, Croydon CRO 4XB 
Tel: (01) 686-3961 
Telex: 262781 


United States: 

Merck & Co. Inc./Isotopes, P.O. Box 2951, 
Terminal Annex, Los Angeles CA 90051 
Tel: (213) 723-9521 
TWX: 910-580-3109 

Merck & Co. Inc./Isotopes, 4545 Oleatha 
Avenue, St. Louis MO 63116 
Tel: (800) 325-9034 
TWX: 910-761-0437 
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Meridian Diagnostics, inc. 
Laboratory products. 


3471 River Hills Drive 
Cincinnati, OH 45244 
United States 

Tel: (513) 271-3700 


Merseyside Laboratories 


Provision of materials for peptide, protein 
and nucleic acid research. 


P.O. Box 62, 21 Aston Court 
Kingsland Grange, Woolston 
Warrington WA1 4SL 

United Kingdom 

Tel: Padgate 824 856 


Micro Filtration Systems 


Micro- and ultra-filtration membranes and 
glass fiber filters. 


6800 Sierra Court 
Dublin, CA 94526 
United States 
Tel: (415) 828-6010 
Telex: 171348 
Sales/Branch/Distributor Offices: 
Japan: 
Div: Far East Div., 7 3-Chome, Honcho, 
Nihonbashi, Tokyo 
Tel: (03) 270-3141 
Telex: 781 222 8194 


United States: 

700 S. Flower St., Suite 1901, Los Angeles 
CA 90017 
Tel: (213) 489-3232 
Telex: 677211 

8 Stansbury Court, Fredericksburg VA 
22401 
Tel: (703) 786-7315 
Telex: 171348 


e Microlife Technics 


Manufactures concentrated frozen 
bacteria used as starters for industrial 
food fermentation such as culture for 
dairy products and starters for fermented 
sausages and pickles. Also produces 
products for agricultural uses and offers 
genetic research consultation services. 


P.O. Box 3917 
1833 57th Street 
Sarasota, FL 33578 
United States 

Tel: (B13) 355-8561 
Telex: 52747 


Micromedic Systems, inc. 


Automated instrumentation for clinical 
laboratories: pipetors, dilutors, gamma 
counters, data reduction systems and RIA 
reagents. 
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Div: Sub. of Rohm and Haas Company 

123 Witmer Road 

Horsham, PA 19044 

United States 

Tel: (215) 443-3000 

Sales/Branch/Distributor Offices: 

Canada: 

2 Manse Road, West Hill, Ontario M1E 3T9 
Tel: (416) 284-4711 
Telex: 065-24126 


The Netherlands: 

Micromedic Systems Netherlands, 56 
Statenplein, 3311 NH Dordrecht 
Tel: 31-78-13,74,77 
Telex: (844) 29478 MMSYS NL 


United States: 

25500 Whitesell Street, P.O. Box 3188, 
Hayward CA 94544 
Tel: (415) 785-7000 
TWX: 910-383-0221 

Lenox Towers, Suite 920, 3390 Peachtree 
Road NE, Atlanta GA 30326 
Tel: (404) 261-3618 
TWX: 810-751-3377 

5750 West Jarvis Avenue, Niles IL 60648 
Tel: (312) 774-3665 
TWX: 910-223-3665 

40 Grove Street, Wellesley MA 02181 
Tel: (617) 235-7134 

350 Westgate Tower Office Bidg., 20525 
Center Ridge Road, Cleveland OH 44116 
Tel: (216) 333-0920 
TWX: 810-421-8544 

4585 Simonton Road, Dallas TX 75234 
Tel: (214) 233-1021 
TWX: 910-860-5135 


Micromeritics Instrument 
Corporation 


Manufactures a complete line of particle 
technology instruments which measure 
physical properties of materials, and liquid 
chromatography instruments and systems 
for HPLC isocratic and gradient analyses. 


5680 Goshen Springs Road 

Norcross, GA 30093 

United States 

Tel: (404) 448-8282 

Telex: 6827018 MICROUW 

Sales/Branch/Distributor Offices: 

United States: 

Dawson Associates, P.O. Box 846, 
Lawrenceville GA 30245 
Tel: (404) 963-0207 

Micromeritics Regional Office-Midwest, 
3413C N. Kennicott Ave., Arlington 
Heights IL 60004 
Tel: (312) 577-8631 

Richman Associates, Inc., P.O. Box 25, 
Holliston MA 01746 
Tel: (617) 879-5011 

Micromeritics Regional Office-Northeast, 
Valley Park Professional Center, Bldg. C, 
Suite #201, 2517 Highway 35, 
Manasquan NJ 08736 
TOL (201) 528-7063 
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Peterson Associates, Inc., 225 Highfield 
Lane, Nutley NJ 07110 
Tel: (201) 235-0241 
Harvey Instruments, Inc., 18 McConkey 
Drive, Buffalo NY 14223 
Tel: (716) 874-6694 
Scientific-Pittsburgh, 90 Clairton Blvd., 
Pittsburgh PA 15236 
Tel: (412) 655-2800 
True Technology Co., 1303 Eagle, Dallas 
TX 75224 
Tel: (214) 691-7870 


€ Miles Laboratories, Inc. 


Manufactures and sells biochemicals for 
research, clinical and manufacturing use. 
Div: Research Products Div. 
P.O. Box 2000 
1127 Myrtle Street 
Elkhart, IN 46515 
United States 
Tel: (219) 264-8804 or (800) 348-7465 
Telex: 25-8450 TWX: 810-294-2254 
Sales/Branch/Distributor Offices: 
Australia/New Zealand: 


Miles Laboratories Australia (Pty.), Ltd., Div: 


Research Products Div., P.O. Box 203, 
Springvale 3171, Victoria, Australia 
Tel: (03) 560-5611 

Telex: MILES AA31139 


Austria/Eastern Europe: 

Miles International GmbH, Peter 
Jordanstrasse, 1190 Wein, Austria 
Tel: 3415160 
Telex: 75700 MILES A 


Benelux: 

Miles Belgium, Galerie Louise 203 Bte. 4, 
1050-Brussels, Belgium 
Tel: Brussels 51367 
Telex: 26940 MILES B 


Canada: 

Miles Laboratories, Ltd., 77 Belfield Road, 
Rexdale, Ontario M9W 1G6 
Tel: (416) 248-0771 
Telex: 06-989399 


Federal Republic of Germany: 

Miles GmbH, Lyoner Strasse 32, 6 
Frankfurt/Main 71 
Tel: Frankfurt 666027 
Telex: 416056 MILES D 


France: 

Laboratoire Miles S.A., Tour Maine 
Montparnasse, 33 avenue du Maine, 
75755 Paris-Cedex 15 
Tel: Paris 5385243 
Telex: MILAB F 204315 


India: 

Miles India, Ltd., Post Bag No. 507, Baroda 
390 001, Gujarat 
Tel: 54630 
Telex: 0175-362 MIL IN 


Israel: 

Miles-Yeda, Ltd., Kiryat Weizmann, Rehovot 
Tel: (054) 70425/6 
Telex: 31930 MIYEDIL 


Italy/Switzerland: 

Miles Italiana, S.p.A., via F.L. Miles 10, 
20040 Cavenago Brianza (Milano), Italy 
Tol: Milan 957441 
Telex: 332016 MILES AI 


Japan: 

Aoyama Bldg., 2-3 Kita Aoyama 1-chome, 
Minato-ku, Tokyo 107 
Tel: (03) 403-9951/4 
Telex: 242-3548 MILES J 


Scandinavia: 

Miles Scandinavia, Tealporten 2, DK-3460 
Birkerod, Denmark 
Tel: 2814466 
Telex: 37233 MILES DK 


South Africa: 

Miles Laboratories (Pty.), Ltd., P.O. Box 
141, Goodwin, C.P. 7460 
Tel: 544531 
Telex: 5720054 SA 


Spain/Portugal: 
Miles-Martin Laboratories, S.A.E., Plaza de 
Espana No. 10, Madrid-13, Spain 


Tel: Madrid 242-5729 
Telex: 22590 MILABE 


United Kingdom/Ireland: 

Miles Laboratories, Ltd., Div: Research 
Products Div., P.O. Box 37, Stoke Poges, 
Slough, United Kingdom SL2 4L Y 
Tel: Farnham Common 5151 
Telex: 848337 MILABS G 


Millipore UK Ltd. 


Filtration: membrane and other separative 
technologies; water treatment, enzymes 
and diagnostic kits. 


Millipore House 

11-15 Peterborough Road 
Harrow, Middlesex HA1 2 YU 
United Kingdom 

Tel: 01-864-5499 

Telex: 24191 


Sales/Branch/Distributor Offices: 


Belgium: 

Millipore Benelux SA-NV, 10 Heliotropes 
Avenue, 1030 Brussels 
Tel: (02) 215-88-18 
Telex: 22798 


Denmark: 
Millipore AB, Bygstubben 12, 2950 Vedbaek 
Tel: (02) 89.30.55 


Federal Republic of Germany: 

Millipore GmbH, Siemensstrasse 20, 6078 
Neu-Isenburg 
Tel: 061 02/28 84 
Telex: 417668 


France: 

Millipore S.A., Div: Order Service, Zone 
Industrielle, 67120 Molshiem 
Tel: (88) 38.53.33 
Telex: 880 457F 


Nature 


.J7U. 


Italy: 
Millipore SpA, Viale della Regione 26-28, 
20090-Segrate, Milano 
Tel: 2-133-211 
Telex: 312284 


The Netherlands: 

Millipore Netherland, Ambachtstraat 6b, NL- 
3732 CN DeBilt 
Tel: (030) 76.47.44 
Telex: 70212 


Norway: 
Millipore AB, Enebakkveien 135, N-Oslo 6 
Tet: (02) 67-82-53 


Spain: 

Millipore Iberica S.A., Explanada 5, Madrid 3 
Tel: 233-5050 
Telex: 23545 


Sweden: 

Millipore AB, Box 17094, S-40261 Góteborg 
17 ' 
Tel: 031/80 1060 
Telex: 21064 


Switzerland:  .. 

Millipore AG, Schaffhauserstrasse 146, 
8302 Kloten, Zurich 
Tel: (01) 8141 363/65 
Telex: 56067 


Milton Roy Company 


Manufacturer of high-pressure liquid 
chromatography pumps, detectors, 
systems and data integration devices. 


Div: Laboratory Data Control 

P.O. Box 10235 

Riviera Beach, FL 33404 

United States 

Tel: (305) 844-5241 

Telex: 513479 

Sales/Branch/Distributor Offices: 

Federal Republic of Germany: 

Div: Laboratory Data Control, Milton Hoy 
House, Jahnstrasse 22-24, 6467 
Hasselroth 2 
Tel: 6055-3366 
Telex: 4184357 


Ireland: i 

Div: Laboratory Data Control, Bldg. 89, 
industrial Estate, Shannon Airport, Co. 
Clare 
Tel: 065-61266 
Telex: 6227 


United Kingdom: 

Div: Laboratory Data Control, Milton Roy 
House, 52 High Street, Stone, 
Staffordshire ST15 8AR 
Tel: 0785-81-3542 
Telex: 36623 i 


Mirob Laboratories Inc. 


Monoclonal antibodies (hybridoma), 
affinity chromatography, RIA and ELISA. 
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1206 Trenton Ave. 
Ottawa, Ontario K1Z 8J7 
Canada 

Tel: (613) 728-4049 


Molry Chimie S.A. 


Distributor of chemicals and water 
treatment devices. 


56 rue de Maubeuge 
75009 Paris 

France 

Tel: 280.08.66 

Telex: CHEMRY 660 551 F 


Monoclonal Antibodies, Inc. 


Produces RIA assay kits and monoclonal 
antibodies. 


719 Colorado Avenue 
Palo Alto, CA 94303 
United States 
Tel: (415) 327-2204 
Sales/Branch/Distributor Offices: 
Finland: 
OY Medix AB, PB 819, SF-00101 Helsinki 
10 
Tel: 358-0-5050155 
Telex: 123367 


Monsanto Research Corp. 


Specializes in production and sales of 
stable isotopes including !3C, 15N and 
3He. 


Div: Stable Isotope Sales 
Mound Facility 

P.O. Box 32 

Miamisburg, OH 45342 
United States 

Tel: (513) 865-3896, 3501 
TWX: 810-473-2974 


M.P.K. Omega Co. 


General biologicals using B.O.T.l. 
processing lab. 


Div: B.O.T.I. 

3615 Carson 
Amarillo, TX 79109 
United States 

Tel: (806) 355-9369 


National Diagnostics Inc. 


Manufacturer of chemicals and reagents 
for use in laboratory instrumentation: for 
liquid scintillation counting, histology and 
electrophoresis. 


198 Route 206 South 

Somerville, NJ 08876 

United States 

Tel: (201) 874-8696 

Sales/Branch/Distributor Offices: 

The Netherlands: 

Brunschwig Chemie BV, Butaanweg 8, 
Postbus 70213, Amsterdam 1007 KE 
Tel: 020-11 31 33 
Telex: 13189 Brun Ni 
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Sweden: 

Histo-Lab (Bethlehem Trading Ltd.), 
Fjállgatan 18, Góteborg 41317 
Tel: 031-4235 65 
Telex: 20120 Fotex S 


Switzerland: 

E. Lotti S.A., 8 Rue Baylon C.P. 209, 1227 
Carouge, Geneva 
Tel: (022) 425766 
Telex: 289 382 Loti CH 


United Kingdom: 

Histo-Lab (Bethlehem Instruments Ltd.), 
P.O. Box 01, Hemel Hempstead, Herts 
Tel: (01) 200 0132 


National Institute of Allergy and 
Infectious Diseases (NIH) 


Viral and mycoplasma seeds and 
antisera, allergenic extracts and antisera 
against IgE and IgM. 


Div: Research Resources Branch 
Westwood Bldg., Rm. 7A-03 
Bethesda, MD 20205 

United States 

Tel: (301) 496-7036 


Nelson Scientific Ltd. 
Laboratory equipment and supplies. 

13 Stanley Road 

Whitefield 

Manchester M25 6GT 

United Kingdom 

Tel: 061-766-8815 


@ New England BioLabs, Inc. 


Restriction endonucleases. 


32 Tozer Road 

Beverly, MA 01915 

United States 

Tel: (617) 927-5054 

Telex: 95-1057 

Sales/Branch/Distributor Offices: 

Federal Republic of Germany: 

New England Biolabs GmbH, Postfach 
2750, Schwalbach bei Frankfurt 6231 
Tel: (06196) 3031 


France: 

Coger, 21 rue de Cronstadt, Paris 75015 
Tel: 533.67.17 
Telex: 204046 F 


Israel: 
Zotal Ltd., P.O.B. 21042, Tel-Aviv 
Tel: (03) 797760 
Telex: 35770 COIN, IL 
Japan: 
Wako Pure Chemical Industries, Ltd., 3-10 
Doshomachi, Higashi-ku, Osaka 
Tel: (06) 203-3741 
Telex: 522-9113, 522-9114 WAKO OSJ 
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Spain: 

Landerdiagnostico, S.A., Teruel 22, Madrid 
20 
Tel: 415.62.12 
Telex: 23012 


Sweden: 

Gentross, Gaevlegatan 20, Stockholm 113 
30 
Tel: (08) 32-11-66 


United Kingdom: 

CP Laboratories Ltd., P.O. Box 22, Bishop's 
Stortford, Herts 
Tel: (0279) 53734 
Telex: 817509 


e New England Enzyme Centre 
(Tufts) 


A custom service for fermentation, 
custom/contract purification and 
separation of biopolymers and enzymes. 


Tufts Medical School 
136 Harrison Ave. 
Boston, MA 02111 
United States 

Tel: (617) 956-6653 


. e New England Nuclear 


Radiochemicals and related materials for 
research, products for genetic 
engineering, monoclonal antibodies, 
radiopharmaceuticals, radioassay / 
products and radioactive sources. 


549 Albany Street 
Boston, MA 02118 
United States 
Tel: (617) 482-9595 or (800) 225-1572 
Telex: 94-0996 
Sales/Branch/Distributor Offices: 
Argentina: 
V. Tokatlian, Casillia De Correo 4322, 
Buenos Aires 1000 
Tel: 89 58 01 


Australia: 

Searle Nucleonics, 8 West Street, P.O. Box 
473, North Sidney, N.S.W. 2060 
Tel: 02-9298622 


Canada: 

Nen Canada, 2453 46th Avenue, Lachine, 
Quebec H8T 3C9 
Tel: (800) 361-7014 (Ontario, Quebec, 
Maritimes) or (800) 361-0251 
(Newfoundland and points west of 
Thunder Bay) 
Telex: 05-821808 


Federal Republic of Germany: 

Nen Chemicals GmbH, Postfach 401240, 
Dreieich D-6072 
Tel: (06103) 85034 or (06103) 81013 
(Order Entry) 
Telex: 4-17993 NEN D 


Israel: 

Zotal, Inc., P.O. Box 21042, Tel-Aviv 
Tel: 797760 
Telex: 35770 COIN IL 
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Japan: 

Daiichi Pure Chemicals, Ltd., Div: 
Radioisotope Section, 13-5 3-Chome, 
Nihonbashi, Chuo-Ku, Tokyo 103 
Tel: 2720671 


Mexico: 
Prodimex, S.A., Cedro 296, Mexico 4, D.F. 
Tel: 547-80-16 


South Africa: 

Chemlab (Pty.), Ltd., P.O. Box 56218, 
Pinegowrie (Transvaal) 2123 
Tel: 48-2684 (Johannesburg) 

Taiwan: 

Universal Lab Chemicals Co., Ltd., 258 Chin 
Chou Street, Taipei 104 
Tel: 5116762 


United States: 

Ashford Nuclear, c/o Hospital Presbiteriano, 
Ave. Ashford, Santurce PR 00907 
Tel: (809) 725-0485 


€ 


@ Newport Corporation 


Manufacturer of vibration isolated optical 
tables, laser electro-optical components 
and accessories, and holographic 
systems. 


18235 Mt. Baldy Circle 
Fountain Valley, CA 92708 
United States 

Tel: (714) 963-9811 

Telex: 685535 


Nissui Seiyaku Co., Ltd. 


A subsidiary of Nippon Suisan Kaisha, 
Ltd., it produces tissue-culture media, 
bacterial culture media and clinical 
reagents. 


2-5-11 Komagome, Toshima-ku 
Tokyo 170 

Japan 

Tel: (03)918-8166 

Telex: 2722341 


Nordiclab OY 


Manufacturer of diagnostic laboratory 
reagents, radioimmunoassay kits for 
steroids, bile acids, placental proteins, 
ferritin and prostatic acid phosphatase. 


Tutkimustie 1 
90460 Oulunsalo 
Finland 
Tel: 981-481 444 
Telex: 32307 NLAB SF 
Sales/Branch/Distributor Offices: 
Belgium: 
Medatom SPRL, Chaussee de Charleroi 96, 
B-1060 Brussels 
Tel: 2-538 3244 
Telex: 64305 


Denmark: 

E. Tjellesen APS, Blokken 81, DK-3460 
Birkerod 
Tel: 2-818 288 
Telex: 37219 


Italy: 

Medical Systems S.r.l., Via Lagustena 166- 
1, Genova 
Tel: 10-394 722 
Telex: 213 832 


The Netherlands: 

Nuclilab B.V., Van Broeckhuysenstraat 7, 
Bennekom 
Tel: (8389) 6598 
Telex: 37238 


Norway: 

Sohlberg & Andersen A/S, Div: Nuclear 
Section, P.O. Box 34, Bryn, N-Oslo 6 
Tel: 2-191000 
Telex: 16749 

Spain: 

Izasa S.L., C/Aragon 90, Barcelona 15 
Tel: 3-254 8100 
Telex: 51027 


Sweden: 

Warner-Lambert (Sweden) AB, Div: General 
Diagnostics, Riddaregatan 15, S-416 69 
Gothenburg 
Tel: 31-801 765 
Telex: 21744 


Switzerland: 

Coramed AG, Eichelwiesenstrasse 33, CH- 
8305 Dietlikon 
Tel: 1-8332727 
Telex: 53865 


United Kingdom: 

Warner-Lambert (UK) Ltd., Div: General 
Diagnostics, Chestnut Avenue, Eastleigh, 
Hampshire SO5 3ZQ 
Tel: 0703-613 131 
Telex: 47226 


United States: 

Nordiclab International Inc., P.O. Box 59347, 
Dallas TX 75229 
Tel: (817) 460-4788 
Telex: 758520 


Norell, Inc. 


Manufacturer of deuterated solvents for 
NMR, spectrophotometric solvents for IR, 
UV, etc. and miscellaneous accessories. 
314 Arbor Ave. 
P.O. Box 307 
Landisville, NJ 08326 
United States 
Tel: (609) 697-0020 
Sales/Branch/Distributor Offices: 
United States: 
P.O. Box 3374, Simi Valley CA 93063 
Tel: (805) 527-5244 


North American Biologicals, Inc. 


Manufacturer of human and animal blood 
products. 
16500 NW 15th Avenue 
Miami, FL 33169 
United States 
Tel: (305) 625-5303 or (800) 327-7106 
Telex: 519301 NORAMBIO NMIA 


Nature 


Northeast Biomedical 
Laboratories Ltd. 


Biological products for immunology with 
reference to microbial hurrioral response, 
tissues extracts and histochemical 

. assays. 

P.O. Box 45 . 

Uxbridge, Middlesex UB9 6QJ 

United Kingdom 

Tel: (089 582) 3067 

Telex: 847777 DELRAY G 

Sales/Branch/Distributor Offices: 

Federal Republic of Germany: 

Mediapharm GmbH, Erthalstrasse 1A, D- 
875 Aschaffenburg 
Tel: 06021 2 60 73 


Switzerland: 

Inotech AG, Litzibuechstrasse 8, Wohlen 
CH-5610 
Tel: (57)644450 
Telex: 52958 ITAG CH 


) Novo Industri A/S 


Offers insulin, antibiotics and enzymes. 


Novo Alle 
Bagsvaerd 2880 
Denmark - 
Tel: 45 2 982333 
Telex: 37173 
Sales/Branch/Distributor Offices: 
Federal Republic of Germany: 
Novo Industrie GmbH, Postfach 2840, Mainz 
6500 : 
Tel: 6131 31001 
Telex: 4187627 NOVO D 


France: 


Novo Industrie Enzymes S.A., Div: Enzymes, 


26 rue Fortuny, Paris 75017 
Tel: 1 227 2866 
Telex: 642640 NOVO F 

Novo Industrie Pharmaceutique S.A., Div: 
Pharmaceuticals, 103 rue la Boóétie, Paris 
75008 

KG Tel: 1 225 9390 

Telex: 642188 NOVOIP F 


Japan: 

Novo Industri (Japan) Ltd., Div: Enzymes, 
Sakura Building, 6th Floor, 3-3 Uchikanda, 

1-Chome, Chiyoda-Ku, Tokyo 

Tel: 3 295 6767 
Telex: 072 25947 NOVOJPN J 

Novo Yakuhin K.K., Div: Pharmaceuticals, 
Ogawa Building, 5th Floor, 2- 11-7 Kanda 
Nishiki-Cho, Chiyoda-Ku, Tokyo 
Tel: 3 295 1828 
Telex: 0720 2226051 NOVOYK J 


Switzerland: 

Schweizerische Ferment A.G., Div: 
Enzymes, Vogesenstrasse 132, Basel 
4056 . 

Aldepha A.G., Div: Pharmaceuticals, 
Postfach 235, Zurich 8032 
Tel: 61 430055 
Telex: 62970 FERBA CH 
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United Kingdom: 

Novo Laboratories Ltd., Div: 
Pharmaceuticals, Ringway House, Bell 
Road, Daneshill East, Basingstoke, 
Hampshire RG24 OQN 
Tel: 25 65 5055 ` 
Telex: 858700 NOVOUK G 

Novo Enzyme Products Ltd., 2B Thames 
Avenue, Windsor, Berkshire SL4 1QP 
Tel: 7 5355 7345 
Telex: 848911 NOVOUK G 


United States: 

Novo Laboratories Inc., 59 Danbury Road, 
Wilton CT 06897 
Tel: (203) 762-2401 
Telex: 0230 964385 NOVOLABS WILT 


Nuclear Enterprises Ltd. 


Nucleonic equipment and radiation 
detectors for.use in atomic energy 
research establishments, universities, 
Hospitals and industry. 


Sighthill 
Edinburgh EH11 4BY 
United Kingdom 
Tel: 031 443 4060 
Telex: 72333 
Sales/Branch/Distributor Offices: 
Federal Republic of Germany: 
Nuclear Enterprises GmbH, 
. Schwanthlerstrasse 74, 8 Munchen 2 
Tel: 53-62-23 
Telex: 529938 


Switzerland: ` 

NE Nuclear Enterprises, 25 Chemin 
Francois-Lehmann, 1218 Grand- 
Sacconex, Geneva 
Tel: (022) 98-16-61 
Telex: 289066 


United Kingdom: 

Bath Road, Beenham, New Reading RG7 
5PR' 
Tel: 073 521 2121 
Telex: 848475 


United States: 

Nuclear Enterprises Inc., 931 Terminal Way, 
San Carlos CA 94070 
Tel: (415) 592-8663 
Telex: 348371 


Nuclear Medical Systerns, Inc. 


Develops and manufactures immunoassay 
test kits for in vitro use by clinical 
chemists and researchers to help in the 
diagnosis of tumors, drugs, fetal 
problems, thyroid diseases and heart 
attacks. 


1533 Monrovia Ave. 

Newport Beach, CA 92663 

United States 

Tel: (714) 645-2111 or (800) 854-3002 
TWX: 910-596-1377 


NUC 


Sales/Branch/Distributor Offices: 
Belgium: 
Biolab, 19 rue de la Station, 1350 Limal 
Tel: 010-419800 
Telex: 59209 


Federal Republic of Germany: 

DRG Instruments, Schwanallee 44, D-3550 
Marburg 
Tel: 06421-23005/6 
Telex: 482 398 


Italy: 

Kontron, vía Fontoli 15/16, 20138 Milano 
Tel: 02-50721 

. Telex: 312288 


Spain: 

lzasa; 90 Aragon, Barcelona 15 
Tel: 254 8100 
Telex: 51027 


United Kingdom: 

RIA (UK), 3 Manor Place, Athenaeum 
Street, Sunderland SR1 1QX 
Tel: 783-51307 
Telex: 53440 


United States: 

Diagnostica, Inc., 7805 Coral Way, Miami FL 
33155 
Tel: (305) 264-9544 

Polymedco, P.O. Box 154, Amawalk NY 
10501 
Tel: (914) 962-3504 


Nuclepore Corporation 
Membrane filtration, ultrafiltration and 
microfiltration. 


7035 Commerce Circle 
Pleasanton, CA 94566 
United States 
Tel: (415) 462-2230 
Telex: 337-751 
Sales/Branch/Distributor Offices: 
Canada: 
Nuclepore Canada, Inc., 30 Fordhouse 
` Blvd., Toronto, Ontario M8Z 5M3 
Tel: (416) 252-5667 
Telex: 069-84609 


Federal Republic of Germany: 

Nuclepore GmbH, Falkenweg 47, 7400 
Tubingen 
Tel: 07071-64139 


France: 

Nuclepore France, 72 Boulevard de 
Courcelles, 75017 Paris 
Tel: (1) 241 83 11 


Italy: 
Nuclepore Italia S.r.l., Piazzale Segrino 6/A, 
. 20159 Milano 
Tel: 6084191 
Telex: 331601 EURCO | 
Spain: 
Nuclepore Ibérica, S.A., Calle Caballero 79, 
E-Barcelona 
Telex: 51 621 EUCO E 
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Olac 1976 Ltd. 


Offers strains of inbred, congenic, mutant 
and F1 hybrid rats and mice and outbred 
rats, mice and guinea pigs; also 
specializes in isolators and isolation 
systems, irradiated products, 
microbiological, virological and genetic 
monitoring procedures, monoclonal 
antibodies and various antisera. 


Shaw's Farm 

Blackthorn 

Bicester, Oxon OX6 OTP 
United Kingdom 

Tel: 086 92 43241-2-3-4-5 
Telex: 83683 OLACUK 


Orgamol S.A. 


Manufacturer of pharmaceutical fine 
chemicals. l 


Evionnaz 1902 
Switzerland 

Tel: 026 8 41 73 
Telex: 38 153 


Ortho Diagnostic Systems 
Limited 
Laboratory reagents and controls for 
diagnostic use. 
Denmárk House 
Denmark Street 
High Wycombe, 
Buckinghamshire HP11 2ER 
United Kingdom 
Tel: High Wycombe (0494) 442211 
Telex: 837884 


Ortho Pharmaceutical 
Corporation 


Pharmaceuticals and biologicals, including 
monoclonal antibodies for identification of 
peripheral human T and B cells. 


Div: Immunobiology 
Highway 202 
Raritan, NJ 08869 
United States 

Tel: (201) 524-1511 


e Oxoid Limited 


Manufacturers of dehydrated 
bacteriological culture media and 
antibiotic susceptibility testing discs. 
Wade Road 
Basingstoke, Hampshire RG24 OPW 
United Kingdom; 
Tel: (0256) 61144 
Telex: 858793 
Sales/Branch/Distributor Offices: 
Australia: | 
Oxoid Australia Pty. Limited, P.O. Box 174, 
Hurstville, N.S.W. 2220 
Tel: 546 2894 
Telex: AA 70985 
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Oxoid Australia Pty. Limited, P.O. Box 220, 
West Heidelberg, Victoria 3081 
Tel: 458 1311 
Telex: AA36222 


Canada: 

Oxoid Canada Limited, 145 Bentlye Avenue, 
Ottawa, Ontario K2E 6T7 
Tel: (613) 226-1318 
Telex: 0533211 


Federal Republic of Germany: 

Oxoid Deutschland GmbH, 
Poppelbaumstrasse 18-20, 4230 Wesel 1 
Tel: 0281 25031 
Telex: 908259 


Italy: 

Oxoid Italiana SpA, Via Peloritana 28, 
20024 Garbagnate Milanese, Milan: 
Tel: 39 2 995 8269 
Telox: 330075 

Spain: 

Oxoid Espana SA, Edificio Indubuilding 
Goico, Nave 5-8, Via De Los Poblados 
S/N, Hortaleza, Madrid 
Tel: 34 1 764 2554 
Telex: 45670 


United States: 

Oxoid USA Inc., 9017 Red Branch Road, 
Columbia MD 21045 
Tel: (301) 997-2216 
Telex: 908259 


Pacific Bio-Marine Laboratories, 
Inc. ' 


Supplier of living marine organisms for 
educational and research programs. 
4134 Del Rey Avenue 
P.O. Box 536 
Venice, CA 90291 
United States 
Tel: (213) 822-5757 


Pacific Biotech, Inc. 


Restriction enzymes (retail, wholesale or 
custom purification). 

5585 Noah Way 

San Diego, CA 92117 

United States 

Tel: (714) 272-1280 or 272-3230 


Pacific Gateway Co. 
Import and export of high-purity specialty 
chemicals and biotechnology equipment. 


One Maritime Plaza 

San Francisco, CA 94111 
United States 

Tel: (415) 788-4410 


Packard Instrument Company, 
Inc. 


: Manufacturer of liquid scintillation counting 


equipment, chemicals, gamma counters, 
gas chromatography and luminometers; 
HPLC sales and service. ` 


2200 Warrenville Road 

Downers Grove, IL 60515 

United States 

Tel: (312) 969-6000 

TWX: 910/695-322-0 

Sales/Branch/Distributor Offices: 

Switzerland: 

Packard Instrument Int'l. S.A., 
Renggerstrasse 3, CH-8038 Zurich 
Tel: 01/43 69 44 


United Kingdom: 

Packard Instrument Limited, 13-17 Church 
Road, Caversham, Reading, Berkshire 
RG4 7AA 
Tek 0734 478234 
Telex: B47173 


€ Paesel GmbH & Co. 


Biochemicals, diagnostics and 
pharmaceuticals. 
Div: Life Science Products 
P.O. Box 630347 
Borsigallee 6 
D-6000 Frankfurt a.Main 63 
Federal Republic of Germany 
Tel: 0611/422097-98 
Telex: 413202 paesel d 


Paines and Byrne Ltd. 
Pharmaceutical manufacturers. 


Pabyrn Laboratories 

177/179 Bilton Road, Perivale 
Greentord, Middlesex UB6 7HG 
United Kingdom 

Tel: 01-997 1143 

Telex: 267763 


P & S Biochemicals Ltd. 


Protein and enzyme purification and 
research biologicals. 


38, Queensland Street 
Liverpool L7 3JG 
United Kingdom 

Tel: 051 709 4701 


Particle Data Laboratories 


Fine particle analysis on contract basis, 
sales of particle standards and sales of 
detergents made by Shell Oil Co. 

115 Hahn Street 

Elmhurst, IL 60126 

United States 

Tal: (312) 832-5658 


Peboc Limited 


Manufacturer of vitarnin Ds, 
pharmaceuticals and organic fine 
chemicals. 

Industrial Estate 

Llangefni, Gwynedd LL77 7YQ 

United Kingdom 

Tel: 0248 72274 

Telex: 61379 


Natu 


Pel-Freez Biologicals 


Immunochemicals, purified blood fractions, 
animal blood products, and tissues. 


P.O. Box 68 

Rogers, AR 72756 

United States 

Tel: (501) 636-2244 or (800) 643-3426 

TWX: 910 720 7849 

Sales/Branch/Distributor Offices: 

Federal Republic of Germany: 

Atlanta Chemie-Und Handels-Gesellschaft 
mbH, Postfach 105260, Carl-Benz- 
Strasse 7, D-6900 Heidelberg 1 
Tel: 06221/10030 
Telex: 0461709 SERVA 


France: 

Laboratoires Eurobio, 20 Bld. Saint- 
Germain, 75005 Paris 
Tel: 326.38.34 
Telex: EUROBIO 201236F 


Italy: 

Societa Italiana Chimici, Div: Divisione 
Scientifica r.l., Via Luigi Puici 25-27, 
00162 Rome 
Tel: 425078 
Telex: 612142 SICHIM 


Japan: 

Veritas Corporation, 4B Tatsu Bldg., 7-10-9 
Akasaka, Minato-Ku, Tokyo 107 
Tel: (03) 585 0225 
Telex: J28396 VERITAS 


The Netherlands: 

Sanbio, Postbus 15, 5388HT Nistelrode 
(N.Br.) 
Tel: 041 24-2102 
Telex: 37493 SAND NL 


New Zealand: 

Bio Tek Supplies, P.O. Box 14-323, 
Panmure, Auckland 

South Africa: 

Omnilabor (Pty.) Ltd., P.O. Box 565, 
Roadepoort 1725 
Tel: 763-4319 


Sweden: 


- Bio-Bo! HB, Box 4119, S-136 04 Handen 


A, 


Tel: 08 766 2205 


Switzerland: 

Biogenzia Lemania S.A., 8 Avenue de 
Morges, CH-1004 Lausanne 
Tel: 021/25 0411 
Telex: 25 642 


United Kingdom: 
Northeast Biomedical Laboratories Ltd., 
P.O. Box 45, Uxbridge, Middlesex UB9 
6QJ 
Tel: (089 582) 3067 
Telex: 847777 DELRAY G ATTN: 
NELABS 443 


€ Peninsula Laboratories, 


Incorporated 


Manufacturer of fine chemicals, 
biologically-active peptides, enzyme 
substrates and peptide hormones. 
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P.O. Box 1111 

San Carlos, CA 94070 

United States 

Tel: (415) 592-5392 

Telex: 172511 

Sales/Branch/Distributor Offices: 

Japan: 

Protein Research Foundation, Div: Peptide 
Institute, inc., 476 Ina, Minoh-shi, Osaka 
Tel: (0727) 29-4121 

Funakoshi Pharmaceutical Co., Ltd., 2-3 
Surugadai, Kanda, Chiyoda-ku, Tokyo 
Tel: (03) 293-2341 
Telex: J 28489 FUNA 


United States: 

611 Taylor Way, Belmont CA 94002 
Tel: (415) 592-5392 
Telex: 172511 


Pfaltz and Bauer, Inc. 


Supplies over 30,000 research chemicals, 
including organics, inorganics, . 
biochemicals and organometallics. 

375 Fairfield Ave. 

Stamford, CT 06902 

United States 

Tel: (203) 357-8700 

Telex: 996471 

Sales/Branch/ Distributor Offices: 

France: : 

Serlabo, 17 Rue Saint Gilles, Paris 3 
Telex: 210721 


Italy: 
Trimital, S.p.A., Via Rutilia 23, Milano 20141 
Telex: 321559 


Japan: 

K. Sakai & Co., Ltd., Nichigin-Mae Bldg. 4,3- 
chome, Nihonbashi-Hongokucho, Chuo-ku, 
Tokyo 103 
Telex: 02223789 


The Netherlands: : 

Rijnland Industrie en Handelmij., Postbus 
480, Hollandesch Diep #16, 2900 Al 
Cappelle A/D ljssel 
Tel: (10} 50 93 87 
Telex: 27375 RIH NL 


South Africa: 

Hickman and Kleber (Pty.) Ltd., P.O. Box 
327, Johannesburg 2000 
Telex: 4-24534 


United Kingdom: 

Phase Separations, Ltd., Deeside Industrial 
Estate, Queensferry, Clwyd CH5 2LR 
Tel: (0244) 816444 
Telex: 61459 


Pfanstiehl Laboratories Inc. 


Manufacturer of carbohydrates and 
derivatives, pharmaceutical intermediates, 
diagnostic chemicals and research 
biochemicals. 


PHA 


1219 Glen Rock Avenus 
Waukegan, IL 60085 
United States 

Tel: (312) 623-0370 


€ Pharmacia Fine Chemicais 


Separation media, equipment and 
instrumentation for chromatography, 
electrophoresis, isoelectric focusing and 
cell studies. 


Box 175 

S-751 04 Uppsala 1 
Sweden 

Tel: (018) 16 30 00 
Telex: 76070 Fineup S 


Salos/Branch/Distributor Offices: 


Australia: 

Pharmacia (South Seas) Pty. Ltd., P.O. Box 
175, North Ryde, N.S.W. 2113 
Tel: 888 3622 
Telex: 26991 


Austria: 

Pharmacia Gesellschaft m.b.H., 
Universitatstrasse 11, A-1010 Wien 
Tel: 222-48 15 16 
Telex: 131766 


Belgium: 

Pharmacia Belga, Bd. Gen. Jaques laan 26, 
1050 Bruxelles 
Tel: 02/648 64 90 
Telex: 24453 


Canada: 

Pharmacia (Canada) Ltd., 2044 St. Regis 
Bivd., Dorval, Quebec H9P 1H6 
Tel: (514) 684-8881 
Telex: 05821607 


Federal Republic of Germany: 

Deutsche Pharmacia GmbH, Munzinger 
Strasse 9, D-7800 Freiburg 1 
Tel: (0761) 410 11 
Telex: 7721513 


France: 

Pharmacia France S.A., 8 Square Newton, 
F-78390 Bois D'Arcy 
Tel: 043 99 19 
Tolex: 696501 


Japan: 

Pharmacia (Japan), Kabushiki Kaisha Nagai 
International Bldg., Annex 12-19, Shibuya- 
ku, 2-Chome, Tokyo 150 
Tel: (03) 406-4995 
Telex: 02422184 


The Netherlands: 

Pharmacia Nederland B.V., P.O. Box 43304, 
NL-2504 AH Den Haag 
Tel: (070) 21 02 51 
Telex: 33712 


Switzerland: 

Pharmacia-pdf-(Schweiz) A.G., 
Drahtzugstrasse 18, CH-8034 Zurich 
Tel: 01/55 60 77 
Telex: 59693 
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United Kingdom: 

Pharmacia (Great Britain) Ltd., Prince 
Regent Road, Hounslow TW3 1NE 
Tel: 01-572-7321 
Telex: 934187 


United States: . : 

Div: of Pharmacia Inc., 800 Centennial 
Avenue, Piscataway NJ 08854 
Tel: (201) 457-8000 
Telex: 833417 


e Pharmacia Inc. 


Separation products, including chemicals 
and instrumentation for research. 


Div: Pharmacia Fine Chemicals 
800 Centennial Avenue 
Piscataway, NJ 08854 

United States 

Tel: (201) 457-8000 


Phase Separations Ltd. 


- Manufacturer of adsorption media for 
HPLC, total organic carbon analyzers, 
flow meters and event markers. 


Distributor of GC and HPLC accessories. 


Deeside Industrial Estate 

Queensferry, Clwyd CH5 2LR 

United Kingdom ` 

Tel: (0244) 816444 

Sales/Branch/Distributor Offi ices: 

Australia: 

Accurex Equipment, 19 Weston Street, 
Brunswick, Victoria 3056 


Austria: 
Kurt Bartelt, Laboreinrichtungen, 
Morellenfeldgasse 15, 8010 Graz 


Federal Republic of Germany: 
Latek Labortechnik Gerate GmbH, 
Gueterantstrasse 19A, 6900 Heidelberg 


Finland: 
Kavkomarkkinat - oy, P.O. Box 40, SF- 
02631 Espoo 63 


France: 
Sopares, 51 Bis Rue Raymond Lefevre, 
94250 Gentilly 


Japan: 
Atto Corporation, No. 2-3 Hongo-7 Chome, 
Bunkyo-ku, Tokyo 


The Netherlands: 
ATS Chromatography, Wilhelminakade 58, 
2741 JV Waddinxveen 


Switzerland: 
Comptronix AG, Drusbergstrasse 19, CH- 
8810 Horgen 


United States: 

Altex Scientific Inc., 1780 4th Street, 
Berkeley CA 94710 
Tel: (415) 524-4606 
Telex: 33-5403: 

Applied Science Labs. Inc., P.O. Box 440, 
State College PA 16801 
Tel: (814) 466-6202 
TWX: 510-670-3521 
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Philadelphia Biologics Center 


Biologics derived from human blood and 
miscellaneous plant sources. 


1015 Chestnut Street 
Philadelphia, PA 19056 
United States 

Tel: (215) 922-7810 


Philanthus Laboratories 
Bee and wasp venom. 


1410 Monarch Lane 
Davis, CA 95616 
United States 

Tel: (916) 756-9303 


Philip Harris Ltd. 

` Scientific and vocational training 
equipment. 

Lynn Lane 

Shenstone, Staffordshire WS14 OEE 

United Kingdom 

Tel: 0543 480077 

Telex: 336498 

Sales/Branch/ Distributor Offices: 

United Kingdom: 

Div: Philip Harris (Biological) Ltd., Oldmixon 
Trading Estate, Weston Super Mare, 
‘Avon BS24 9BJ 
Tel: 0934 413063 
Telex: 449248 


PHLS Centre for Applied 
Microbiology and Research 


Microbial products, including cell pastes 
and purified components, such as 
` diagnostic and therapeutic enzymes. 


Porton Down 

Salisbury, Wiltshire SP4 0JG 
United Kingdom 

Tel: Idmiston (0980) 610 391 
Telex: 47683 


Pierce Chemical Company 


Heagents, standards, resins and buffer 
solutions for amino acid analysis, protein 
sequence analysis, peptide synthesis and 
chemical modification of proteins; affinity 
chromatography and electrophoresis 
products. Also supplies TLC, HPLC and 
gas chromatography media, standards 
and accessories and derivatization 
reagents; glass vials and closures. 


P.O. Box 117 
Rockford, IL 61105 
United States 
Tel: (815) 968-0747 
TWX: 910 6313419 
Sales/Branch/Distributor Offices: 
The Netherlands: ' 
Pierce Eurochemie B.V., Postbus 1151, 
Rotterdam 
Tel: 01860-4822 
Telex: 21676 HICOL 


New Zealand: 

Lab Supply Pierce (NZ) Ltd., Box 64049, 
Birkenhead South, Auckland 10 
Tel: 481-795 ` 
Telex: 21424 LABSUPP NZ 


United Kingdom: 

Pierce & Warriner (UK) Ltd., 44 Upper 
Northgate Street, Chester, Cheshire CH1 
4EF 
Tel: 382525 
Telex: 617057 PIEWAR G 


Pierce Eurochemie B.V. 


Amino acid reagents, derivatization 
products and chromatography supplies. 


P.O. Box 1151 

3000 BD Rotterdam ` 
The Netherlands 

Tel: 01860-4822 
Telex: 21676 


€ P-L Biochemicals, Inc. 


Research biochemicals, enzymes and 
diagnostic kits. . 

1037 West McKinley Ave. 

Milwaukee, WI 53205 

United States 

Tel: (414) 347-7442 

TWX: 910-262-1111 

Sales/Branch/Distributor Offices: 

Australia: i 

Medos Company Pty., Ltd., 93-101 City 
Road, South Melbourne, 3205 Victoria 


Federal Republic of Germany: 

P-L Biochemicals GmbH, Postfach 51, 5401 
Sankt Goar ` 
Tel: 6741-1515 


Israel: 
‘Gellman & Co 29 Lassin Street, Tel Aviv 


Japan: 

Wako Pure Chemicals Industries, Ltd., 10 
Doshomachi, 3-Chome, Higashi-ku, Osaka 
541 —- 


South Africa: 

Weil Organisation (Pty.) Ltd., 23 Jorissen 
St., Cnr. Bertha St., P.O. Box 31315, 
Braamfontein 2017 


United Kingdom: 
Windsor Laboratories Ltd., Bedford Avo., 
Slough, Berkshire SL1 4RU 


Polaron Equipment Ltd. 
Develops and manufactures specimen 
preparation equipment for electron 
microscopy and supplies supporting 
chemicals and materials. 

21 Greenhill Crescent 

Holywell Industrial Estate 

Watford, Hertfordshire WD1 8XG ^ 

United Kingdom 

Tel: (0923)-37144 

Telex: 922080 


Nature . 


Sales/Branch/Distributor Offices: 

The Netherlands: 

Polarscope BV, Postbus 414, 5800 AK 
Venray 
Tel: 314780 85429 
Telex: 26401 


United States: 

Polaron Instruments Inc., 4099 Landisville 
Rd., Doylestown PA 18901 
Tel: (215) 345-1782 
TWX: 510 665 8363 


P Polysciences, Inc. 


Manufacturer of high-purity chemicals for 
research and industry, specializing in light 
microscopy, immunochemicals, 
electrophoresis, affinity chromatography, 
monomers and polymers. 


400 Valley Road 

Warrington, PA 18976 

United States 

Tel: (215) 343-6484 

TWX: 510-665-8542 

Sales/Branch/Distributor Offices: 

Australia: 

John Morris Australia Pty. Ltd., 21 Stud 
Road, Bayswater 3153 


Belgium: 
Socser, Avenue Louise 534 Bte. 2, 1050 
Bruxelles 


Canada: 

Analychem Corporation Ltd., 7300 Victoria 
Park Ave., Unit G, Markham, Ontario L3R 
1J1 
Tel: (416) 495-1688 


Federal Republic of Germany: 

Paesel GmbH & Co., Borsigallee 6, 
Postfach 630347, 6000 Frankfurt am Main 
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France: 
Omnium Scientifique Industriel, 141 rue de 
Javel, 75739 Paris cedex 15 


Italy: 
 Trimital, Via Rutilia 23, 20141 Milano 


Japan: 

Chemisciences, Inc., c/o Tokei Bldg., 13-16 
Kami-Ohsaki 2-chome, Shinagawa-Ku, 
Tokyo 141 


The Netherlands: 
Hicol, B.V., Postbus 1151, Rotterdam 


South Africa: 

Wirsam Scientific & Precision Equipment 
(Pty.) Ltd., P.O. Box 31032, Braamfontein 
2017 JHB, Johannesburg 


United Kingdom: 
Polysciences Ltd., 34 Tenter Road, Moulton 
Park, Northampton 


Pressure Chemical Co. 


Fine research chemicals, GPC calibration 
standards, custom synthesis and: 
cholesteric liquid crystals. 
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3419 Smallman St. 
Pittsburgh, PA 15201 
United States 
Tel: (412) 682-5882 
TWX: 710-664-2151 
Sales/Branch/Distributor Offices: 
Federal Republic of Germany: 
K.W. Pfannenschmidt, Postfach 20 01 05, 
2000 Hamburg 20 
Tel: 040 56 10 91 
Telex: 212913 KWPS 


France: 

Interchim, Div: Montlucon, La Love, B.P. 15, 
03103 Montlucon 
Tel: 70 29 47 33 
Telex: 990343F INCHIM 


Japan: 
Amco Incorporated, 8-7 4-Chome, lidabashi, 
Chiyoda-Ku, Tokyo 


Taiwan: 
Vertex Corporation, P.O. Box 36-519, Taipei 


United Kingdom: 

Polymer Laboratories Ltd., Essex Road, 
Church Stretton, Nr. Shrewsbury, 
Shropshire SY6 6AX 
Tel: 0694 723581 
Telex: 35621 POLYMRG 


Quadroma Inc. 


Produces rabbit serum as low cost 
substitute for fetal bovine serum, RIA kits 
and goat anti-mouse IgG. 

Div: Kappa Scientific 

511 South Escondido Blvd. 

Escondido, CA 92025 

United States 

Tel: (714) 746-8925 


Radioassay Systems 
Laboratories, Inc. 
In vitro diagnostics and RIA of hormones. 


20770 Leapwood Avenue 

Carson, CA 90746 

United States 

Tel: (213) 537-2141 or (800) 421-2112 
TWX: 910-346-7727 


Radioimmunoassay Inc. 


Radioimmunoassay kits and diagnostic 
products. 


81 Finchdene Square 

Scarborough, Ontario M1X 1B4 

Canada 

Tel: (416) 293-4955 

Telex: 065-25422 

Sales/Branch/Distributor Offices: 

Argentina: 

Anedra SA, Sarmiento 1803, 1646 San 
Fernando CC36 Prov de B.S.A.S., Buenos 
Aires 
Tel: 744-7516 


REL 


Belgium: 

Ames Co., Div: Miles Laboratories, 203 
Galerie Marie-Louise, 1050 Brussels 
Tel: 2-5136715 
Telex: 5136715 


Canada: 

Ames Co., Div: Miles Laboratories, 77 
Belfield Rd., Rexdale, Ontario 
Tel: (416) 248-0771 
TWX: 610-492-2372 


Denmark: 

Ames Co., Div: Miles Scandinavia, 
Houedgaden 49, Bikerod 
Tel: 01-81-44-66 
Telex: 19744 


Federal Republic of Germany: 

Ames Co., Div: Miles GmbH, Lyoner 
Strasse 32, 6000 Frankfurt/Main 
Tel: 611-66020 
Telex: 411355 


Italy: 

Ames Co., Div: Miles Italiana SpA, Via F.L. 
Miles 10, 20040 Cavenago Brianza, Milan 
Tel: 2-957441 
Telex: 39016 


South Africa: 

Capitilabs, P.O. Box 10037, 
Pietermaritzburg, Natal 
Tel: 331-63176 


Trinidad: 
Trin Drugs, P.O. Box 649, Port of Spain 
Tel: 638-4980 


Turkey: 

Diagno Tip Ticanet Kollektip Sirketi, 
Selimpasa Sok No. 37/4, Delicay Is Hani, 
Aksaray Istanbul 
Tel: 224229-283056 
Telex: 22553 


United States: 

Accurate Chemical & Scientific Corporation, 
300 Shames Drive, Westbury NY 11590 
Tel: (516) 433-4900 
Telex: 14-4617 


Raymond A. Lamb 


Diagnostic reagents, stains, chemicals 
and waxes for general pathology and 
biological science. 

6 Sunbeam Road 

London NW10 6JL 

United Kingdom 

Tel: 01-965-1834 

Telex: 929476 APEX G Attn RAL 


Reliance Brooks inc. 


Chemical formulations for industrial water 
treatment and cleaning. 

3302 East 87th St. 

Cleveland, OH 44127 

United States 

Tel: (216) 883-4080 
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Sales/Branch/Distributor Offices: 

United States: 

4N 130 Wooddale Rd., Addison IL 60101 
Tel: (312) 832-2919 

Air Engineering Company, 2060 East 
McDaniel Street, Springfield MO 65804 
Tel: (417) 866-6702 

Mechanical Equipment Company, 216 
Battery Street, Burlington VT 05401 
Tel: (802) 658-1632 


Research Organics, Inc. 


Manufacturer of biochemicals in research 
quantities and in bulk for research and 
industry. 


4353 East 49th Street 

Cleveland, OH 44125 

United States 

Tel: (216) 883-8025 or (800) 321-0570 

Telex: 80-4294 SPEDEX ATL Research 
Organics 


Research Plus, inc. 


Manufacturer and distributor of peptides 
and steroids. 


P.O. Box 324 
Bayonne, NJ 07002 
United States 
Tel: (201) 823-3592 


Research Products International 
Corp. 
Liquid scintillation vials and chemicals. 


410 No. Business Center Dr. 
Mt. Prospect, IL 60056 
United States 

Tel: (312) 635-7330 

Telex: 28-2595 


RIA (UK) 


RIA diagnostic kits and components, 
immunologicals, enzymes and peptides. 


3 Manor Place 

Athenaeum Street 

Sunderland, Tyne & Wear SR1 1QX 
United Kingdom 

Tel: (0783) 51307 

Telex: 53440 CHAMCO G/RIA 


Robeco Chemicals, Inc. 


Distributor of amino acids, biochemicals 
and related products as well as other 
chemical raw materials. 

99 Park Avenue 

New York, NY 10016 

United States 

Tel: (212) 986-6410 

Telex: 23-3053 
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Roboz Surgical Instrument Co. 
Inc. 


Complete line of biological and 
histological stains and dyes for routine 
and specialized applications. 


1000 Connecticut Avenue, N.W. 
Washington, DC 20036 

United States 

Tel: (202) 393-1234 


Rockland, Inc. 
Animal fluids and tissues. 


P.O. Box 316 
Englesville Road 
Gilbertsville, PA 19525 
United States 

Tel: (215) 369-1008 


Rohm and Haas Company 


Chemicals, polymers, enzymes, 
radioimmunoassay equipment and 
supplies. 


Independence Mall West 

Philadelphia, PA 19105 

United States 

Tel: (215) 592-3000 

Telex: 845-247 

Sales/Branch/Distributor Offices: 

Canada: 

Rohm and Haas Canada Inc., 2 Manse Rd., 
West Hill, Ontario M1E 3T9 
Tel: (416) 284-4711 
Telex: 065-24126 


United Kingdom: 

Div: European Operations, Chesterfield 
House, 4th Floor, Barter Street, London 
WC1A 2TP 
Tel: 242-4455 
Telex: 24139 


United States: 

Div: Pacific Region Office, 2820 Shadelands 
Drive, Suite 210, Walnut Creek CA 94598 
Tel: (415) 932-5200 

Div: Latin American Region, Suite 1100, 
2600 Douglas Rd., Coral Gables FL 
33134 
Tel: (305) 447-3600 
Telex: 519-319 

Div: Micromedic Systems, Inc., 123 Witmer 
Rd., Horsham PA 19044 
Tel: (215) 443-3000 


Rohm and Haas (UK) Limited 


Chemicals, polymers, enzymes, 
radioimmunoassay equipment and 
supplies. e s 

Lennig House 

2 Mason's Avenue 

Croydon, Surrey CR9 3NB 

United Kingdom 

Tel: 01-686-8844 

Telex: 917266 


Róhm GmbH 


Manufacturer of reagent-grade chemicals, 
fine chemicals and enzymes. 


Div: Chemische Fabrik 
Kirschenallee 

D-6100 Darmstadt 

Federal Republic of Germany 
Tel: 06151-18-1 

Telex: 419485 rd d 


Sales/Branch/Distributor Offices: 


Australia: 
N.B. Love Starches Pty. Ltd., Braidwood 
Street, Enfield, N.S.W. 2136 


France: 
DAFA S.A.R.L., Pontault-Combault 


Italy: 

SCIB-Soc. Chimica Industriale Brescia 
S.p.A., Via Chiappa 18, 25080 S. 
Eufemia/Brescia 


The Netherlands: 
L.J. Volkers C.V., Industrieweg 1, Nieuw 
Loosdrecht 


New Zealand: 

Henry H. York & Co. Ltd., Marine Parade, 
Petone 38405 

Spain: 

Curtex S.A., Carretera del Medio 219, 
Hospitalet-Barcelona 


Switzerland: 
Ernst Sander AG, Seestrasse 359, Zürich 
8038 


United Kingdom: 
Roehm Ltd., Div: Hexoran Div., Derwent 
Street, Belper, Derbys. DE5 1WQ 


United States: 

Rohm Tech. Inc., 1270 Avenue of the 
Americas, New York NY 10020 
Tel: (212) 664-1146 


Yugoslavia: 
Hermes, Mosa Oijade Str., 61001 Ljubljana 
215-IV 


€ Röhm Pharma GmbH 


Weiterstadt 


Manufactures and markets 
pharmaceutical specialities and 
diagnostics as well as auxiliary materials 
for pharmaceutical purposes. 


Div: Industrial Products Div. 
Postfach 43 47 

D-6100 Darmstadt 1 

Federal Republic of Germany 
Tel: 0 61 51/8 77-1 

Telex: 4 19 655 rophd d 


Sales/Branch/Distributor Offices: 


Finland: 

Oy Morus AB, P.O. Box 8, 00301 Helsinki 
30 
Tel: 358 0 578300 
Telex: 124837 morus sf 


Nature 


France: 

Sempa-Chimie, 21 Rue Claude Bernard, 
B.P. 125.05, 75226 Paris Cédex 05 
Tel: 5811131 
Telex: sempa 200705 f 


Indonesia/Thailand: 

Jebsen & Jessen, Lange Mühren 8,.D-2000 
Hamburg 1, Federal Republic of Germany 
Tel: 040-301 4-1 
Telex: 02 162139 


Israel: 

Richard Wollenberger, P.O. Box 7565, Aran 
Street 16, Jerusalem 91070 
Tel: 33687 
Telex: (Cable) Riwollen 


Italy: 

Bichema Dr. Binda, Via C. Salutati 18, 
20144 Milano 
Tel: 462595 — 
Telex: 333089 bicma i 


Japan: 
Higuchi Oil Company Ltd., Eiraku Building, 
1-4-5 Marunouchi, Tokyo 100 ` 
Tel: 215-3666 
Telex: 02227183 higuti | 


Mexico: 

Helm de Mexico S.A., Protén No. 2, Parque 
Industrial Naucalpan, Naucalpan, Edo de 
Mexico 
Tel: 576-54-77 (576-55-33) 

Telex: 017-72-664 helmme 


United Kingdom: 

Dumas Chemicals (Tunbridge Wells) Ltd., 
Pantiles House, Nevill Street, Tunbridge 
Wells, Kent 
Tel: 089-3898 1 
Telex: 957224 dumas g 


United States: 

Henley & Co. Inc., 750 Third Avenue, New 
York NY 10017 
Tel: (212) 986-5544 
Telex: 232210 hnly ur 


Yugoslavia: 

Tehnoservis, P.O. Box 531, Brankova ul. 13- 
15, Beograd 
Tel: 632-955 
Telex: yuths 11566 


Etablissements Roques 


Distributor of iodides, bismuth salts and 
alkaloids. 

80 rue Ardoin 

B.P. 17 

93404 St. Ouen 

France 

Tel: 0761190 or 6061982 

Telex: 640 953 F 


A/S Rosco 


Products for antimicrobial and antifungal 
sensitivity testing, bacterial identification 
and MIC-determination. 
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Div: Diagnostics 

Taastrupgaardsvej 30 

DK-2630 Taastrup 

Denmark 

Tel: (2) 99 33 77 

Telex: 334 75 

Sales/Branch/Distributor Offices: 

Belgium: 

Continental Pharma, Div: Para-Medicale, 
Aalstraat 9-11, Brussels 1000 
Tel: (2) 5121518 
Telex: 25 113 


Finland: 

Laaketukku OY, Div: Laboratory, 
Vattuniemenkuja 1, P.O. Box 52, 00211 
Helsinki 21 
Tel: (80) 673191 
Telex: 121374 


France: 

Laboratorio Eurobio, 20 Boulevard Saint- 
Germain, 75005 Paris 
Tel: (1) 6542100 
Telex: 201236 


Italy: 

Poli Industria Chimica S.p.A., Div: 
Diagnostic, Piazza Agrippa 1, 20141 
Milano 
Tel: (2) 8448 
Telex: 320215 


The Netherlands: 

Continental Pharma N.V., Gerritsenweg 5, 
Postbus 103, Zutphen 7200 AC 
Tel: 5750-16746 
Telex: 49 356 


Norway: 

Med-Kjemi A/S, Honsveien 77, Postboks 
42, 1375 Hon 
Tel: (2) 782692 
Telex: 17215 

Spain: 

Laboratorios Substancia S.A., Poligono 
Industrial Manso Mateu s/n, Prat de 
Llobregat (Barcelona) 

Tel: (3) 3781250 
Telex: 52550 


United Kingdom: 

Gibco Bio-Cult Ltd., Washington Road, 
Abbottsinch Industrial Estate, Paisley PA3 
4ER 
Tel: (041) 887 6111 
Telex: 777 968 


Roussel Corporation 


Manufacturer of corticosteroids and 
vitamins. 


155 East 44th Street 
New York, NY 10017 
United States 

Tel: (212) 697-5820 
Telex: 423187 


Rousselot 


Photographic, pharmaceutical, edible and 
technical gelatins. 


SAN 


Div: Gelatines 

8 rue Christophe Colomb 

Paris 75008 

France 

Tel: (1) 723 55 25 

Telex: 610551 F 

Sales/Branch/Distributor Offices: 

Belgium: 

Rousselot Benelux, 123 A Chaussee de 
Charleroi-Boite 3, Brussels 1060 
Tel: 538.83.50 
Telex: 22556 RBGEL 


Federal Republic of Germany: 

Gustav Parmentier, Eichendorffstrasse 37, 
6000 Frankfurt/Main 1 
Tel: (0611) 561034/5 - 5602123 
Telex: 414157 GELAT D 


Japan: 

Pechiney Ugine Kuhlmann, Div: Chemicals 
1st Department, Yuman Building, 5,3- 
Chome, Minami-Honmachi, Higashi-ku, 
Osaka 
Tel: (06) 252-5566 
Telex: 0522 5248 PUKOSA 


United Kingdom: 

Rousselot Ltd., 10 Eastcheap, London 
EC3M 1DD 
Tel: 623.56.16 
Telex: 885671 STERGE 


United States: 

Peter Cooper Corp., The Chrysler Building, 
405 Lexington Avenue, New York NY 
10174 
Tel: (212) 883-0906 
Telex: 42.0050 ROUS UI 


Rowley Biochemical institute 


Specializes in dyes, stains and auxiliary 
reagents for histology, pathology, 
hematology and microbiology. 


Route 1 

Rowley, MA 01969 
United States 

Tel: (617) 948-2067 


Sadtler Research Laboratories 


Publisher of reference material for 
analytical chemists and spectroscopists, 
manufacturer of instrumentation and 
supplier of analytical services. 


Div: of Bio-Rad Laboratories, Inc. 
3316 Spring Garden St. 
Philadelphia, PA 19104 

United States 

Tel: (215) 382-7800 

TWX: 710-670-1186 


Sanbio b.v. 


Immunological and tissue-culture 
products. 
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SAN 


Lindestraat 7 

P.O. Box 15 

5388 HT Nistelrode (N-B) 
The Netherlands 

Tel: 04124-2102 

Telex: 37493 sanbo nl 


Sankyo Organic Chemicals Co., 
Ltd. 


Manufacturer of organotin stabilizers for 
PVC and other organotin chemicals. 


788, Kuji, Takatsu-ku 

Kawasaki-shi, Kanagawa-ken 213 

Japan 

Tel: 044-822-8151 

Sales/Branch/Distributor Offices: 

Japan: 

Div: Osaka Sales Office, Shoei Bldg., 1-12 
Awaji-cho, Higashi-ku, Osaka 541 
Tel: 06-201 -4661 

Div: Tokyo Sales Office, Nichijukin Ginza 
Bldg., 3-4-6 Ginza, Tokyo 104 
Tel: 03-563-1276 


Sartorius Filters, Inc. 
Membrane filters and related hardware. 


26575 Corporate Ave. 
Hayward, CA 94545 
United States 
Tel: (415) 887-7900 
Telex: 338-534 
Sales/Branch/ Distributor Offices: 
Canada: 
Canlab, 80 Jutland Rd., Toronto, Ontario 
M8Z 2H4 
Tel: (416) 252-5151 
Telex: 06219893 


Mexico: 

Seymsa, Velazquez De Leon No. 120, 
Mexico DF 4 
Tel: (915) 566-6615 


United States: 

241 Frontage Rd., Suite 44, Burr Ridge IL 
60521 
Tel: (312) 789-3000 

1998 Springdale Rd., Cherry Hill NJ 08003 
Tel: (609) 424-5548 

Ben Gar Enterprises, P.O. Box 364, Hato 
Rey PR 00919 
Tel: (809) 767-5209 
Telex: 345-0172 


SAS Pharmaceuticals Ltd. 


Specializes in fine biochemicals, dyes, 
pharmaceuticals and medical equipment. 


Victoria House 

Vernon Place 

London WC1B 4DF 
United Kingdom 

Tel: 01-404 5711 

Telex: 24508 SASGRP G 
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Schering Aktiengesellschaft 


Pharmaceuticals, plant protectives, 
electroplatings and industrial chemicals. 


Div: Chemistry/Pharmacy 
Müllerstrasse 170-178 

1000 Berlin 65 

Federal Republic of Germany 
Tel: 030/468-2812 

Telex: 18203-0 schd 


e Schleicher & Schuell, AG 


(Switzerland) 


Specialty products for the biologist, 
including nitrocellulose, DEAE membrane 
and diazotized media for the transfer of 
nucleic acids and proteins. Supplier of 
filter and specialty papers, glass fiber 
filters, ultra- and microfiltration 
membranes and apparatus, and products 
for chromatography. 

8714 Feldbach 

Switzerland 

Tel: 055-422212 

Telex: 845 875628 


e Schleicher & Schuell, Inc. 


(US/Canada) 


Specialty products for the biologist, 
including nitrocellulose, DEAE membrane 
and diazotized media for the transfer of 
nucleic acids and proteins. Supplier of 
filter and specialty papers, glass fiber 
filters, ultra- and microfiltration 
membranes and apparatus, and products 
for chromatography. 


543 Washington Street 
Keene, NH 03431 
United States 

Tel: (603) 352-3810 
Telex: 920492 


e Schleicher & Schull GmbH 


(Worldwide) 


Specialty products for the biologist, 
including nitrocellulose, DEAE membrane 
and diazotized media for the transfer of 
nucleic acids and proteins. Supplier of 
filter and specialty papers, glass fiber 
filters, ultra- and microfiltration 
membranes and apparatus, and products 
for chromatography. 

Postfach 4 

D-3354 Dassel 

Federal Republic of Germany 

Tel: 05564 89 95 

Telex: 841 0965632 


Sales/Branch/Distributor Offices: 


Australia: 
H.D. Scientific Supplies Pty. Ltd., 3 


Chatham Road, P.O. Box 2, Ryde, N.S.W. 


2112 
Tel: 807-4422 
Telex: 790 24367 


Austria: 

Stefan Sztatecsny GmbH & Co., KG, 
Postfach 12, Lohnergasse 3, A-1215 Wien 
Tel: 388501 
Telex: 07 5525 


Denmark: 

A.H. Allesen-Holm’s EFTF, 
Forchhammersvej 15, DK-1920 
Copenhagen 
Tel: 01 211010 
Telex: 22989 


France: 

Cera-Labo, 153 Avenue Jean Jaures, F- 
93307 Aubervilliers Cedex 
Tel: 834-0074 
Telex: 670259 


Israel: 

Tamar, Ltd., 5 Harlap Street, P.O. Box 
9293, Jerusalem 
Tel: 02-537052 
Telex: 922 25445 


Italy: 

W. Pabisch S.p.A., Casella Postale 1180, 
Via Fogazzoro n. 36, |-20135 Milano 
Tel: 02 5491 
Telex: 321219 


Japan: 

Hansen & Company Ltd., P.O. Box 331, 
Kobe 651 
Tel: 078 251-3911 
Telex: 05623-146 


The Netherlands: 

H.C.J. Huikeshoven bv, Postbus 181, NL- 
4000 A.D. Tiel 
Tel: 03445/1441 
Telex: 47474 


Sweden: 

Scan-Agent, Box 15006, 16115 Bromma 15 
Tel: 08/801217 
Telex: 17312 


United Kingdom: 

Anderman & Company, Ltd., Central 
Avenue, East Molesey, Surrey KT8 0QZ 
Tel: 019798112/3 and 0508 
Telex: 928569 


Scientific Polymer Products, 
Inc. 


Research-grade polymers. 
6265 Dean Parkway 
Ontario, NY 14519 
United States 
Tel: (716) 265-0413 


Scientific Protein Laboratories, 
Inc. 


Bulk manufacturing of animal-derived 
biologicals. 

P.O. Box 158 

Waunakee, WI 53597 

United States 

Tel: (608) 241-5455 

Telex: 26-5479 


Nature 


Scientific Specialties Service, 
Inc. 


Medical and industrial laboratory 
containments and filtering supplies. 


P.O. Box 352 
Randallstown, MD 21133 
United States 

Tel: (301) 962-0512 


Scott Environmental 
Technology, Inc. 


Producer of specialty gases 
encompassing high purity research gases, 
calibration gas standards and gas _ 
mixtures and related gas handling 
equipment and accessory products. 
Provides research, testing and 
measurement services relating to air 
pollution ranging from consulting services 
to the desigh, fabrication, installation and 
maintenance of continuous monitoring 
installations. 


Route 611 

Plumsteadville, PA 18949 

United States 

Tel: (215) 766-8861 l 

Sales/Branch/Distributor Offices: 

United States: 

Div: Specialty Gas Div. & Environmental 
Services Div., 2600 Cajon Boulevard, San 
Bernardino CA 92411 
Tet: (714) 887-2571 

Div: Specialty Gas Div., 1290 Combermere 
Street, Troy MI 48084 
Tel: (813) 589-2950 


Senn Chemicals 


Production of biologicals and fine 
chemicals, mainly carbohydrates, amino 
acids and peptides. 


Ruchwiesenstrasse 6 
Postfach 267 . 
CH-8157 Dielsdorf 

- Switzerland 

Tel: 01-8531835 
Telex: 58786: 


The Separations Group (Vydac) 


Manufacturers of Vydac, separation 
materials for HPLC and solid substrate 
for DNA synthesis. 


P.O. Box 867 

16640 Spruce St. 
Hesperia, CÀ 92345 
United States 

Tel: (714) 244-6107 


Sequemat Inc. 


Peptide and protein synthesis and 
sequence analysis products and 
equipment and oligonucleotide synthesis 
products. 
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109 School Street 
Watertown, MA 02172 
United States 

Tel: (617) 923-1085 


e Seragen Incorporated 


‘Developers and manufacturers of 
immunological products and reagents for 
research and development. 

Div: Applied Immunology 

54 Clayton Street’ 

Boston, MA 02122 

United States 

Tel: (617) 265-6004 


Sera-Lab Ltd. 


Sera, antisera and monoclonal antibodies. 


Hophurst Lane 

Crawleydown 

W. Sussex RH10 4FF 

United Kingdom 

Tel: (0342) 716366 

Telex: 95317 SERLAB G 

Sales/Branch/ Distributor Offices: 

Australia/New Zealand: 

Commonwealth Serum Laboratories, 45 
Poplar Road, Parkville, Victoria 3052, 
Australia 
"Tel: 010 6133891911 
Telex: AA 32789 Serums 


Belgium: : 

Polylab PVBA, Postbus 116, B-2060 
Merksem 
Tel: 010 32 31 46 55 11 
Telex: 72244 Pollab B 


Canada: 


Cedarlane Laboratories, 5516-8th Line, R.R. 


2, Hornby, Ontario LOP 1EO 
Tel: (416) 878-7800 
Telex: 0698 22/32: Sablon OKVL CA 


Denmark: 

Struers K/S, Div: Department K, Valhois 
Alle 176, DK-2610 Rodovre 
Tel: 010 45 1 70 80 90 
Telex: 196 258 Strur DK 


Federal Republic of Germany: 

Camon Labor-Service GmbH, Beasweg 1, 
D-6200 Wiesbaden 
Tel: 010 49 61 21 405660 
Telex: 4186955 Camo D 


Israel: 

Maagar Scientific Services Ltd., 30 Zirelson 
Street, P.O.B. 21595, Tel-Aviv 
Tel: 010 972 3 455 440 
Telex: 341667 Attn: Hotsys 


Japan: 

Kureha Chemical Industry Co. Ltd., 1-8 
Horidome-Cho, Nihonbashi, Chuo-ku, 
Tokyo 103 
Tel: 010 813 662 9611 
Telex: 2522 736 Kureha J 
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The Netherlands: 

Sanbio Ltd., P.O. Box 15, NL-5388 HT 
Nistelrode (N. Br.) 
Tel: 010 31 4124 2102 
Telex: 37493 Sand 


Sweden: 

AB Kemila-Preparat, Box 27023, 10251 
Stockholm 27 
Tel: 010 468 63 14 70 
Telex: 10645 Kemilab S 


United States: 

Accurate Chemical & Scientific Corporation, 
300 Shames Drive, Westbury NY 11590 
Tel: (516) 433-4900 
Telex: 144617 Accuchem Wery 


Serdary Research Labs, Inc. 
` Lipid field biochemicals. 


1643 Kathryn Drive 
London, Ontario N6G 2R7 
Ganada 
Tel: (519) 434-4419 
Sales/Branch/Distributor Offices: 
Federal Republic of Germany: 
SERVA Feinbiochemica GmbH, Carl-Benz- 
. Str. 7, Postfach 105260, D-6900 
" Heidelberg 1 
Tel: 49 6221 5020 
Telex: 0-461-709 


France: 

Laboratoire Eurobio, 20 Bd. Saint-Germain, 
Paris 75006 
Tel: 325.20.33 
Telex: 201236 F 


Japan: 

Funakoshi Pharmaceutical Co., 2-3 
Surugadai, Kanda, Chiyoda-Ku, Tokyo 
Tel: 03-293-2341 
Telex: J28489 FUNA 


e Serono Diagnostics 


Diagnostic RIA kits and reagents for 
hormone assays and hormone assay 
services--human and veterinary (in UK 
only). 

Div: Diagnostic 

Hypolab S.A. 

1261 Chavannes-de-Bogis 

Switzerland 

Tel: 022/76 44 31 

Telex: 28284 

Sales/Branch/Distributor Offices: 

Argentina: 

Serono Argentina S.A., Calle Cuba 1833, 
1428 Buenos Aires 
"Tel: 91/758 7784 


Federal Republic of Germany: 

Serono Pharmaz Praparate GmbH, 
Merzhauserstrasse 134, 7800 Freiburg 
Tel: 761/40 50 84 
Telex: 772.14.15 
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Israel: 

Medipharm Ltd., Div: Diagnostic, Lewin 
Epstein Street 20, Rehovot 
Tel: 54/58061 
Telex: 31963 


Italy: MEN 

Biodata SpA, Viale Tunisia 50, 20124 Milan 
Tel: 2/657 5341 
Telex: 334101 


Japan: l 

Serono Japan Co. Ltd., 2 Kyoei Kogyo Bldg. 
8F, 22-2 Shinsen Cho, Shibuya-ku, Tokyo 
Tel: 419 1281 
Telex: 0242 2339 


United Kingdom: 

Serono Laboratories (UK) Ltd., Div: 
Diagnostic, 2 Tewin Court, Welwyn 
Garden City, Hertfordshire AL7 1AU 
Tel: 07073-31972 
Telex: 881 2831 


United States: 

Serono Labs. Inc., 11 Brooks Drive, 
Braintree MA 02184 ` 
Tel: (617) 848-8404 
Telex: 95 16 22 


€ SERVA Feinbiochemica GmbH 


Fine biochemicals for industrial and 
scientific laboratory use; products for 
chromatography, dialysis and 
electrophoresis. ` 

P.O. Box 105260 

Carl-Benz-Str. 7 

D-6900 Heidelberg 1 

Federal Republic of Germany 

Tel: 49 6221 5020 

Telex: 461 709 

Sales/Branch/Distributor Offices: 

France: 

Tebu France S.A.R.L., 4 rue Jean Houdon, 
7800 Versailles 
Tel: 9534630 
Telex: 698622 


Italy: . 

Prodotti Gianni S.r.l', Via Mecenate 30/14, 
20138 Milano 
Tel: (02) 5097 
Telex: 311 130 

Japan: 

Maruzen Oil Ltd., 6-1-20 Akasaka, Minato- 
Ku, Tokyo 107 
Tel: (03) 588-9611 
Telex: 242-2511 


United Kingdom: 

Uniscience Ltd., Uniscience House, 8 Jesus 
Lane, Cambridge CB5 8EA 
Tel: (0223) 64623 
Telex: 817698 


United States: 

SERVA Fine Biochemicals Inc., P.O. Box A, 
18 Villa Place, Garden City Park NY 
11040 
Tel: (B16) 294-0151 
TWX: 510 222 5627 
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Seward Laboratory 


Manufacturer of clinical laboratory 
diagnostic kits and reagents. 

Div: Medical Div. 

UAC House 

Blackfriars Rd. 

London GEI 9UG 

United Kingdom 

Tel: 01-261-1050 

Telex: 919021 


Shandon Southern Products 
Histology/cytology, biochemistry and 
HPLC. : 


Chadwick Rd. 

Astmoor 

Runcorn, Cheshire 

United Kingdom 

Tel: 09285-6661 1 

Telex: 627706 

Sales/Branch/Distributor Offices: 

Federal Republic of Germany: 

Shandon GmbH, Karl Von Drais Strasse 18, 
Postfach 50-10-29, 6000 Frankfurt 
Tel: 0611 541065 
Telex: 4-16358 


France: 

Shandon France, Parc de Bellavues, 
Cheminou Parc 95610, Eragny 
Tel: 010-331-0371200 
Telex: 204213 F 


United States: 

Shandon Southern Inc., 515 Broad St., 
Sewickley PA 15143 
Tel: (412) 741-8400 
Telex: 86-6200 


Sigma Chemical Company 


Special chemicals, biochemicals, organic 
and inorganic chemicals, and chemical 
reagents. 


P.O. Box 14508 

St. Louis, MO 63178 

United States 

Tel: (314) 771-5750 

TWX: 910-761-0593 

Sales/Branch/Distributor Offices: 

Federal Republic of Germany: 

Sigma Chemie GmbH München, AM 
Bahnsteig 7, Taufkirchen D-8028 
Tel: 089/6 12 10 69 
Telex: 528252 (Sigma D) 


United Kingdom: 

Sigma London Chemical Co., Ltd., Fancy 
Road, Poole, Dorset BH17 7NH 
Tel: 0202-733114 
Telex: 418242 (Sigmal G) 


Signo Trading international Ltd. 


Distributor of pharmaceuticals, chemicals, 
veterinary surgical instruments and animal 
feed. 


208 S. 14th Avenue 

Mt. Vernon, NY 10550 
United States 

Tel: (914) 667-6303 

Telex: 640066 Signochem A 


SmithKiine Instrument Co. Ltd. 


Diagnostic reagent manufacturers and 
Suppliers. 

Div: Diagnostics Div. 

Ridgeway 

Welwyn Garden City, Herts AL7 2AA 

United Kingdom 

Tel: 07073-27414 

Telex: (851) 261347 

Sales/Branch/Distributor Offices: 

Australia: 

SmithKline Instrument Company, Div: 
Diagnostics Div., P.O. Box 89, Brookvale, 
New South Wales 2100 
Tel: (2) 451-5211 


Austria: 
SmithKline Instruments GmbH, Div: 
Diagnostics Div., 54 Haizingergasse, 
Vienna 1180 
Tel: (0222) 34 65 21 


Canada: 
SmithKline Instruments Canada Ltd., Div: 
Diagnostics Div., 300 Laurentian 
Boulevard, Montreal, Quebec 
Tel: (514) 747-6565 


Italy: 

SmithKline Diagnostici, Via G. De Vittorio 
32, 20094 Corsico (Milano) 
Tel: 440-3151 


United States: 

SmithKline Instruments Inc., Div: Diagnostics 
Div., 880 West Maude Ave., Sunnyvale 
CA 94086 
Tel: (408) 732-6000 
TWX: 910 339 9226 


Société Chimique Pointet 
Girard-Réactifs RAL 


Production of biological dyes and stains. 


35 Avenue Jean-Jaurés 
Villeneuve la Garenne 92390 
France 

Tel: 798 17 17 

Telex: 610 719 


@ South American Primates, Inc. 


Provides South American monkeys for 
laboratory use. 

P.O. Box 970768 

18694 SW 105th Place 

Miami, FL 33197 

United States 

Tel: (805) 233-6422 

Telex: (Cable) SA PRIMATES 
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Spectra-Physics, Inc. 


Analytical instrumentation, liquid and gas 
chromatography. 
Div: Autolab 
3333 North First Street 
San Jose, CA 95134 
United States 
Tel: (408) 946-6080 
Sales/Branch/Distributor Offices: 
Federal Republic of Germany: 
Spectra-Physics GmbH, Div: Autolab, 
Siemensstrasse 20, D-61 Darmstadt- 
Kranichstein 
Tel: 49-06151-708-0 
Telex: 0419471 


United States: 

Div: Autolab, 1250 Middlefield Road, 
Mountain View CA 94042 
Tel: (415) 961-2550 
Telex: 34-8488 

Div: Autolab, 366 South Randolphville Road, 
Piscataway NJ 08854 
Tel: (201) 981-0390: 
TWX: 710-997-9506 

Div: Autolab, 5201 Mitchelldale, Suite A-12, 
Houston TX 77092 
Tel: (713) 688-9886 
TWX: 910-B81-6243 
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Spectrum Medical ind., Inc. 
Dialysis membrane tubing. 


60916 Terminal Annex 
Los Angeles, CA 90054 
United States l 
Tel: (213) 323-1120 


Sterile Systems Inc. 


Tissue culture products with an emphasis 
on "defined" sera and erythropoietin. 
P.O. Box 3B7 j 
. Logan, UT 84321 
United States 
Tel: (800) 453-2452 


Stohler Isotope Chemicals, Inc. 


Deuterated NMR solvents, NMR tubes, 
chart paper and accessories; stable 
isotope compounds of deuterium, carbon- 
13, nitrogen-15, oxygen-18. 

33 Jones Road 

Waltham, MA 02154 

United States 

Tel: (617) 891-1827 

Sales/Branch/Distributor Offices: 

United States: 

P.O. Box 399, Azusa CA 91702 
Tel: (213) 331-0213 

92 Beckwith Place, Rutherford NJ 07070 
Tel: (201) 935-0466 
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Structure Probe, Inc. 


Supplier of consumable supply and small 
instrument items for electron microscope 
laboratories. An independent laboratory 
service, providing electron microscopy 
services. | 

Div: SP! Supplies 

P.O. Box 342 

535 E. Gay St... 

West Chester, PA 19380 

United States 

Tal: (215) 436-5400 or (800) 345-8148 

Telex: 835367 ` 

Sales/Branch/Distributor Offices: 

Canada: ` 

3300 Yonge St., Suite 201, Toronto, Ontario 
MAN 3M9 
Tel: (416) 484-6404 


United States: 

Div: Analytical Services Div., 1109 Main St., 
Suite 305, Bridgeport CT 06604 
Tel: (203) 333-5400 

Div: Analytical Services Div., 230 Forrest 
St., Metuchen NJ 08840 
Tel: (201) 549-9350 


Supelco, Inc. 


Manufacturer of HPLC/gas 
chromatography supplies and 
accessories; chemical standards. 


Supelco Park 
Bellefonte, PA 16823 
United States 
Tel: (814) 359-2732 
TWX: 510-670-3600 
Saies/Branch/Distributor Offices: 
Switzerland: 
Supelco, S.A., Rte. De Celigny 3, 1299 
Crans 
Tal: 022-76-31-10 
Telex: 289980 


United States: 

Div: Branch Office, 3110 Forest Oaks Drive, 
Suite 250, P.O. Box 87607, Houston TX 
77017 — 

Tel: (713) 947-8640 


SynChrom, Inc. 


Bonded phase supports for HPLC of 
proteins and other water-soluble 
polymers. 

P.O. Box 110 

Linden, IN 47955 

United States 

Tel: (317) 339-4668 


Syndel Laboratories Ltd. 


Scintillation chemicals and fish 
biochemicals. 
8879 Selkirk ‘Street 
Vancouver, BC V6P 4J6 
Canada 
Tal: (604) 266-7131 
Telex: 04507726 SYNDEL VCR 


TAG 


Sales/Branch/Distributor Offices: 

United Kingdom: 

Syndel Laboratories (U.K.) Ltd., Jidenco 
House, Vale Road, Windsor, Berkshire 
SL4 5JW 
Tel: 07535-60345 
Telex: 847046 JIDMAC G 


6e Taab Enterprises 


Suppliers of chemicals and equipment for 
electron microscopy. 

52 Kidmore End Road 

Emmer Green 

Reading, Berkshire RG4 8SE 

United Kingdom 

Tel: 0734 475388 


e Tago, Inc. 


Produces immunodiagnostic reagents, 
specializing in affinity purified antibodies, 
conjugated with fluorochromes, enzymes 
and biotin. 


One Edwards Court 
Burlingame, CA 94010 
United States 
Tel:.(415} 342-8991 
Telex: 278-517 (TAGO UR) 
Sales/Branch/Distributor Offices: 
Australia: 
General Diagnostics, Box M187 Sydney 
Mail Exchange, Sydney 
Tel: 555-7722/524-0411 


Federal Republic of Germany: 

Medac GmbH, Fenlandtstrasse 3, Hamburg 
2000 
Tel: 040-3 59 08 51 


Hong. Kong: 
Wenlin Co., Div: Scientific Products Div., 56 
Wing Lok St., 3rd Floor, Hong Kong 


Japan: 

Maruzen Oil Ltd., 1-20 6-chome, Akasaka, 
Minato-Ku, Tokyo 107 
Tel: (03) 588-9611 
Telex: 242-2511 


The Netherlands: 

Sanbio, Postbus 15, Nistelrode 5388 HT 
Tel: 04124-2102 
Telex: 37493 sanb nl 


New Zealand: 

Biotek Supplies, P.O. Box 14-323 Panmure, 
Auckland 
Tel: 576-413 


South Africa: 

Omnilabor (Pty.) Ltd., P.O. Box 565, 
Hoodeport 
Tel: 763-4319 

Spain: 

C.H. Boehringer Sohn Ingelheim S.A.E., 
Pablo Alcouar 3, Barcelona 
Tel: 203 19 51 


Switzerland: 

Wolf Brandenberger AG, P.O. Box 164, 
Zurich 8029 
Tel: 01-53 90 44 
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United Kingdom: 
TCS, 10 Henry Road, Slough SLi 2Q) 
Tel: Slough 36068 


Taylor Chemicals, Inc. 


Manufacturers of test kits and related 
reagents for use in the analysis of 
potable, waste, cooling tower, boiler and 
recreational waters. 


7300 York Road 
Baltimore, MD 21204 
United States 

Tel: (301) 823-1573 


Teklad Test Diets 


Manufactures custom research diets for 
laboratory animals and supplies 
ingredients, vitamin and mineral mixtures, 
vitamins and amino acids to researchers 
who prepare their own lab animal diets. 


P.O. Box 4220 
Madison, WI 53711 
United States 

Tel: (608) 274-9008 


Tenneco Organics Ltd. 
Industrial biocides. 

Div: Biocides Group 

Rockingham Works 

Avonmouth, Bristol BS11 OYT 

United Kingdom 

Tel: Avonmouth (0272) 82361 1 

Telex: 449201 


Thermo Electron Corporation 


Quantitation of N-nitroso compounds and 
of nitrogen compounds. 


Div: Analytical Instruments Div. 

125 Second Ave. 

Waltham, MA 02254 

United States 

Tel: (617) 890-8700, ext 226 

Telex: 92-3473 

Sales/Branch/Distributor Offices: 

Argentina: 

Inaltron S.A., Attn: Adolfo del Casal, 
Avenida Elcano 3030, 1426 Buenos Aires 
Tel: (011) 54-1-784-5293 
Telex: (390) 9900 BOOTH 


Federal Republic of Germany: 

Van Hengel Instrumente GmbH, 
Baiertalerstrasse 24-26, 6908 Wiesloch 
Tel: (06222) 51075 
Telex: 466087 


Japan: 

Shimadzu Corporation, Div: International 
Marketing Div., P.O. Box 209 Shinjuku 
Mitsui Bldg., 1-1 Nishinjuku 2-chome, 
Shinjuku-ku, Tokyo 160 
Tel: (03)346-5641 
Telex: 0232-3291 
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The Netherlands: 

Van Hengel Instruments BV, Heer Baan 
220, 4817 Breda 
Tel: (076) 876250 
Telex: 54496 


Switzerland: 

Spectronex AG, P.O. Box 1061, Basel CH- 
4002 
Tel: 061-473853 
Telex: 63113 


United Kingdom: 

Eberline instruments Corp. Ltd., Church 
Street, Dorking, Surrey RH4 1DQ 
Tel: 011-44-306-87836 
Telex: 851-859418 


Tidewater Biologicals 

Incorporated 
Bacteriological culture media. 

115 Tilden Avenue 

P.O. Box 1272 

Chesapeake, VA 23320 

United States 

Tel: (804) 547-7194 


@ Tissue Culture Services Ltd. 


Blood and serum products. Ready- 
prepared bactericiogica) media, 


serological reagents, antisera and lectins. 


10 Henry Road 

Slough, Berkshire SL1 2QL 
United Kingdom 

Tel: 0753-36068 

Telex: 848443 


Trans Wortd Chemicals, Inc. 
Fine organic and biochemicals. 


P.O. Box 4173 
Washington, DC 20015 
United States 

Tel: (301) 949-1121 


Tridom Chemical Inc. 


Exclusive USA distributor for Fluka AG, 
Buchs, Switzerland and for most 
European suppliers of fine and research 
chemicals and biochemicals. 


255 Oser Ave. 
Hauppauge, NY 11787 
United States 

Tel: (516) 273-0110 
Telex: 967807 


Triton Instruments Ltd. 


Consultants on and suppliers of 
microscopes, accessories and equipment 
for tight microscopy. 

16 Maristow Street 

Westbury, Wiltshire BA13 3DN 

United Kingdom 

Tel: 0373-8641 79 


@ UCB-Bioproducts 
Provides hormones and antibodies, 
proteins, peptide synthesis reagents. 


68 rue Berkendael 
Bruxelles B-1060 
Belgium 

Tel: 2/343.01.17 
Telex: 23688 


Sales/Branch/Distributor Offices: 


Australia: 

Australian Laboratory Services, Box 193, 
Rockdale N.S.W. 2216 
Tel: 58 52 58 (Sidney) 
Telex: 25758 


Finland: 

Oy Clinical Laboratory Consultation, Box 
132, Helsinki 00251 
Tel: 3580 8030 154 


France: 

Societe Commerciale UCB, 55 rue de la 
Boetie, Paris F-75008 
Tel: 1 563 05 33 
Telex: 280 142 ` 


Greece: 

Agmartin, 80 Karaiskou Street, Piraeus 
‘Tal: 4170 629 
Telex: 214 635 


Italy: 

Addital, via Monte di Pieta 1/A, Milano l- 
20121 
Tel: 872 006 
Telex: 332501 


Japan: 

Mitsubishi Petrochemical Co., 5-2 
` Marunouchi 2-Chome, Chiyoda-Ku, 
Tokyo 100 
Tel: 283-5501 
Telex: 222 3172. 

Yoshizawa Consultant Co., 14-2 1-Chome, 
Nihonbashi-Honcho, Chuo-Ku, Tokyo 103 
Tel: 03 241-5833-5834 
Telex: 222 B474 . 


The Netherlands: 

Hicol B.V., Rontgenstraat 18, Oud- 
Beijerland 3261 LK 
Tel: 318604822 : 
Telex: 21676 


Norway: 
Einar D. Fineide A/S, Karlstadgstreet 8, 
'" Oslo 5 
- Tel: 35 14 GO 
Telex: 18930 


Sweden: 

Marwell AB, Kyrbacken 27, Soina 17150 
Tel: 08 838281 - 
Telex: 14345 


Switzerland: 

Assay AG, Zeughausgasse 7A, Zug 6300 
Tel: 042 2113 7374 
Telex: 65118 

Rudolf Streuli AG, Utoquai 29, Zurich 8052 
Tel: 01 472340 : 
Telex: 53976 
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United Kingdom: 

RIA, 3 Manor Place, Athenaeum Street, 
Sunderland SR1 1QX 
Tel: 783 51 307 
Telex: 53440 


United States: 

Cal-Med, P.O. Box 2303, 360 Swift Avenue, 
South San Francisco CA 94080 
Tel: (415) 952-4940 
Telex: 172523 


Uniscience Ltd. 


Molecular biology, clinical chemistry 
reagents, chromatography, immunology, 
RIA and ELISA. 


Uniscience House 

8 Jesus Lane 
Cambridge CB5 8BA 
United Kingdom 

Tel: (0223) 64623/4 
Telex: 817698 


United States Biochemical 
Corporation 


Offers a wide range of amino acids and 
derivatives, nucleic acids, nucleotides, 
coenzymes, enzymes, vitamins, buffers 
and carbohydrates. 


P.O. Box 22400 

Cleveland, OH 44122 

United States 

Tel: (216) 663-0330 

Telex: 980718 

Sales/Branch/Distributor Offices: 

France: 

Touzart & Matignon, 8 rue Eugene Henaff, 
Vitry sur Seine 94400 l 
Telex: 204132 


Sweden: 
Kebo AB, Spanga S-163 91 
Telex: 11362 


. Universal Biologicals Ltd. 


Supplier of off-the-shelf, high-quality ` 
biochemicals specializing in peptides and 
associated products. 


Div: Sub. of Uniscience Ltd. 
Uniscience House 

8/9 Jesus Lane 

Cambridge CB5 BBA 
United Kingdom 

Tel: 0223 04623/4 312932 
Telex: 817698 


Universal Scientific, Inc. 


Chromatography specialists, HPLC, CC, 
GLC, TLC, capillary GLC bonded 
adsorbents, adsorbents of highest purity, 
Woelm adsorbents. Manufacturer of 
disposable pipet tips, columns for all 
forms of chromatography septums, 
syringes and purifiers. 
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2070 Peachtree industrial Court 
Suite 101 

Atlanta, GA 30341 

United States 

Tet: (404) 455-1140 

TWX: 810-757-4202 


University Micro Reference 
Laboratory, Inc. 
Preparation of bacterial cultures. 


7885 Jackson Road 

Suito 4 

Ann Arbor, MI 48103 
United States 

Tel: (313) 426-5052 


University of Alabama 


Provides large quantities of suspension- 
cultured cells or products produced by 
these cells. 


Div: Ceil Culture Center 

University of Alabama in Birmingham 
Medical Center 

Birmingham, AL 35294 

United States 

Tel: (205) 934-2516 


Upjohn Diagnostics 


Diagnostic products and research 
chemicals. 


Div: of the Upjohn Co. 

7000 Portage Rd. 

Kalamazoo, MI 49001 

United States 

Tet: (616) 385-7111 
Telex: 224 401 UPJOHN OFC KMZ 


US Services Inc. 
(Prochem/lIsotopes) 
Stable isotope manufacturers. 


19 Ox Bow Lane 
Summit, NJ 07901 
United States 
Tel: (201) 273-0440 
Telex: 138830 ENGSLS 
Sales/Branch/Distributor Offices: 
United States: 
Prochem/Isotopes, Los Angeles CA 
Tel: (213) 385-2630 
Telex: 138830 ENGSLS 
Prochem/Isotopes, Chicago IL 
Tel: (312) 876-0879 
Telex: 138830 ENGSLS 
Prochem/Isotopes, Houston TX 
Tel: (713) 759-9157 
Telex: 138830 ENGSLS 


Varian Associates Inc. 


Manufacturer of laboratory instruments, 
accessories, and operating supplies. 


VEC 


Div: Instrument Group 
611 Hansen Way 
Palo Alto, CA 94303 
United States 

Tel: (415) 493-4000 
Telex: 34-8476 


Sales/Branch/Distributor Offices: 


Australia: 

Varian Pty. Ltd., 679 Springvale Road, 
Springvale, Victoria 3171 
Tel: 560-7133 
Telex: 790-31-229 


Brazil: 

Varian Industria e Comercio Ltda., Avenida 
Dr. Cardoso de Melo 1644, Sao Paulo 
GEP 04548 
Tel: 240-1622 
Telex: 24314 


Canada: 

Varian Canada, Inc., 45 River Drive, 
Georgetown, Ontario L7G 2J4 
Tel: (416) 457-4130 
Telex: 068-7502 


Japan: 

Analytica Corporation, 3rd Matsuda Bldg., 
2-2-6 Ohkubo, Shinjuku-ku, Tokyo 160 
Tel: (03) 204-1211 
Telex: J26471 


Mexico: 

Varian S.A., Francisco Petrarca 326, Mexico 
D.F. 5 
Tel: (905) 545-4077 
Telex: 177-4410 


Switzerland: 

Varian AG, Steinhauserstrasse, CH-6300 
Zug 
Tel: 23 25 75 
Telex: 845-78841 


Vector Laboratories, Inc. 


Manufacturer of lectins, lectin conjugates, 
avidin and avidin conjugates, biotinylated 
antibodies, biotinylated enzymes and 
other biotin/avidin system reagents. 


1429 Rollins Rd. 
Burlingame, CA 94010 
United States 

Tel: (415) 348-3737 

Telex: 172156 Vector Brgm 


Sales/Branch/Distributor Offices: 


Benelux: 

Brunschwig Chemie B.V., Butaanweg 8, 
Postbus 70213, 1007 KE Amsterdam, The 
Netherlands 
Tek: 020-11 31 33 
Telex: 13189 Brun NL 


Canada: 

Cedarlane Laboratories, 5516 8th Line, 
R.R.2, Hornby, Ontario LOP 1EO 
Tel: (416) 878-7800 
Telex: 0698-22-32 SABLON OKVL 
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Denmark: 

Struers K/S, Valhois Alle 176, DK-2610 
Rodovre/Copenhagen 
Tel: + 45 1 70 8090 
Telex: 19625 


Federal Republic of Germany: 
Atlanta/Serva, Postfach 105260, D-6900 
Heidelberg 1 
Tel: 06221/10030 
Telex: 0461709 Serva 


France: 

Institut Pasteur Production, 3 Bd. Raymond 
Poincare, B.P.3, 92430 Marnes-la- 
Coquette 
Tel: 741 79-33 
Telex: 200 464 


Italy: 

Labtek S.r.l., Viale italia 12, 20094 
Corsico/Milan 
Tel: 440 6309 
Telex: 333465 Traduc | 


Japan: 

Funakoshi Pharmaceutical Co., 2-3 
Surugadai, Kanda, Chiyoda-Ku, Tokyo 
Tel: (03) 293-2341 
Telex: J28489 Funa 


Sweden: 

AB Kemila-Preparat, Box 27023, 102 51 
Stockholm 27 
Tel: 08-631470 
Telex: 10645 Kemilab S 


United Kingdom: 

BDH Chemicals, Ltd., Broom Road, Poole 
BH12 4NN 
Tel: 0202 Parkstone 745520 
Telex: 41186 Tetra-G 

Sera-Lab, Ltd., Hophurst Lane, 
Crawleydown, W. Sussex RH10 4FF 
Tel: (0342) 716366 
Telex: 95317 Serlab G 


Vega Biochemicals 


Synthesis of bioactive peptides and 
polynucleotides, reagents for synthesis of 
same. Automated synthesis machines, 
synthesis of enzyme substrates, custom 
synthesis of peptides, polynucleotides and 
enzyme substrates. 


Div: of Vega Biotechnologies, Inc. 
P.O. Box 11648 

Tucson, AZ 85734 

United States 

Tel: (800) 528-4882 

Telex: 165511 (VEGABIO) 


Vitek Systems, Inc. 


Producer of an automated instrument for 
the microbiology laboratory for rapid and 
automatic microbial detection, 
identification, and susceptibility testing 
with minimal sample handling. 
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Div: Sub. of McDonnell-Douglas 

595 Anglum Drive 

Hazelwood, MO 63042 

United States 

Tel: (800) 325-1598 

Telex: 44857 MCDLDGLS STL E301 


William R. Warner & Co. Ltd. 


Reagents and instruments applicable to 
diagnostic procedures. 


Div: General Diagnostics 

Trafalgar Close, Chandler’s Ford 

Eastleigh, Hants. SO5 3BW 

United Kingdom 

Tel: (042-15) 63123 

Telex: 851 47226 

Sales/Branch/Distributor Offices: 

The Netherlands: 

B.V. Substantia, Div: General Diagnostics, 
P.O. Box 8166, 1005 AD Amsterdam 
Tel: 31-20-119605 
Telex: 844 13252 


South Africa: 

Chamberlains (Pty.) Ltd., Div: General 
Diagnostics, P.O. Box 1718, Cape Town 
8000 
Tel: 27-21-212250 
Telex: 960 5727523 


Sweden: 

Warner-Lambert Scandinavia AB, Div: 
General Diagnostics, Box 6017, S-400 60 
Gothenburg 
Tel: 46-31-801765 
Telex: 854 21744 


Waters Associates, Inc. 


Develops, manufactures and markets a 
broad line of high-performance liquid 
chromatographic instrumentation, 
accessories and supplies. ` 


Div: Sub. of Millipore Corporation 
34 Maple Street 

Milford, MA 01757 

United States 

Tel: (617) 478-2000 


The Wellcome Foundation Ltd. 


Medical and veterinary pharmaceuticals 
and fine chemicals, including medicines, 
vaccines, laboratory reagents and 
insecticides for use in agriculture, industry 
and the home. 


P.O. Box 129 
183 Euston Road 
London NW1 2BP 
United Kingdom 
Tel: 01-387-4477 
Telex: 22280 
Sales/Branch/ Distributor Offices: 
Australia: 
Wellcome Australia Ltd., P.O. Box 12, 
Concord, NSW 2137 
Tel: 736-91 11 
Telex: 22185 


Brazil: 

Laboratórios Wellcome S.A., Caixa Postal 
503, 06700 Cotia, Sao Paulo 
Tel: 492.3155 
Telex: 33674 


Canada: 

Burroughs Wellcome Inc., P.O. Box 500, 
Lachine, Quebec H8H 381 
Tel: (514) 366-9211 
Telex: MONTREAL 055-661 41 


Federal Republic of Germany: 

Deutsche Wellcome GmbH, Postfach 109, 
3006 Burgwedel 1 
Tel: (05139) 3001 
Telex: 922799 


France: 

Laboratoires Wellcome S.A., 159 rue 
Nationale, 75640 Paris Cedex 13 
Tel: 585.04.60 and 584.60.10 
Telex: 204276 

India: 

Burroughs Wellcome & Co. (India) Private 
Ltd., P.O. Box 290, Bombay 1-BR 
Tel: 255136/7/8 
Telex: 011-6009 WIND 


Japan: 

Nippon Wellcome K.K., 24-13 Nishijuku, 
Minoo, Osaka 
Tel: (0727) 29-1571 
Telex: 05324 132 


Nigeria: 

Wellcome Nigeria Ltd., Private Mail Bag 
21099, Ikeja 
Tel: Lagos 931615, 931680, 931665, 
931856, 932671 
Telex: (Cable) TABLOID LAGOS 
NIGERIA 


United Kingdom: 

Div: Wellcome Medical Div., Crewe Hall, 
Crewe, Cheshire CW1 1UB 
Tel: 0270-583151 
Telex: 36348 


United States: 

Burroughs Wellcome Co., 3030 Cornwallis 
Road, Research Triangle Park NC 27709 
Tel: (919) 541-9090 
TWX: 51092 70915 


Wellcome Reagents Limited 
Medical laboratory diagnostic reagents. 


299-303 Hither Green Lane 

London SE13 6TL 

United Kingdom 

Tel: 697-5311 

Telex: WELLCO-G 896113 

Sales/Branch/Distributor Offices: 

Australia: 

Wellcome Australasia Limited, Div: 
Wellcome Reagents Div., P.O. Box 100, 
Beaconsfield, N.S.W. 2015 
Telex: WELROS 25927 


Belgium: 

NV Wellcome SA, Industriezone 3, 9440 
Erembodegem 
Telex: 12451 WELLC B 
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Federal Repubiic of Germany: 

Deutsche Wellcome GmbH, Div: 
Labordiagnostika, Postfach 109, D-3006 
Burgwedel 1 
Telex: 922799 WELCO D 


France: 

Laboratoires Wellcome SA, Div: Divisione 
Reactifs, 159 rue Nationale, 75640 Paris, 
Cedex 13 
Telex: 204276 TABLOID F 


Italy: 

Wellcome Italia SpA, Dlv: Divisione 
Diagnostici, Casella Postale 10052, 00100 
Home l 
Telex: 611009 WELLC | 


The Netherlands: 

Wellcome Nederland BV, ijsselmeeriaan 2, 
1382 JT Weesp 
Telex: 14480 WELLC NL 


New Zealand: 

Wellcome New Zealand Limited, P.O. Box 
22-258, Otahuhu, Auckland 6 
Telex: 2788 TABLOID NZ 


South Africa: 

Wellcome (Pty.) Limited, Div: Wellcome 
Reagents Div., P.O. Box 653, Kempton 
Park 1620 
Telex: 8-6395 JOHANNESBURG : 


Sweden: 

The Wellcome Foundation Limited, 
Avdeining for Diagnostika, 
Satraangsvagen 8, 182 36 Danderyd 
Telex: 17859 TABLOID S 


United States: 
Burroughs Wellcome Company, Div: 
Wellcome Reagents Div., 3030 Cornwallis 
Road, Research Triangle Park NC 27769 
Tel: (919) 541-9090 
TWX: 51092 70915 


Western Chemical Research 
Corporation | 
Immunodiagnostic reagents and antisera. 


. 2300 N. Highway 287 


Fort Collins, CO 80524 
United States 
Tel: (303) 493-8474 


Wheaton Scientific 


Manufacturer of laboratory glassware and 
equipment. ` ! 
Div: of Wheaton Industries 
1000 North 10th Street 
Millville, NJ 08332 
United States 
Tel: (609) 825-1400 
TWX: 510-687-7580 
Sales/Branch/Distributor Offices: 
United States: 
8050 E. Florence Ave., Suite 203, Downey 
CA 90240 
Tel: (213).928-6481 
TWX: 910-583-1420 
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1731 S. Mt. Prospect Road, Des Plaines IL 
60018 
Tel: (312) 827-8164 
TWX: 910-233-1654 
3716 National Drive, Suite 205, Chatham 
Building, Raleigh NC 27602 
Tel: (819) 781-5530 
67 Walnut Avenue, Clark NJ 07066 
Tel: (201) 381-5080 
TWX: 710-996-5863 


Wien Laboratories, inc. 


Radioimmunoassay kits, components and 
antibodies. 


P.O. Box 227 

Succasunna, NJ. 07876 

United States 

Tel: (201) 584-7019 or (800) 631-9384 
Telex: 188856 DRGINTL 


Sales/Branch/Distributor Offices: 


Belgium: 

Interlaboratoire S.A., Rue Plaine des Sports 
27, Wezembeek 1970 
Tel: 02 731 31 29 
Telex: 23941 inlabob 

Brazil: 

Riacent, R. Marco Aurelio 660, Sao Paulo 
CEP 05048 
Tel: 62 7460 
Telex: 011 31572 wick 


Federal! Republic of Germany: 

DRG Instruments GmbH, Schwanallee 44, 
Marburg D-3550 
Tel: (06421) 21242 


France: 

Laboratoires Eurobio, 20 Boulevard Saint- 
Germain, Paris 75005 
Tel: 325 20 33 
Telex: 201236F 


Japan: 

Japan Travenol Ltd., Shinjuku Nomura 
Building, 1-26-2 Nishi-Shinjuku, Shinjuku- 
Ku, Tokyo 160 
Tel: 03 342 8251 
Telex: 2323260 


Philippines: 
Medtest, 1515 Roxas Blvd., L&S Building, 
Suite 908, Manila 
Tel: 50 77 44 
Telex: 64419 medtespn 
Spain: 
{zasa S.L., Aragon 90, Barcelona 15 
Tel: 254 81 00 
Telex: 51027 izasae 


Taiwan: 

Yu-Wei Industrial Company Ltd., P.O. Box 
36-618, Taipei 
Tet: 02 7642271 
Telex: 22208 coaster 


Thailand: 

Sunisa Company Ltd., 435 Rama | Rd., 
Bangkok 
Tel: 214 1542 


WRI 


Venezuela: 

Kevic Nuclear C.A., Apartado 70657, 
Caracas 1070 
Tel: 58 02 387357 
Telex: 26327 Kevicvc 


Wizard Laboratories 


Custom synthesis of !^C and '*C labeled 
compounds. 


1362 Monarch Lane 
Davis, CA 95616 
United States 

Tel: (916) 753-6700 


Worthington Diagnostics 
Diagnostic kits and research enzymes. 

Div: of Millipore Corp. 

P.O. Box 650 

Halls Mili Road 

Freehold, NJ 07728 

United States 

Tel: (201) 462-3838 

Sales/Branch/Distributor Offices: 

United States: 

Millipore Gorp., Div: Lab Products Div., 
Ashby Road, Bedford MA 01730 
Tel: (800) 225-1380 
Telex: 82-3457 


e Wright Scientific Ltd. 


Manufacturer of chromatography columns 
from laboratory scale to industrial scale. 


Upper Mill 
Stonehouse, Gloucestershire GL10O 2BJ 
United Kingdom 
Tel: 045 382 6676 
Telex: 43532 G 
Sales/Branch/Distributor Offices: 
Australia: 
Accurex Equipment, 24 Pickin Street, 
Silverwater NSW 2141 
Tel: 02 648 4300 
Telex: (71) 30684 ACVIC 


Canada: 

Mandel Scientific Co. Ltd., 143 Dennis 
Street, Rockwood, Ontario NOB 2KO 
Tel: (416) 456-2628 
Telex: 21 069 56651 


France: 

Tebu-France, 39 Rue de Houdan, BP 15, Le 
Perray-en-Y velines 78610 
Tel: 041 52 52 
Telex: 698622 TEBUFRA 


Japan: 

Amicon Far East Ltd., Haratetsu Building, 
7th Floor, 4-1-11 Kudan-Kita, Tokyo 102 
Tel: 03 264 2491 
Telex: 2324381 AMICON J 


The Netherlands: 

Van Oortmerssen BV, Postbus 501, Der 
Ruyterstraat 48.50, Den Haag 
Tel: (070) 63 09 57 
Telex: 31477 OORTM NL 
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INTERFERON and Related Products 


Interferon Sciences, Inc. has a dedicated staff with a 
decade of experience in interferons and related ` 
products. The first to develop methods for the large 
scale production of gamma (immune) interferon, 


ULTRA-PURE 


One of the purest forms of interferon, this 
formulation contains 50 to 100 million international 
reference units per milligram of protein. 


HUMAN GAMMA INTERFERON is available at a 


Interferon Sciences offers both gamma and alpha 
human leukocyte interferons for research purposes 
and for clinical investigations conducted in 
accordance with FDA regulations. 


HUMAN ALPHA INTERFERON is available in 


three liquid forms. 
NATURAL 


specific activity of one million units per milligram 
of protein or greater. 


Interferon Sciences is committed to the study of the 


immune system and its modulation. For more 
information or for specific assistance with your 


research efforts, contact Interferon Sciences, Inc. 


Sterile filtered and containing no less than 5,000 


international reference units per milligram of 
protein, this form is most like the naturally 


occurring interferons. 
PURE 


Produced by modification of the Cantell method, 
this form contains at least 1 million international 
reference units per milligram of protein. 


ZYM 


New Zealand: 

Smith Bio-Lab Ltd., 39 Woodside Avenue, 
Northcote, Auckland 9 
Tel: 483 039 
Telex: 21637 SBIOAK 


Norway: 


A/SE Pedersen & Sonn, Thereses, Gate 28, 


Oslo 1 
Tel: 02/60 44 98 99 
Telex: 19845 PELAB N 


Spain: 

Giralt SA, Capitan Haya 58, Madrid 20 
Tel: 279 8605 
Telex: 23983 GRLT E 
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J TM 


Tag 


783 Jersey Avenue 





(201) 249-3250 


Sweden: 

Instrument Ab Lambda, Box 270 23, 10251 
Stockholm 27 
Tel: 08 63 14 70 
Telex: 10645 KEMILAB S 


Switzerland: 

Dr Bender & Dr Hobein AG, Postfach 8042, 
Zurich 
Tel: 01 361 17 77 
Telex: 55356 BEHOZ 


United States: 

Amicon Corporation, 82 Conant Street, 
Danvers MA 01923 
Tel: (617) 777-3622/3/4 
Telex: 23200113 AMICON URM 


Zymed Laboratories 
Produces enzymes, conjugated affinity 


INTERFERON 


SCIENCES, INC. 


New Brunswick, New Jersey 08901 


purified antibodies and protein A and 
other immunochemicals for enzyme- 
immunoassays. 


P.O. Box 1856 

Burlingame, CA 94010 

United States 

Tel: (415) 344-2508 

Sales/Branch/ Distributor Offices: 

Canada: 

Cedarlane Laboratories, 5516 8th Line, RR 
2, Hornby, Ontario LOP 1E0 
Tel: (416) 878-7800 
Telex: 0698-22-32 SABLON OKVL 


Japan: 

Maruzen Oil Co., Ltd., Kokusai Shin 
Akasaka Bldg., 6-1-20 Akasaka, Minato- 
ku, Tokyo 
Tel: (03) 588 9611 
Telex: 242-2511 Maroil J 
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abrin, toxin, jequirity bean, 
Abrus precatorius 


Accurate Chemical & Scientific Corporation 
Calbiochem ^ : 

California Medicinal Chemistry Corporation 
Ev Laboratories, inc. — 

Paesel GmbH & Co. 

Sanbio b.v. 

Senn Chemicals 

Sigma Chemical Company 

Tissue Culture Services Ltd. 


ACES, buffer 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 
Anoroc Scientific, Inc. 
Atomergic Chemetals Corp. 
BDH Chemicais Ltd. 
Calbiochem 
Cambridge Research Biochemicals Limited 
Chemical Data Systems, Inc. 
Chemical Dynamics Corporation 
Ferak Berlin l 
Fisons Scientific Apparatus 
Fluka AG 
Gallard-Schlesinger Chemical Mfg. Corp. 
General Drug and Chemical Corp. 
ICN Nutritional Biochemicals 
MCB/Harleco 
E. Merck 
P-L Biochemicals, Inc. 
Polysciences, Inc. 
Research Organics, Inc. 
Research Plus, Inc. 
[.. SERVA Feinbiochemica GmbH 
- Sigma Chemical Company 
Tridam Chemical Inc. 
Uniscience Ltd. 
United States Biochemical Corporation 


2-acetamido-deoxy sugars 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 
Calbiochem 
Cambridge Research Biochemicals Limited 
E-Y Laboratories, Inc. 
Gibco Division 
ICN Nutritional Biochemicals 
Koch-Lignt Laboratories Ltd. 
Paesel GmbH & Co. 
Pfattz and Bauer, Inc. 
í Pfanstiehl Laboratories Inc. 
Pierce Eurochemie B.V. 
Research Plus, Inc. 
SAS Pharmaceuticals Ltd. 
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Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemicai Inc. 

United States Biochemical Corporation 


acetobromo sugars 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Cambridge Research Biochemicals Limited 
E-Y Laboratories, Inc. 

Fluka AG 

Gibco Division 

Koch-Light Laboratories Ltd. 

Pfaltz and Bauer, Inc. 

Pfanstiehl Laboratories Inc. 

SAS Pharmaceuticals Ltd. 

Senn Chemicals 

Sigma Chemical Company 

Tridom Chemical Inc. 


acetone powders 


Accurate Chemical & Scientific Corporation 
Biofac A/S 

Biogenzia Lemania SA 

Calbiochem 

Collaborative Research, Inc. 
General Drug and Chemical Corp. 
ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 
Northeast Biomedical Laboratories Ltd. 
Pacific Bio-Marine Laboratories, Inc. 
Paesel GmbH & Co. 

Pel-Freez Biologicals 
Polysciences, Inc. 

Research Plus, Inc. 

Rockland, Inc. 

Sanbio b.v. 

Scientific Protein Laboratories, Inc. 
Sigma Chemica! Company 

Signo Trading International Ltd. 
Syndel Laboratories Ltd. 

Tridom Chemical Inc. 


acetonitrile 


Accurate Chemica! & Scientific Corporation 
Aldrich Chemical Company (US) 

Atomergic Cnemetals Corp. 

BDH Chemicals Ltd. 

Carolina Biological Supply Company 

Chemical Dynamics Corporation 

Fluka AG 

General Drug and Chemical Corp. 

Koch-Light Laboratories Ltd. 


MCB/Harleco 

Paesel GmbH & Co. 

Pfaltz and Bauer, inc. 

Philip Harris Ltd. 

Sigma Chemical Company 
Signo Trading International Ltd. 
Tridom Chemical Inc. 


acetyl choline halides 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Alfa Products 

J.T. Baker Chemical Company 
BDH Chemicals Ltd. 
Calbiochem 

Carolina Biological Supply Company 
Chemical Dynamics Corporation 
East Anglia Chemicals Ltd. 
Fluka AG 

Gibco Division 

Griffin & George Ltd. 

Koch-Light Laboratories Ltd. 
Pfaltz and Bauer, Inc. 

Philip Harris Ltd. 

Research Organics, inc. 
Research Pius, Inc. 

Sigma Chemical Company 
Tridom Chemical Inc 
Uniscience Ltd. 

United States Biochemical Corporation 


acetyl cholinesterase 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Biozyme Laboratories Limited 
Boehringer Mannheim GmbH 
Calbiochem 

Chemical Dynamics Corporation 
Gallard-Schlesinger Chemical Mfg. Corp. 
Gibco Division 

Koch-Light Laboratories Ltd. 

Millipore UK Ltd. 

M.P.K. Omega Co. 

Pacific Bio-Marine Laboratories, Inc. 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 

Research Plus, Inc. 

SERVA Feinblochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

United States Biochemical Corporation 
Worthington Diagnostics 
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Will your company 
be in the next 
edition of the... 


You are now using one of the 30,000 + copies of 
Nature's 1982 edition of the Directory of Biologi- 
cals. You may even work for one of the 400 
companies listed. 


If you do, and your company is not among the 
75 Or more advertisers, then you are missing 
out on your best opportunity to sell your biologi- 
cal products. 


Make sure your company is attracting the 
world's most influential buyers in your field. 
Return the coupon below or contact your 
nearest Nature representative. (See table of 
contents). 


O | am interested in reserving advertising 
space in the next edition of Nature's 
Directory of Biologicals. It will be 
published in the autumn of 1982. Please 
send me further details. 





NAME TITLE 


ADDRESS C—O 


eee sg 


COMPANY 
TELEPHONE POST/ZIP CODE 
Clip and mail now to: 

In the UK and elsewhere: In the US and Canada: 
Hilary Wilkinson Henry Dale 

Nature Nature 

4. Little Essex St 15 East 26 Street 
London WC2R 3LF New York, NY 10010 
(01) 836-6633 (212) 689-5900 


acetylcholinesterase substrates 


J.T. Baker Chemical Company 
BDH Chemicals Ltd. 

Boehringer Mannheim GmbH 
Calbiochem 

Cambridge Research Biochemicals Limited 
Carolina Biological Supply Company 
Chemical Dynamics Corporation 
Fluka AG 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

E. Merck 

M.P.K. Omega Co. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Organics, Inc. 

Research Plus, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemica! Inc. 

United States Biochemical Corporation 


acetylcoenzyme A 


Accurate Chemical & Scientific Corporation 
Fluka AG 

Koch-Light Laboratories Ltd. 

M.P.K. Omega Co. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Sigma Chemical Company 

Taab Enterprises 

Tridom Chemical inc. 


N-acetyl-D-galactosamine 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 
Alltech Associates, Inc. 

J.T. Baker Chemical Company 

BDH Chemicals Ltd. 

Calbiochem 

Car! Roth GmbH & Co. KG 

Chemical Dynamics Corporation 

E-Y Laboratories, Inc. 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Gibco Division 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

Pfaltz and Bauer, Inc. 

Pfanstiehi Laboratories Inc. 

P-L Biochemicals, Inc. 

Research Organics, Inc. 

Research Plus, Inc. 

SAS Pharmaceuticals Ltd. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Supelco, Inc. 

Tridom Chemical Inc. 

United States Biochemical Corporation 


alpha-N-acetyl 
galactosaminidase 


Accurate Chemical & Scientific Corporation 
Calbiochem 


Nature 


E-Y Laboratories, Inc. 

Gallard-Schleslnger Chemical Mfg. Corp. 
Miles Laboratories, Inc. 

Pfaltz and Bauer, Inc. 

Tridom Chemical Inc. 


beta-N-acetyl galactosaminidase 


Calbiochem 

E-Y Laboratories, Inc. 
Pfaltz and Bauer, Inc. 
Tridom Chemical Inc. 


N-acetyl-D-glucosamine 


Accurate Chemical & Sclentific Corporation 
Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Alltech Associates, Inc. 

J.T. Baker Chemical Company 
Calbiochem 

Carl Roth GmbH & Co. KG 

Chemical Dynamics Corporation 

E-Y Laboratories, Inc. 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Gibco Division 

Réactifs IBF 

Koch-Light Laboratories Ltd. 

E. Merck 

Pfaltz and Bauer, Inc. 

Pfanstiehl Laboratories Inc. 

P-L Biochemicals, Inc. 

Research Plus, Inc. 

SAS Pharmaceuticals Ltd. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Supelco, Inc. 

Tridom Chemical Inc. i 
United States Biochemical Corporation 


acetyl hexosaminidase 


Miles Laboratorles, Inc. 
Pfaitz and Bauer, Inc. 
Sigma Chemical Company 
Tridom Chemical Inc. 


N-acetyl lactosamine 


Accurate Chemical & Scientific Corporation 
E-Y Laboratories, Inc. 

Gibco Division 

Pfaltz and Bauer, Inc. 

SAS Pharmaceuticals Ltd. 

Senn Chemicals 

SERVA Feinhlochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 


acetyl methyl choline chloride 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Gerhardt Pharmaceuticals Ltd. 
Gibco Division 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 
Pfaltz and Bauer, Inc. 

Research Plus, Inc. 
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Sigma Chemical Company 
Tridom Chemical Inc. 


N-acetyl neuraminic acid 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 
Alltech Associates, Inc. 
Boehringer Mannheim GmbH 
Calbiochem 

Ghemical Dynamics Corporation 
E-Y Laboratories, Inc. 

Fiuka AG 

Gibco Division 

Réactifs IBF 

Koch-Light Laboratories Ltd. 

E. Merck 

Pfaltz and Bauer, Inc. 

Pfanstiehl Laboratories Inc. 

P-L Biochemicals, inc. 
Research Plus, Inc. 

SAS Pharmaceuticals Ltd. 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Supelco, Inc. 

Tridom Chemical Inc. 


3-acetyl-4-thiazolidine carboxylic 


acid 
Aldrich Chemical Co. Ltd. (UK) 
Pfaltz and Bauer, Inc. 
Sigma Chemical Company 


Tridom Chemical Inc. 
United States Biochemical Corporation 


acetyl thiocholine halides 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Alfa Products 

J.T. Baker Chemical Company 
BDH Chemicals Ltd. 
Calbiochem 

Chemical Dynamics Corporation 
Fluka AG 

Gibco Division 

Koch-Light Laboratories Ltd. 
Pfaltz and Bauer, Inc. 

Research Organics, Inc. 
Research Plus, Inc. 

Sigma Chemical Company 
Tridom Chemical Inc. 

United States Biochemical Corporation 


acid glycoprotein 


Calbiochem 

Hoechst U.K. Ltd. 

SERVA Felnbiochemíca GmbH 
Sigma Chemical Company 


aconitine 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 

Carl Roth GmbH & Co. KG 

Fluka AG 


ACT 


Inland Alkaloid Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemíca GmbH 
Sigma Chemical Company 
Tridom Chemical inc. 
Uniscience Ltd. 


acrylamide 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chamical Company (US) 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
BDH Chemicals Ltd. 

Bethesda Research Laboratories, Inc. 
Bio-Rad Laboratories 

Carl Roth GmbH & Co. KG 

Chemical Dynamics Corporation 

E-C Apparatus Corporation 

E-Y Laboratories, Inc. 

Ferak Berlin 

Fisons Scientific Apparatus 

Fluka AG 

Fotodyne Inc. 

Gallard-Schlesinger Chemical Mfg. Corp. 
Genetic Research instrumentation Ltd. 
Isolab, Inc. 

Koch-Light Laboratories Ltd. 

LKB Instruments, Inc. 
LKB-Produkter AB 

MCB/Harleco 

E. Merck 

Miles Laboratories, Inc. 

National Diagnostics Inc. 

Philip Harris Ltd. 

Pierce Chemical Company 

Pierce Eurochemie B.V. 
Polysciences, inc. 

Research Organics, Inc. 

SERVA Feinbiochemica GmbH 
Shandon Southern Products 

Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 


actin 


California Medicinal Chemistry Corporation 
Chemical Dynamics Corporation 

Millipore UK Ltd. 

Sigma Chemical Company 

United States Biochemical Corporation 
Worthington Diagnostics 


actinin 


Sigma Chemical Company 


actinomycin C 


Accurate Chemical & Scientific Corporation 
Boehringer Mannheim GmbH 

Calbiochem 

Cambridge Research Biochemicals Limited 
Carl Roth GmbH & Co. KG 

Chemical Dynamics Corporation 

ICN Nutritional Biochemicals 

P-L Biochemicals, Inc. 

Research Plus, Inc. 
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ACT 


mp 
SE 


acrylamide 


n, n-methylene- 
bisacrylamide 


sodium lauryl — 
sulfate 


GALLARD-SCHLESINGER 
CHEMICAL MFG. CORP. 


584 Mineola Avenue, Carle Place, 
L.l., N.Y. 11514 e (516) 333-5600 
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eHow Britain 
runs its Science 

eHow the US 
runs its Science 


These two new Nature 
wallcharts are now 
available. 


The 2 x 3 ft. guides offer a 
comprehensive survey of the 
administration of science in 
Britain and the US, showing the 
interlocking relationship 

between science, engineering and 
medical establishments. 

Designed as fold-out sheets, the 
wallcharts can be carried easily to 
meetings or hung as posters for 
permanent reference. 

The new 1981 wallcharts are 
available at £3.50 or $7.95 each 
from Nature's offices in London, 
Basingstoke and New York. 


52 





Senn Chemicals 

SERVA Feiribiochemica GmbH 
Sigma Chemical Company 
Uniscience- Ltd. 


actinomycin D 


Accurate Chemical & Scientific Corporation 
Aldrich Chernical Co. Ltd. (UK) 

Aldrich Chemica! Company (US) 

8DH Chemicals Ltd. 

Boehringer Mannheim GmbH 
Calbiochem 

Cambridge Research Biochemicals Limited - 
Carl Roth GmbH & Co. KG 

Chemical Dynamics Corporation 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
ICN Nutritional Biochemicals 

Pfaltz and Bauer, inc. 

P-L Biochemicals, Inc. 

Research Plus, !nc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


actinomycin | 


P-L Blochemicals, Inc. 
Research Plus, inc. 

Senn Chemicals 

Sigma Chemical Company 
Uniscience Ltd. 


actinomycin S3 


Sigma Chemical Company 


aculeacin A 


Calbiochem 


acylase 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Biozyme Laboratories Limited 

Calbiochem 

Chemical Dynamics Corporation 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
ICN Nutritional Biochemicals 

Koch-Light Laboratories Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 


acyl carrier protein 


Calbiochem 
Pacific Bio-Marine Laboratorios, Inc. 
Sigma Chemical Company 


ADA, buffer 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

Aldrich Chemical Company (US) 

Anoroc Scientific, Inc. 

Atomergic Chemetals Corp. 

BDH Chemicals Ltd. 

Calbiochem 

Cambridge Research Biochemicals Limited 
Chemical Data Systems, Inc. 

Chernical Dynamics Corporation 

Ferak Berlin 

Fisons Scientific Apparatus 

Fluka AG . | 
Gallard-Schlesinger Chemical Mfg. Corp. 
General Drug and Chemical Corp. 
MCB/Harleco 

E. Merck 

P-L Blochemicals, Inc. 

Polysciences, Inc. 

Research Organics, Inc. 

Research Plus, Inc. 

SERVA Feinblochemica GmbH 

Sigma Chemical Company 

Tridam Chamical Inc. 

Unistience Ltd. 

United States Biochemical Corporation 


adenosine deaminase 


BDH Chemicals Ltd. 

Boehringer Mannheim GmbH 
Gallard-Schlesinger Chemical Mfg. Corp. 
Gibco Division - 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Blochemicals, Inc. 

Research Plus, Inc. 

Sigma Chemical Company 

Tridom Chemical Inc. 


adenosine triphosphatase 


Atomergic Chemetals Corp. 
Gibco Division 

ICN Nutritional Biochemicals 
Pfaitz and Bauer, Inc. 
Sigma Chemical Company 
Tridom Chemical Inc. 


adenylate kinase 


BDH Chemicals Ltd. 

Boehringer Mannheim GmbH 

Chemical Dynamics Corporation 
Gallard-Schlesinger Chemical Mfg. Corp. 
Pfaitz and Bauer, Inc. 

P-L Biochemicals, Inc. 

Sigma Chemical Company 


adermine hydrochloride (see 
also pyridoxine) 

Fluka AG 

Koch-Light Laboratories Ltd. 


Sigma Chemical Company 
Tridom Chemical inc. 


Nature 


adhesives 


Aldrich Chemical Company (US) 
The Carborundum Company Ltd. _ 
Carolina Biological Supply Company 
Chori Company Limited 

Derypol SA 

Pfaltz and Bauer, Inc. 

Philip Harris Ltd. 

Signo Trading International Ltd. 

Taab Enterprises 


adjuvants 


Accurate Chemical & Scientific Corporation 
American Drug Research Institute, Inc. 

Atlas Europol SpA 

Difco Laboratories 

Hoechst-Behring 


HUMAN Institute for Serobacteriological Research 


and Production 
Miles Laboratories, Inc. 
Northeast Biomedical Laboratories Ltd. 
Paesel GmbH & Co. 
Pel-Freez Biologicals 
Sanbio b.v. 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


adonitol 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Analabs 

J.T. Baker Chemical Company 
BDH Chemicals Ltd. 

Carl Roth GmbH & Co. KG 
Chemical Data Systems, Inc. 
Chemical Dynamics Corporation 
East Anglia Chemicals Ltd. 
Eastern Chemical 

Fluka AG 

Galiard-Schlesinger Chemical Mtg. Corp. 
ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 
Pfaltz and Bauer, Inc. 

Pfanstiehl Laboratories Inc. 
Research Plus, Inc. 

SAS Pharmaceuticals Ltd. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 


adrenalin (see also epinephrine) 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 
Bate Chemical Company Limited 
BDH Chemicals Ltd. 

Fluka AG 

Griffin & George Ltd. 

Henley & Co., Inc. 

Koch-Light Laboratories Ltd. 
Pfaltz and Bauer, Inc. 

Philip Harris Ltd. 

SAS Pharmaceuticals Ltd. 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Signo Trading International Ltd. 
Tridom Chemical Inc. 

Uniscience Ltd. 
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adrenocorticotropic hormone 


Accurate Chemical & Scientific Corporation 
Beckman Instruments, Inc. 

Beckman Instruments, Inc. (Bioproducts) 
Caibiochem 

California Medicinal Chemistry Corporation 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

Immuno Nuclear Corp. 

Koch-Light Laboratories Ltd. 

Merseyside Laboratories 

Pfaltz and Bauer, Inc. 

Research Plus, inc. 

RIA (UK) i 

SERVA Feinbiochemica Gmb 

Sigma Chemical Company 

Tridom Chemical Inc. 

UCB-Bioproducts 

Uniscience Ltd. 

Vega Biochemicals 


aequorin 


E-Y Laboratories, Inc. 
Sigma Chemical Company 


affinity chromatography, 
activated supports 


Amicon Corporation 

Bethesda Research Laboratories, Inc. 
Bio-Rad Laboratories 

Chemical Dynamics Corporation 
Collaborative Research, Inc. 
Dyson Instruments 

E-Y Laboratories, Inc. 

Réactifs IBF 

LKB Instruments, Inc. 

E. Merck 

Miles Laboratories, Inc. 

M.P.K. Omega Co. 

P & S Biochemicals Ltd. 

Peboc Limited 

Pharmacia Fine Chemicals 
Pharmacia Inc. 

Phase Separations Ltd. 

Pierce Chemical Company 

Pierce Eurochemie B.V. 
Polysciences, Inc. 

Radioassay Systems Laboratories, Inc. 
RIA (UK) 

Rohm Pharma GmbH Weiterstadt 
Sera-Lab Ltd. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
UCB-Bioproducts 


affinity chromatography, ready- 
to-use immobilized ligands 


Amicon Corporation 

Bethesda Research Laboratories, Inc. 
Bio-Rad Laboratories 

Blosearch 

Boehringer Mannheim GmbH 
California Medicinal Chemistry Corporation 
E-Y Laboratories, Inc. 

Réactifs IBF 

LKB Instruments, Inc. 

Meloy Laboratories, Inc. 

E. Merck 

Miles Laboratories, Inc. 


AFL 


Mirob Laboratories Inc. 

P & S Biochemicals Ltd. 
Pharmacia Fine Chemicals 
Pharmacia Inc. 

Pierce Chemical Company 
Pierce Eurochemie B.V. 

P-L Biochemicals, Inc. 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tissue Culture Services Ltd. 
Vector Laboratories, Inc. 
Zymed Laboratories 


affinity chromatography, spacer 
and linker arms 


Bethesda Research Laboratories, Inc. 
Biosearch 

E-Y Laboratories, Inc. 

Fluka AG 

Reéactifs IBF 

LKB Instruments, Inc. 
Miles Laboratories, Inc. 

P & S Biochemicals Ltd. 
Pharmacia Fine Chemicals 
Pierce Chemical Company 
P-L Biochemicals, Inc. 
Polysciences, Inc. 

Sigma Chemical Company 
Uniscience Ltd. 


aflatoxicol 


Applied Science Division 

Paesei GmbH & Co. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


aflatoxin B1 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

Aldrich Chemical Company (US) 

Applied Science Division 

Biosystems, Inc. 

Calbiochem 

Cambridge Research Biochemicals Limited 
Ferak Berlin 

Fluka AG 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Polysciences, Inc. 

Research Plus, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Supelco, Inc. 

Uniscience Ltd. 


aflatoxin B2 


Accurate Chemical & Scientific Corporation 
Aldrich Chemica! Co. Ltd. (UK) 

Aldrich Chemical Company (US) 

Applied Science Division 

Biosystems, Inc. 

Calbiochem 

Cambridge Research Biochemicals Limited 
Ferak Berlin 

Fluka AG 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 
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SPECIFIC Fc PORTION BINDING ALLOWS FREE 
ANTIBODY- ANTIGEN INTERACTION 


HIGHLY PURIFIED 
CONSISTENTLY HIGH IgG BINDING CAPACITY 
EXTENSIVE QUALITY CONTROL 


PROTEIN 





A 







Isolated from the cell wall of S. aureus, MELOY offers a complete line of Protein 








= 
Protein A binds specifically to the Fe E A reagents. 
segment of immunoglobins. It does not i 
interfere with antigen-antibody binding I "cured Protain A 
E o Lyophilized 
praperues: T One mg binds 12-14 mg of rabblt IgG 
I TM 
A @ Prot-A-Staph 
AP. P LI CATI ON S IN CLUD E: m 10% suspension of formalin fixed, heat killed 
x S. aureus Cowan 1, 
CELL SURFACE STUDIES 9 One ml binds 1-2 mg of rabbit IgG 
x e Protein A Agarose 
IMMUNOASSAY Contains 2 mg of Protein A per mi of gel. 
One ml of gel binds 8-10 mg of rabbit Ig G 
PURIFICATION OF IaG's PROTEIN A (mg) 
@ 125 [Protein A 
Rocket immunoelectrophoresis of purified Pro- Supplied as a solution In 2% bovine serum 
IMMUNOPRECIPITATION tein A. Samples of purlfied Protein A were albumin. Speciflc activity: approximately 
electrophoresed into a 1% agarose plate con- 15 d Cl per 44g Concentration: 
IMMUNOADSORBANTS taining rabbit IgG. Rockets were visualized by - 10 {££ Ci per ml. 








6715 Electronic Drive 
Springfield, Virginia 22151 





Polysciences, Inc. 

Research Plus, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Supeico, Inc. 

Unisclence Lid. 


aflatoxin G1 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

Aldrich Chemical Company (US) 

Applied Science Division 

Biosystems, Inc. 

Calbiochem 

Cambridge Research Biochemicals Limited 
Ferak Berlin 

Fluka AG 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Polysciences, Inc. 

Research Plus, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Supelco, Inc. 

Uniscience Ltd. 


aflatoxin G2 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

Aldrich Chemical Company (US) 

Applied Science Division 


staining with coomasie blue. 


Biosystems, Inc. 

Calbiochem 

Cambridge Research Biochemicals Limited 
Ferak Berlin 

Fluka AG 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 
Polysciences, Inc. 

Research Plus, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Supelco, Inc. 

Uniscience Ltd. 


aflatoxins 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

Aldrich Chemical Company (US) 

Applied Science Division 

Biosystems, Inc. 

Calbiochem 

Cambridge Research Biochemicals Limited 
Carl Roth GmbH & Co. KG 

Ferak Berlin 

Fluka AG 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Polysciences, Inc. 

Research Plus, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Supelco, Inc. 

Tridom Chemical Inc. 

Uniscience Ltd. 


€ FITC /TMRITC-Proteln A 
Lyophilized . F/P ratlo is approximately 1.5. 
One f4g binds 10-12 mg of rabbit IgG 


(800) 336-4555, Ext. 4800 
(703) 642-4800 


agar 


Accurate Chemical & Scientific Corporation 


Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
BBL Microbiology Systems 

BDH Chemicals Ltd. 
Calbiochem 

Carl Roth GmbH & Co. KG 
Carolina Biological Supply Company 
Chemical Dynamics Corporation 
Corning Medical & Scientific 
Diamed Diagnostics Ltd. 

Difco Laboratories 

East Anglia Chemicals Ltd. 
Fisons Scientific Apparatus 
Flow Laboratories Limited 
Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Gibco Division 

Gibco Europe Limited 

Griffin & George Ltd. 

Hana Biologics, Inc. 
Hoechst-Behring 

Hoechst U.K. Ltd. 

ICN Nutritional Blochemicals 
Indiana Biolab 

Koch-Light Laboratories Ltd. 


London Analytical and Bacteriological Media Ltd. 


M.A. Bioproducts 

Mast Laboratories Ltd. 
Mercia-Brocades Limited 
E. Merck 

Pacific Gateway Co. 

Philip Harris Ltd. 
Polysciences, Inc. 


Nature 









SERVA Feinbiochemica GmbH 
Shandon Southern Products | 
Sigma Chemical Company 
Signo Trading International Ltd. 

Taab Enterprises 

Tissue Culture Services Ltd. 

United States Biochemical Corporation | 


agarase ! 


Calbiochem i 
Gibco Division 

Paesel GmbH & Co. 
Pfaltz and Bauer, Inc. 
Sigma Chemical Company 
Tridom Chemical Inc. 


agarose 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) i 
Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 
J.T. Baker Chemical Company 
BDH Chemicals Ltd. 

Beckman Instruments, Inc. i 
Beckman-Riic Ltd. 

Bethesda Research Laboratories, Inc. 
Biogenzia Lemania SA 

Bio-Rad Laboratories 

Bioware Products 

Calbiochem 

Carl Roth GmbH & Co. KG 

Chemical Dynamics Corporation 
Corning Medical & Scientific 

E-C Apparatus Corporation 
E-Y Laboratories, inc. 
Ferak Berlin 

Fisons Scientific Apparatus 

Fluka AG 
Gallard-Schlesinger Chemical Mfg. Corp. 
Genetic Research Instrumentation Ltd. . 
Gibco Division 
Helena Laboratories 
Hoechst-Behring i 
Réactifs IBF 
n.v. Immuno s.a. 
Inter-Medico 
Isolab, Inc. 
Kallestad Laboratories, Inc. 

Koch-Light Laboratorles Ltd. 

LKB Instruments, inc. ! 
LKB-Produkter AB i 
M.A. Bioproducts i 
Marine Colloids Division 

MCB/Harleco 
Mercia-Brocades Limited 

E. Merck 

Miles Laboratories, Inc. 
National Diagnostics Inc. 

Pacific Gateway Co. ! 
Pharmacia Fine Chemicals 
Pharmacia Inc. 

Pierce Eurochemie B.V. 
Polysciences, Inc. 

SERVA Felnbiochemica GmbH 
Shandon Southern Products 
Sigma Chemical Company l 
Tridom Chemical Inc. 

Uniscience Ltd. 
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agarose, special gelling 
temperature 


Accurate Chemical & Scientific Corporation 
J.T. Baker Chemical Company 
Bethesda Research Laboratories, Inc. 
Bio-Rad Laboratories 

Bioware Products 

Calbiochem 

Ferak Berlin 

Gallard-Schlesinger Chemical Mfg. Corp. 
Genetic Research Instrumentation Ltd. 
Hoechst-Behring 

Réactifs IBF 

M.A. Bioproducts 

Marine Colloids Division 

MCB/Harleco 

Miles Laboratories, Inc. 

Pharmacia Fine Chemicals 
Pharmacia Inc. 

Pierce Eurochemie B.V. 
Polysciences, Inc. 

SERVA Feinbiochemica GmbH 
Shandon Southern Products 

Sigma Chemical Company 

Uniscience Ltd. 


agarose, special ionic 
properties 


Accurate Chemical & Scientific Corporation 
J.T. Baker Chemical Company 
BBL Microbiology Systems 

BDH Chemicals Ltd. 

Bethesda Research Laboratories, Inc. 
Biogenzia Lemania SA 

Bio-Rad Laboratories 
Calbiochem 

E-Y Laboratories, Inc. 

Genetic Research Instrumentation Ltd. 
Gibco Division 

Hoechst-Behring 

Réactifs IBF 

Immuno Limited 

n.v. Immuno s.a. 

Kallestad Laboratories, Inc. 

LKB Instruments, Inc. 
LKB-Produkter AB 

M.A. Bioproducts 

Marine Colloids Division 

Miles Laboratories, Inc. 
Millipore UK Ltd. 

M.P.K. Omega Co. 

Paesel GmbH & Co. 
Pharmacia Fine Chemicals 
Pharmacia Inc. 

Polysciences, inc. 

SERVA Felnbiochemica GmbH 
Sigma Chemical Company 
Signo Trading International Ltd. 
Uniscience Ltd. 


agglutinin, Bandeiraea 
simplicifolia 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Calbiochem 

California Medicinat Chemistry Corporation 
Cedarlane Laboratories Limited 

E-Y Laboratories, Inc. 


nm——sn€—— ÀÁ———— 


AGG 


Miles Laboratories, Inc. 
Paesel GmbH & Co. 
Polysciences, inc. 

Research Plus, Inc. 

Sanbio b.v. 

Senn Chemicals 

Sigma Chemical Company 
Tissue Culture Services Ltd. 
Vector Laboratories, Inc. 
Zymed Laboratories 


agglutinin, castor bean, Ricinus 
communis 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Bethesda Research Laboratories, Inc 
Boehringer Mannheim GmbH 
Calbiochem 

California Medicinal Chemistry Corporation 
Cedarlane Laboratories Limited 
Chemical Dynamics Corporation 

E-Y Laboratories, Inc. 

Réactifs IBF 

LKB Instruments, Inc. 

Miles Laboratories, Inc. 

Paesel GmbH & Co. 

Polysciences, Inc. 

Research Plus, Inc. 

Sanbio b.v. 

Senn Chemicals 

Sigma Chemical Company 

Tissue Culture Services Ltd. 

United States Biochemical Corporation 
Vector Laboratories, Inc. 

Zymed Laboratories 


agglutinin, garden pea, Pisum 
sativum 






Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Calbiochem 

California Medicinal Chemistry Corporati 
Cedarlane Laboratories Limited 
E-Y Laboratories, Inc. 

Réactifs IBF 

Paesel GmbH & Co. 
Polysciences, Inc. 

Research Plus, Inc. 

Sanbio b.v. 

Senn Chemicals 

Sigma Chemical Company 
Tissue Culture Services Ltd. 
Vector Laboratories, Inc. 


agglutinin, gorse seed 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Bethesda Research Laboratories, Inc. 
Boehringer Mannheim GmbH 

Calbiochem 

California Medicinal Chemistry Corporation 

E-Y Laboratories, Inc. 

Réactifs IBF 

Miles Laboratories, Inc. 

Millipore UK Ltd. 
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Research Plus, Inc. 

Sanbio b.v. 

Senn Chemicals 

SERVA Feinblochemica GmbH 
Sigma Chemical Company 
Tissue Culture Services Ltd. 
Uniscience Ltd. 

Vector Laboratories, Inc. 


agglutinin, horse gram, Dolichos 
biflorus 


Accurate Chemical & Scientific Corporation 
l American Dade 
* BDH Chemicals Ltd. 
Bethesda Research Laboratories, Inc. 
California Medicinal Chemistry Corporation 
Cedarlane Laboratories Limited 
Diamed Diagnostics Ltd. 
E-Y Laboratories, Inc. 
Millipore UK Ltd. 
Paesel GmbH & Co. 
P & S Biochemicals Ltd. 
Polysciences, Inc. 
Research Plus, Inc. 
Sanbio b.v. 
Senn Chemicals 
: SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
. Tissue Culture Services Ltd. 
Uniscience Ltd. 
Vector Laboratories, Inc. 
Zymed Laboratories 


agglutinin, jequirity bean, Abrus 
precatorius 


Accurate Chemical & Scientific Corporation 
Calbiochem 

California Medicinal Chemistry Corporation 

E-Y Laboratories, Inc. 

Polysciences, Inc. 


Ca 















in, osage orange, 
ura pomifera 


ate Chemical & Scientific Corporation 
7 sda Research Laboratories, Inc. 
ochem 

ornia Medicinal Chemistry Corporation 

v Laboratories, Inc. 

2olysciences, Inc. 

Sanbio b.v. 

Senn Chemicals 

Sigma Chemical Company 

Tissue Culture Services Ltd. 


agglutinin, peanut, Arachis 
hypogaea 

Accurate Chemical & Scientific Corporation 

BDH Chemicals Ltd. 


Bethesda Research Laboratories, Inc. 
Biotest-Serum-institut GmbH 
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Boehringer Mannheim GmbH 
Calbiochem l 
Califomia Medicina! Chemistry Corporation 
Cedarlane Laboratories Limited 
Chemical Dynamics Corporation 
E-Y Laboratories, Inc. 

Réactifs IBF 

Miles Laboratories, Inc. 
Paesel GmbH & Co. 
Polysciences, Inc. 

Research Plus, Inc. 

Sanbio b.v. 

Senn Chemicals 

SERVA Felnbiochemica GmbH 
Sigma Chemical Company 
Tissue Culture Services Ltd. 
Uniscience Ltd. 

Vector Laboratories, Inc. 

Zymed Laboratories 


agglutinin, pokeweed mitogen 


Accurate Chemical & Scientific Corporation 
Bethesda Research Laboratories, Inc. 
Boehringer Mannhelm GmbH 

Calbiochem 


- California Medicinal Chemistry Corporation 


Chemical Dynamics Corporation 
E-Y Laboratories, Inc. 


. Reactifs IBF 


LKB Instruments, Inc. 
Polysciences, Inc. 

Sanbio b.v. 

Senn Chemicals 

Sigma Chemical Company 
Tissue Culture Services Ltd. 
Uniscience Ltd. 


agglutinin, snail, Helix pomatia 


Accurate Chemical & Scientific Corporation 
Bethesda Research Laboratories, Inc. 
Boehringer Mannheim GmbH 
Calbiochem : 

California Medicinal Chemistry Corporation 
Chemical Dynamics Corporation 

E-Y Laboratories, Inc. 

Réactifs IBF 

LKB Instruments, Inc. 

Paesel GmbH & Co. 

Pharmacia Inc. 

Polysciences, Inc. 

Sanbio b.v. 

Sigma Chemical Company 

Tissue Culture Services Ltd. 

Uniscience Ltd. 


agglutinin, soy bean, Glycine 
max ^ > 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Bethesda Research Laboratories, Inc. 
Boehringer Mannheim GmbH 
Calbiochem : 

California Medicinal Chemistry Corporation 
Chemical Dynamics Corporation 

E-Y Laboratories, Inc. 

Flow Laboratories Limited 

Fluka AG ` 

Réactifs IBF ` 

LKB Instruments, Inc. 

Miles Laboratories, Inc. 


D 


^ 
` 


Millipore UK Ltd. 

Paesel GmbH & Co. 
Polysciences, Inc. 

Research Plus, Inc. 

Sanbio b.v. 

Senn Chemicals 

Sigma Chemical Company 
Tissue Culture Services Ltd. 
United States Biochemica! Corporation 
Vector Laboratories, Inc. 
Zymed Laboratories 


agglutinin, wheat germ, Triticum 
vulgaris 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Bethesda Research Laboratories, Inc. 
Boehringer Mannheim GmbH 
Calbiochem 

California Medicinal Chemistry Corporation 
Enzo Biochem, Inc. 

E-Y Laboratories, Inc. 

Flow Laboratories Limited 

Fluka AG 

Réactifs IBF 

LKB Instruments, Inc. 

Miles Laboratories, Inc. 

Millipore UK Ltd. 

Paesel GmbH & Co. 

Pharmacia Inc. 

Polysciences, Inc. 

Research Plus, Inc. 

Sanbio b.v. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tissue Culture Services Ltd. 

United States Biochemical Corporation 
Vector Laboratories, Inc. 

Zymed Laboratories 


albumin, baboon 


BioDx 

Biogenzia Lemania SA 
Pfaltz and Bauer, Inc. 
Sigma Chemical Company 
Tridom Chemical Inc. 


albumin, bovine 


Accurate Chemical & Scientific Corporation 
American Biological Corp. 

American Hospital Supply (UK) Ltd. 
American Laboratories Inc. 

Anoroc Scientific, Inc. 

Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
BDH Chemicals Ltd. 

Bethesda Research Laboratories, Inc. 
BioDx 

Biofac A/S 

Biogenzia Lemania SA 

Bio-Rad Laboratories 
Biotest-Serum-Institut GmbH 
Boehringer Mannhelm GmbH 
Calbiochem 

California Medicinal Chemistry Corporation 
Cappel Laboratories 

Chemical Dynamics Corporation 
Collaboratlve Research, Inc. 

Fluka AG 


Nature 


Gallard-Schlesinger Chemical Mfg. Corp. 
Gibco Division 

Griffin & George Ltd. 

Hoechst-Behring 

ICN Nutritional Biochemicals 

Immuno Limited 

Irvine Scientific 

Koch-Light Laboratories Ltd. 

E. Merck 

Miles Laboratories, Inc. 

North American Biologicals, Inc. 
Northeast Biomedical Laboratories Ltd. 
Paesel GmbH & Co. 

P & S Biochemicals Ltd. 

Pel-Freez Biologicals 

Pfaltz and Bauer, Inc. 

Pharmacia Fine Chemicals 
Philadelphia Biologics Center 

Pierce Chemical Company 

P-L Biochemicals, Inc. 
Polysciences, Inc. 

Research Plus, Inc. 

Sanbio b.v. 

Scientific Protein Laboratories, Inc. 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

Unisclence Ltd. 

United States Biochemical Corporation 


albumin, chicken 


Accurate Chemical & Scientific Corporation 
BioDx 

Biogenzia Lemania SA 

Calbiochem 

California Medicinal Chemistry Corporation 
Cappe! Laboratories 

Chemical Dynamics Corporation 
Koch-Light Laboratories Lid. 

Northeast Biomedical Laboratories Ltd. 
Paesel GmbH & Co. 

Pel-Freez Biologicals 

Pfaltz and Bauer, Inc. 

Research Pius, Inc. 

Sanbio b.v. 

Sigma Chemical Company 

Tridom Chemical Inc. 

United States Biochemical Corporation 


albumin, chicken egg 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 

BioDx 

Biogenzia Lemania SA 

Calbiochem 

Cappel! Laboratories 

Carolina Biological Supply Company 
Fisons Scientific Apparatus 

Fluka AG 

Griffin & George Ltd. 

Koch-Light Laboratories Ltd. 

Northeast Blomedical Laboratories Ltd. 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Philip Harris Ltd. 

Research Plus, Inc. 
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ALB 





A safe place for your cell cultures. 


In the Heraeus Incubators Petriperm® | 
for Cell Cultures, all environ- ` A novel culture dish with gas- 
mental parameters are ideally permeable base with hydro- ` 
matched to the natural envi- philic or hydrophobic surface 
ronmental conditions of the j 
cells: l 
@ Electronic temperature € UV permeable 200nm  : 

control @ No inherent fluorescence ' 


@ Electronic CO, and O, e Suitable for high-power 
control light and fluorescence 
microscopy 


i 
The membrane can be cut: 
for cell cloning, electron | 
microscopy, staining and . 


e! documentation. | 

Hot air sterilization at 180°C l , | 
€ Chemically resistantto : 

Temperature range: acids, bases and organic 
3 to 50°C solvents. : 


Electronic humidity control 


Pyrolytic germ barrier for 
protection against con- 
tamination 


Heraeus 


W. C. Heraeus GmbH 
Produkibereich 
Elektrowarme 
D-6450 Hanau 1 


ALD 


Sanbio b.v. 

Sigma Chemical Company 

Uniscience Ltd. 

United States Biochemical Corporation 
Worthington Diagnostics 


albumin, dog 


BioDx 

Biogenzia Lemania SA 

Cappel Laboratories 

Chemical Dynamics Corporation 
Koch-Light Laboratories Ltd. 

Miles Laboratories, Inc. 

Northeast Biomedical Laboratories Ltd. 
Paesel GmbH & Co. 

Pel-Freez Biologicals 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Sanbio b.v. 

Sigma Chemical Company 

United States Biochemical Corporation 


albumin, goat 


BioDx 

Biogenzia Lemania SA 

California Medicinal Chemistry Corporation 
Cappel Laboratories 

Koch-Light Laboratories Ltd. 

Northeast Biomedical Laboratories Ltd. 
Paesel GmbH & Co. 

Pel-Freez Biologicals 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Sanbio b.v. 

Sigma Chemical Company 

United States Biochemical Corporation 


albumin, guinea pig 


BioDx 

Biogenzia Lemania SA 

California Medicinal Chemistry Corporation 
Cappel Laboratories 

Koch-Light Laboratories Ltd. 

Miles Laboratories, Inc. 

Northeast Biomedical Laboratories Ltd. 
Paesel GmbH & Co. 

Pel-Freez Biologicals 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Sanbio b.v. 

Sigma Chemical Company 

United States Biochemical Corporation 


albumin, horse 


Atomergic Chemetais Corp. 

BioDx 

Biogenzia Lemania SA 

California Medicinal Chemistry Corporation 
. Cappel Laboratories 

Chemical Dynamics Corporation 
Koch-Light Laboratories Ltd. 

Northeast Biomedical Laboratories Ltd. 
Paesel GmbH & Co. 

Pel-Freez Biologicals 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Sanbio b.v. 

Sigma Chemical Company 

United States Biochemical Corporation 
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albumin, human 


Accurate Chemical & Scientific Corporation 


Anoroc Scientific, Inc. 

BloDx 

Biogenzia Lemania SA 

Calbiochem 

California Medicinàl Chemistry Corporation 
Cappel Laboratories 

Chemical Dynamics Corporation 
Connaught Laboratories Limited 

Fluka AG 

Hoechst-Behring 

{CL Scientific 

Immuno Limited 

n.v. Immuno s.a. 

AB Kabi Diagnostica 

Koch-Light Laboratories Ltd. 

Miles Laboratories, Inc. 

Millipore UK Ltd. 

North American Biologicals, Inc. 
Northeast Biomedical Laboratories Ltd. 
Paesel GmbH & Co. 

P & S Biochemicals Ltd. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 

Research Plus, inc. 

Sanbio b.v. 

SERVA Felnbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

United States Biochemical Corporation 
Worthington Diagnostics 


albumin, mouse 


BioDx 

Biogenzia Lemania SA 

Calbiochem 

California Medicinal Chemistry Corporation 
Cappel Laboratories 

Koch-Light Laboratories Ltd. 

Miles Laboratories, Inc. 

Northeast Biomedical Laboratories Ltd. 
Paesel GmbH & Co. 

Pel-Freez Biologlcals 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Sanbio b.v. 

Sigma Chernical Company 

United States Biochemical Corporation 


albumin, pigeon 


BioDx 

Biogenzia Lemania SA 
Pfaltz arid Bauer, Inc. 
Research Plus, Inc. 

Sigma Chemical Company 


albumin, porcine 


BioDx 

Biofac A/S 

Biogenzia Lemania SA 

California Medicinal Chemistry Corporation 
Cappel Laboratories 

Chemical Dynamics Corporation 
Koch-Light Laboratories Ltd. 

Northeast Blomedical Laboratories Ltd. 
Paesel GmbH & Co. 


Pel-Freez Biologicals 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Sanbio b.v. 

Sigma Chemical Company 

United States Biochemical Corporation 


albumin, rabbit 


BioDx 

Biogenzia Lemania SA 

Galbiochem 

California Medicinal Chemistry Corporation 
Cappel Laboratories ` 

Chemical Dynamics Corporation 
Koch-Light Laboratories Ltd. 

Miles Laboratories, Inc. 

Northeast Biomedical Laboratories Ltd. 
Paesel GmbH & Co. 

Pel-Freez Biologicals 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 

Research Plus, Inc. 

Sanbio b.v. 

Sigma Chemical Company 

United States Biochemical Corporatlon 


albumin, rat 


BioDx 

Biogenzia Lemania SA 

California Medicinal Chemistry Corporation 
Cappel Laboratories 

Koch-Light Laboratories Ltd. 

Miles Laboratories, Inc. 

Northeast Biomedical Laboratories Ltd. 
Paesel GmbH & Co. 

Pel-Freez Biologicals 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Sanbio b.v. 

Sigma Chemical Company 

United States Biochemical Corporation 


albumin, sheep 


BioDx 

Biogenzia Lemania SA 

California Medicinal Chemistry Corporation 
Cappe! Laboratories 

Koch-Light Laboratories Ltd. 

Northeast Biomedical Laboratories Ltd. 
Paesel GmbH & Co. 

Pel-Freez Biologicals 

Pfalt2 and Bauer, Inc. 

Research Plus, Inc. 

Sigma Chemical Company 

United States Biochemical Corporation 


albumin, turkey egg 


Sigma Chemical Company 


alcohol dehydrogenase 


Accurate Chemical & Scientific Corporation 


BDH Chemicals Ltd. 

Blogenzia Lemania SA | 
Biozyme Laboratories Limited 
Boehringer Mannheim GmbH 
Calbiochem ; 
Chemical Dynamics Corporation 


Nature 


Fluka AG 
Gallard-Schlesinger Chemical Mfg. Corp. 


Hughes & Hughes Ltd. 

ICN Nutritional Biochemicais 
Koch-Light Laboratories Ltd. 
E. Merck 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 
Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 
Worthington Diagnostics 


aldolase 


Accurate Chemica! & Scientific Corporation 
Biozyme Laboratories Limited 

Boehringer Mannheim GmbH 
Calbiochem 

California Medicinal Chemistry Corporation 
Chemical Data Systems, Inc. 

Chemical Dynamics Corporation 

Fluka AG 

ICN Nutritional Biochemicals 

Koch-Light Laboratories Ltd. 

Millipore UK Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemica! Company 

Tridom Chemical Inc. 

United States Biochemical Corporation 
Worthington Diagnostics 


aldosteróne 


Accurate Chemical & Scientific Corporation 
Advanced Laboratory Techniques 
American Biological Corp. 

Calbiochem 

Ferak Berlin 

Fluka AG 

Koch-Light Laboratories Ltd. 

E. Merck 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Radioassay Systems Laboratories, Inc. 
Research Plus, Inc. 
Serono Diagnostics 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chernical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


Aldrich Chemical Company (US) : 
Atomergic Chemetals Corp. 
Pfaitz and Bauer, Inc. 

P-L Biochemicals, Inc. 

Sigma Chemical Company 
Tridom Chemical Inc. 
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alizarin-lanthanum complex 


BDH Chemicals Ltd. 
Sigma Chemical Company 


alkylated sugars 


Calbiochem 

Fluka AG 

Koch-Light Laboratories Ltd. 
Paesel GmbH & Co. 

Pianstiehl Laboratories Inc. 
Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 


allopurinol 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 

Boehringer Mannheim GmbH 

Calbiachem 

Ferak Berlin 

Paesel GmbH & Co. 

Pfaitz and Bauer, inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

The Wellcome Foundation Ltd. 


aloin 


Atomergic Chemetals Corp. 
Carl Roth GmbH & Co. KG 
Pfaltz and Bauer, Inc. 
Etablissements Roques 


alphaprotein 


ICN Nutritional Biochemicals 
Meioy Laboratorles, Inc. 
Sigma Chemical Company 
Uniscience Ltd. 


alumina 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
BDH Chemicals Ltd. 

Bio-Rad Laboratories 
Calbiochem 

Chemical Dynamics Corporation 
East Anglia Chemicals Ltd. 
Fisons Scientific Apparatus 
Fluka AG 

General Drug and Chemical Corp. 
Glen Creston Instruments Ltd. 
ICN Nutritiona! Blochemicals 
Koch-Light Laboratories Ltd. 
Philip Harris Ltd. 

Raymond A. Lamb 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Signo Trading International Ltd. 
Tridom Chemical Inc. 

Uniscience Ltd. 


AMI 


amino acid analysis supplies 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Beckman Instruments, Inc 

Beckman Instruments, Inc. (Bioproducts) 
Benson Company 

Bio-Rad Laboratories 

California Medicinai Chemistry Corporation 
Chrompack Nederland BV 

East Anglia Chemicals Ltd 

Fisons Scientific Apparatus 

Fluka AG 

Koch-Light Laboratories Ltd 

LKB Biochrom Ltd. 

LKB-Produkter AB 

MGB/Harleco 

E. Merck 

Pierce Chemical Company 

Pierce Eurochemie B.V. 

Schleicher & Schuell, AG (Switzerland) 
Schleicher & Schuell, Inc. (US/Canada) 
Schleicher & Schüll GmbH (Worldwide) 
Scientific Specialties Service, Inc 
Sequemat Inc. 

Sigma Chemical Company 

Signo Trading Internationa! Ltd 


amino acid, esters, salts, and 
related compounds 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 
Laboratorios Andromaco S A 

J.T. Baker Chemical Company 

BDH Chemicals Ltd. 

Biosearch 

Boehringer Mannheim GmbH 
Calbiochem 

Cambridge Research Biochemecais Limited 
Chemical Dynamics Corporation 
Degussa Ltd. 

Eastern Chemica! 

Fluka AG 

Frinton Laboratories, Inc 

Gibco Division 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd 

KOR, Incorporated 

Merseyside Laboratories 

Paesel GmbH & Co. 

P & S Biochemicals Ltd 

Peboc Limited 

Peninsula Laboratories, Incorporated 
Pfaltz and Bauer, inc 

Pierce Eurochemie B V 

Research Organics. Inc 

Research Plus, inc 

RIA (UK) 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Trans World Chemicals, {nc 

Tridom Chemical Inc 

United States Biochemical Corporation 
Universal Biologicals Ltd 

Vega Biochemicals 


amino acid naphthylamide 
chromogenic substrates 


BDH Chemicals ! td. 
Galbiochem 
California Medicinal Chemistry Corporat.on 
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AMI 


Cambridge Research Biochemicals Limited 
Fluka AG 

Gibco Division ` 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 
Merseyside Laboratories 

Paesel GmbH & Co. 

Peninsula Laboratories, Incorporated 
Pfaltz and Bauer, Inc. 

Research Organics, Inc. 

Research Plus, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 
UCB-Bioproducts 

United States Biochemical Corporation 
Vega Biochemicals 


l-amino acid oxidase 


Accurate Chemical & Scientific Corporation 
Boehringer Mannheim GmbH 
Calbiochem 

Gibco Division 

Koch-Light Laboratories Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

United States Biochemical Corporation 


amino acid thiohydantoins 


Accurate Chemical & Scientific Corporation 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

Fluka AG 

Gibco Division 

ICN Nutritional Biochemicals 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Sequemat Inc. 

. SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

United States Biochemical Corporation 


amino acids 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

Aldrich Chemical Company (US) 

Alltech Associates, Inc. 

American Biological Corp. 

American Laboratories Inc. 

Analabs 

Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 

BDH Chemicals Ltd. 

Calbiochem 

Cambridge Research Biochemicals Limited 
Carolina Biological Supply Company 
Chemical Data Systems, Inc. 

Chemical Dynamics Corporation 

Chori Company Limited 

Clin-Tech Ltd. 

Degussa Ltd. 

East Anglia Chemicals Ltd. 

Eastern Chemical 

Fluka AG 

Freeman Industries Inc. 
Gallard-Schlesinger Chemical Mfg. Corp. 
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General Drug and Chemical! Corp. 
Gibco Division 

ICN Nutritional Biochemicals 

KC Biological, Inc. 

Koch-Light Laboratories Ltd. 
KOR, Incorporated 

M.A. Bioproducts 

E. Merck 

Merseyside Laboratories 

M.P.K. Omega Co. 

Paesel GmbH & Co. 

P & S Biochemicals Ltd. 
Peninsula Laboratories, Incorporated 
Pfaltz and Bauer, Inc. 

Pfanstiehl Laboratories Inc. 
Philip Harris Ltd. 

Pierce Chemical Company 
Pierce Eurochemie B.V. 

P-L Biochemicals, Inc. 
Research Plus, Inc. 

RIA (UK) 

Robeco Chemicals, Inc. 

SAS Pharmaceuticals Ltd. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 
Uniscience Ltd. 

United States Biochemical Corporation 
Universal Biologicals Ltd. 

Vega Biochemicals 


amino acids, N-t-butocarboxyl 
and derivatives 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 

J.T. Baker Chemical Company 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

Fluka AG 

Gibco Division 

ICN Nutritional Biochemicals 

Koch-Light Laboratories Ltd. 
Merseyside Laboratories 

Paesel GmbH & Co. 

Peninsula Laboratories, Incorporated 
Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

RIA (UK) 

Senn Chemicals 

Sequemat Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 
UCB-Bioproducts 

Uniscience Ltd. , 

United States Biochemical Corporation 
Vega Biochemicals 


amino acids, N-carbobenzoxy 


Accurate Chemical & Scientific Corporation 
Aldrich. Chemical Company (US) 

J.T. Baker Chemical Company 

BDH Chemicals Ltd. 

Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

Fluka AG 

Frinton Laboratories, Inc. 

Gibco Division 

ICN Nutritional Biochemicals 

Koch-Light Laboratories Ltd. 

Loba-Chemie 


Merseyside Laboratories 

Paesel GmbH & Co. 

Peninsula Laboratories, Incorporated 
Pfaltz and Bauer, Inc. 

Research Organics, Inc. 

Research Plus, Inc 

Senn Chemicals 

SERVA Feinblochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 
UCB-Bioproducts 

United States Biochemical Corporation 
Vega Biochemicals 


amino acids, DANSYL 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Calbiochem 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

Fluka AG 
Gallard-Schlesinger Chemical Mfg. Corp. 
Gibco Division 

ICN Nutritional Biochemicals 

Koch-Light Laboratories Ltd. 

Pfaltz and Bauer, Inc. 

Pierce Chemical Company 

Pierce Eurochemie B.V. 

Research Organics, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. : 

United States Biochemical Corporation 
Universa! Biologicals' Ltd. 


amino acids, dinitrophenyl 
Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. i 

Biosearch 

Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Gibco Division 

ICN Nutritional Biochemicals 

Koch-Light Laboratories Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Organics, Inc. 

Research Plus, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 

United States Biochemical Corporation 
Universal Biologicals Ltd. 

Vega Biochemicals 


amino acids, dinitropyridyl 


Accurate Chemical & Scientific Corporation 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

Gibco Division 

ICN Nutritional Biochemicals 

Pfaltz and Bauer, Inc. 

Research Organics, Inc. 

Research Plus, Inc. 

Sigma Chemical Company 

Tridom Chemical Inc. 


Natur 


United States Biochemical Corporation 
Universal Biologicals Ltd. 


amino acids, homopolymers 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Biosearch 

Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

Fluka AG 

Gibco Division 

ICN Nutritional Biochemicals 

Koch-Light Laboratories Ltd. 

Merseyside Laboratories 

Miles Laboratories, Inc. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Senn Chemicals 

Sigma Chemical Company 

Tridom Chemical inc. 

United States Biochemical Corporation 
Universal Biologicals Ltd. 

Vega Biochemicals 


amino acids, p-methoxybenzyl- 
carbonyl | 


Accurate Chemical & Scientific Corporation 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

Gibco Division 

ICN Nutritional Biochemicals 

Pfaltz and Bauer, Inc. 

Research Organics, Inc. 

RIA (UK) 

Senn Chemicals 

Sigma Chemical Company 

Tridom Chemical Inc. 


amino acids, 
methylthiohydantoin 


Accurate Chemical & Scientific Corporation 
Cambridge Research Blochemicals Limited 
Chemical Dynamics Corporation 

Gibco Division 

ICN Nutritional Biochemicals 

Pfaltz and Bauer, Inc. 

Research Organics, Inc. 

Research Plus, Inc. 

Sequemat Inc. 

Sigma Chemical Company 

Tridom Chemical Inc. 


amino acids, nitrophenylsulfenyl 


Accurate Chemical & Scientific Corporation 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

Fluka AG 

Gibco Division 

ICN Nutritional Biochemicals 

Pfaltz and Bauer, Inc. 

Research Organics, Inc. 

Research Plus, Inc. 

Senn Chemicals 

Sigma Chemical Company 

Tridom Chemical Inc. 
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amino acids, 
phenylthiohydantoin 


Accurate Chemical & Scientific Corporation 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

Fluka AG 

Gibco Division 

ICN Nutritional Biochemicals 

Pfaltz and Bauer, Inc. 

Pierce Chemical Company 

Research Organics, Inc. 

Research Plus, Inc. 

Sequemat Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 


amino acids, trinitrophenyi 


Accurate Chemical & Sclentific Corporation 
Biosearch 

Gibco Division 

ICN Nutritional Biochemicals 

Pfaltz and Bauer, Inc. 

Research Organics, Inc. 

Research Plus, inc. 

Sigma Chemical Company 

Tridom Chemical Inc. 


aminoacyl tRNA synthetase 


Collaborative Research, Inc. 
Paesel GmbH & Co. 

Sanbio b.v. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


aminoanthracene 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

Aldrich Chemical Company (US) 

Analabs 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 


aminoaryl-amidase 


Boehringer Mannheim GmbH 
Sigma Chemical Company 


aminobenzoic acid 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Alfa Products 

Atomergic Chemetals Corp. 

J.T. Baker Chemicai Company 
BDH Chemicals Ltd. 

British Tar Products 

Fluka AG 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

E. Merck 

Pfaltz and Bauer, Inc. 

Philip Harris Ltd. 


AMI 


Research Plus, Inc. 

Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


aminobiphenyl 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

Aldrich Chemical Company (US) 

Analabs 

Eastern Chemical 

Fluka AG 

Pfaltz and Bauer, Inc. 

SERVA Feinblochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 


aminodeoxy sugars 


Accurate Chemical & Scientific Corporation 
Calbiochem 

Cambridge Research Biochemicals Limited 
Koch-Light Laboratories Ltd. 

Paesei GmbH & Co. 

Pfanstiehl Laboratories Inc. 

P-L Biochemicals, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 


aminonaphthalene 


Aldrich Chemical Company (US) 
Analabs 

Fluka AG 

Koch-Light Laboratories Ltd. 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 


aminonaphthoi sulfonic acid 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Fluka AG 

Pfaltz and Bauer, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 


aminopenicillanic acid 


Aldrich Chemical Company (US) 
Biochemie Gesellschaft m.b.H. 
Farmitalia-Carlo Erba SpA (Industrial) 
Pfaltz and Bauer, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


aminopeptidase substrates 


BDH Chemicals Ltd. 

Boehringer Mannheim GmbH 
Calbiochem 

California Medicinal Chemistry Corporation 
Cambridge Research Biochemicals Limited 
Corning Medical & Scientific 
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AMI 


Fiuka AG 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

E. Merck 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Organics, Inc. 
Research Plus, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 
UCB-Bioproducts 

United States Biochemical Corporation 


aminopheny! sugars 


Accurate Chemical & Scientific Corporation 
Calbiochem 

Cambridge Research Biochemicals Limited 
Koch-Light Laboratories Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 

Senn Chemicals 

Sigma Chemical Company 

Tridom Chemical Inc. 


ammonium persulfate 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 

BDH Chemicals Ltd. 

Bethesda Research Laboratories, Inc. 
Bio-Rad Laboratories 

Carl Roth GmbH & Co. KG 

East Anglia Chemicals Ltd. 

E-C Apparatus Corporation 

Ferak Berlin 

Fisons Scientific Apparatus 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
General Drug and Chemical Corp. 
Genetic Research Instrumentation Ltd. 
Isolab, inc. 

Koch-Light Laboratories Ltd. 

LKB instruments, inc. 
LKB-Produkter AB 

MCB/Harleco 

E. Merck 

Miles Laboratories, Inc. 

Pierce Cnemical Company 
Polysciences, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 


amoxicillin 


Bate Chemical Company Limited 
Biochemie Gesellschaft m.b.H. 


Compañia Española de la Penicilina y Antibióticos, 


S.A. 
General Drug and Chemical Corp. 
Gibco Division 
Novo industr] A/S 
Sigma Chemical Company 
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Signo Trading International Ltd. 
United States Biochemical Corporation 


ampholytes 


Accurate Chemical & Scientific Corporation 
Bio-Rad Laboratories 

Isofab, Inc. 

LKB Instruments, Inc. 
LKB-Produkter AB 

M.A. Bioproducts 

Marine Colloids Division 
National Diagnostics Inc. 
Pharmacia Fine Chemicals 
Pharmacia Inc. 

Pierca Eurochemie B.V. 

SERVA Feinbiochemica GmbH 
Shandon Southern Products 
Sigma Chemical Company 
Uniscience Ltd. 


amphotericin 


Accurate Chemical & Scientific Corporation 
Chemical Dynamics Corporation 

Flow Laboratories Limited 

P-L Biochemicals, Inc. 

Senn Chemicals 

SERVA Feinblochemica GmbH 

Sigma Chemical Company 


ampicillin 


Accurate Chemical & Scientific Corporation 
Bate Chemical Company Limited 

Biochemie Gesellschaft m.b.H. 

Buckton Scott Ltd. 


Compañia Espafiola de la Penicilina y Antibióticos, 


S.A. 
Fluka AG 
General Drug and Chemical Corp. 
Sigma Chemical Company 
Signo Trading International Ltd. 
Uniscience Ltd. 
United States Biochemical Corporation 


amygdalin 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 

BDH Chemicals Ltd. 

Calbiochem 

Carl Roth GmbH & Go. KG 

Chemical Dynamics Corporation 

Fluka AG 

Freeman Industries Inc. 

E. Merck 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Blochemicals, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

United States Biochemical Corporation 


alpha-amylase 


ABM Chemicals Limited 
Accurate Chemical & Scientific Corporation 


BDH Chemicals Ltd. 

Beckman Instruments, Inc. 
Blogenzia Lemania SA 
Boehringer Ingelheim KG 
Boehringer Mannheim GmbH 
Calbiochem 

Carolina Biological Supply Company 
Chemical Data Systems, Inc. 
Chemical Dynamics Corporation 
Fluka AG 

Galard-Schlesinger Chemical Mfg. Corp. 
Gibco Division 

Griffin & George Ltd. 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

E. Merck 

Miles Laboratories, Inc. 
Millipore UK Ltd. 

Novo industri A/S 

Paesel GmbH & Co. 

P & S Biochemicals Ltd. 


' Pfaltz and Bauer, Inc. 


Röhm GmbH 

SERVA Felnbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemica! Corporation 
Worthington Diagnostics 


beta-amylase 


ABM Chemicais Limited 

Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Blogenzia Lemania SA 

Boehringer Mannheim GmbH 
Calbiochem 

Carolina Biological Supply Company 
Chemical Data Systems, Inc. 
Chemical Dynamics Corporation 
Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Gibco Division 

Griffin & George Ltd. 

Henley & Co., Inc. 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

E. Merck 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Ràhm GmbH 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemica! Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 
Worthington Diagnostics 


amylase inhibitor 


Accurate Chemical & Scientific Corporation 
Catbiochem 

Pfaltz and Bauer, Inc. 

Sigma Chemical Company 


amyloglucosidase 


ABM Chemicals Limited 

Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Boehringer Mannheim GmbH 


Nature 


Carolina Biological Supply Company 
Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
E. Merck 

Miles Laboratories, inc. 

Novo Industri A/S 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Röhm GmbH 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 


amylopectin 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 

BDH Chemicals Ltd. 

Calbiochem 

Carl Roth GmbH & Co. KG 

Chemical Dynamics Corporation 
Gallard-Schlesinger Chemical Mfg. Corp. 
Koch-Light Laboratories Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 

United States Biochemical Corporation 


amylopsin 


SERVA Feinbiochemica GmbH 
Tridom Chemical Inc. 


anaerobic bacterial culture 
supplies 


Bast of Copenhagen 

BBL Microbiology Systems 

Carolina Biological Supply Company 
Carr Microbiologicals Inc. 

Diamed Diagnostics Ltd. 

Gibco Division 

Kontes 


London Analytical and Bacteriological Media Ltd. 


Mast Laboratories Ltd. 

Meloy Laboratories, Inc. 
Sanbio b.v. 

Scientific Specialties Service, Inc. 
Signo Trading International Ltd. 


androstan derivatives 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 
Fluka AG 

Koch-Light Laboratories Ltd. 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Roussel Corporation 

Schering Aktiengesellschaft 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Syndel Laboratories Ltd. 

Tridom Chemical Inc. 


androstene derivatives 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 
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Fluka AG 

Koch-Light Laboratories Ltd. 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 
Research Plus, Inc. 

Roussel Corporation 
Schering Aktiengesellschaft 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 
Uniscience Ltd. 


4-androstene-3,17-dione 


Accurate Chemical & Scientific Corporation 
Chemical Dynamics Corporation 

Fluka AG 

Henley & Co., Inc. 

Koch-Light Laboratories Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Radioassay Systems Laboratories, Inc. 
Research Plus, Inc. 

Schering Aktiengesellschaft 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 


androstenolone 


Accurate Chemical & Scientific Corporation 
Chemical Dynamics Corporation 


. Fluka AG 


Koch-Light Laboratories Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Pius, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

United States Biochemical Corporation 


androsterone 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 

BDH Chemicals Ltd. 

Chemical Dynamics Corporation 
Fiuka AG 

Koch-Light Laboratories Ltd. 

E. Merck 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Syndel Laboratories Ltd. 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


androsterone derivatives 


Accurate Chemical & Scientific Corporation 
Fluka AG 

E. Merck 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Schering Aktiengesellschaft 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 


ras 


Syndel Laboratories Ltd. 
Tridom Chemical Inc. 


aneurine 


Atomergic Chemetals Corp. 
BDH Chemicals Ltd. 

East Anglia Chemicals Ltd. 
Fluka AG 

Koch-Light Laboratories Ltd. 

E. Merck 

Pfaltz and Bauer, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 

United States Biochemical Corporation 


aneurine pyrophosphate 


Fluka AG 

E. Merck 

Pfaltz and Bauer, Inc. 

SERVA Felnbiochemica GmbH 
Sigma Chemical Company 


angiotensin 


Accurate Chemical & Scientific Corporation 
American Biological Corp. 

Beckman Instruments, Inc. 

Beckman Instruments, Inc. (Bioproducts) 
Calbiochem 

California Medicinal Chemistry Corporation 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 
Merseyside Laboratories 

Paesel GmbH & Co. 

Peninsula Laboratories, Incorporated 
Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 

UCB-Bioproducts 

Universal Biologicals Ltd. 

Vega Biochemicals 


angiotensinogens 


Accurate Chemical & Scientific Corporation 
Cambridge Research Biochemicals Limited 
Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Sigma Chemical Company 

Tridom Chemica! Inc. 

Vega Biochemicals 


animal diagnostic services 


BBL Microbiology Systems 

BDH Chemicals Ltd. 

Corning Medical & Scientific 
Electro-Nucleonics, Inc. 

n.v. Immuno s.a. 

International Genetics Corporation 
Koch-Light Laboratories Ltd. 

M.A. Bioproducts 

Northeast Biomedical Laboratories Ltd. 
Olac 1976 Ltd. 

Sanbio b.v. 

Scientific Protein Laboratories, Inc. 
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ANI 


Signo Trading International Ltd. 
The Wellcome Foundation Ltd. 


anisomycin 


Sigma Chemical Company 


anthramine 


Analabs 
Sigma Chemical Company 
Tridom Chemical Inc. 


antibiotic A23187 


Boehringer Mannheim GmbH 
Calbiochem 


antibiotic susceptibility testing 
supplies 


bioMérieux S.A. 

Diamed Diagnostics Ltd. 
Mast Laboratories Ltd. 
Oxoid Limited 

A/S Rosco 

Vitek Systems, Inc. 


antibodies and antisera against: 
albumins 


Accurate Chemical & Scientific Corporation 

American Hospital Supply (UK) Ltd. 

American Laboratories Inc. 

AMF Biological and Diagnostic Products Company 

Anoroc Scientific, Inc. 

The Arnel Products Company, Inc. 

Atlantic Antibodies 

Biogenzia Lemania SA 

Biotest-Serum-Institut GmbH 

Bioware Products 

Calbiochem 

California Medicinal Chemistry Corporation 

Cappel Laboratories 

Cari Roth GmbH & Co. KG 

Cedarlane Laboratories Limited 

Chemical Dynamics Corporation 

DAKO-immunoglobulins a/s, DAKOPATTS A/S 

Electro-Nucleonics, Inc. 

E-Y Laboratories, Inc. 

Flow Laboratories Limited 

Fluka AG 

Gibco Division 

Hoechst-Behring 

Hoechst U.K. Ltd. 

HUMAN Institute for Serobacteriological Research 
and Production 

ICL Scientific 

ICN Nutritional Biochemicals 

Immuno Limited 

n.v. Immuno s.a. 

Indiana Biolab 

Kallestad Laboratories, Inc. 

Kent Laboratories Inc. 

Lorne Laboratories Limited 

Miles Laboratories, Inc. 

North American Biologicals, Inc. 

Northeast Biomedical Laboratories Ltd. 

Paesel GmbH & Co. 

Pel-Freez Biologicals 

Polysciences, Inc. 
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Research Plus, Inc. 

RIA (UK) 

Rockland, Inc. 

Sanbio b.v. 

Seward Laboratory 

Shandon Southern Products 
Sigma Chemica! Company 
Signo Trading International Ltd. 
Tago, Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


antibodies and antisera against: 
complement components 


Accurate Chemical & Scientific Corporation 
American Dade 

American Hospital Supply (UK) Ltd. 
Anderson Laboratories, Inc. 

Atlantic Antibodies 

Bethesda Research Laboratories, Inc. 
Biogenzia Lemania SA 
Biotest-Serum-Institut GmbH 
Calbiochem 

Cappel Laboratories 

Cedarlane Laboratories Limited 
Cordis Laboratories, Inc. 
DAKO-immunoglobulins a/s, DAKOPATTS A/S 
Difco Laboratories 

Flow Laboratories Limited 

Gibco Division l 
Hoechst-Behring 

Hoechst U.K. Ltd. 

ICL Scientific 

Immuno Limited 

n.v. Immuno s.a. 

Inter-Medico 

Kallestad Laboratories, Inc. 

Kent Laboratories Inc. 

Lorne Laboratories Limited 
Mercia-Brocades Limited 

Miles Laboratories, Inc. 

Northeast Biomedical Laboratories Ltd. 
Paesel GmbH & Co. 

Pel-Freez Biologicals 

Research Plus, Inc. 

RIA (UK) 

Rockland, Inc. 

Sanbio b.v. 

Seward Laboratory 

Shandon Southern Products 

Signo Trading International Ltd. 
Tago, Inc. 

Tissue Culture Services Ltd. 
Wellcome Reagents Limited 


antibodies and antisera against: | 


cyclic nucleotides 


Accurate Chemical & Scientific Corporation 
American Biological Corp. 
Collaborative Research, Inc. 
Fluka AG 

Meloy Laboratories, Inc. 
Miles Laboratories, Inc. 
New England Nuclear 
Paesel GmbH & Co. 
Polysciences, Inc. 

Research Plus, Inc. 

Sigma Chemical Company 


antibodies and antisera against: 
drugs 


Accurate Chemical & Scientific Corporation 
Advanced Laboratory Techniques 
American Drug Research Institute, Inc. 
American Hospital Supply (UK) Ltd. 
American Laboratories Inc. - 

AMF Biological and Diagnostic Products Company 
Atlantic Antibodies 

Benenden Chest Hospital 
Biotest-Serum-Institut GmbH 

Cambridge Medical Diagnostics, Inc. 
Cappel Laboratories 

Electro-Nucleonics, Inc. 

Farmos Diagnostica/Farmos Group Ltd. 
Kallestad Laboratories, Inc. 

Meloy Laboratories, Inc. 

Miles Laboratories, Inc. 

Nuclear Medical Systems, inc. 

Paesel GmbH & Co. 

RIA (UK) 

Sanbio b.v. 

SAS Pharmaceuticals Ltd. 

Seragen Incorporated 

Signo Trading International Ltd. 

The Wellcome Foundation Ltd. 

Western Chemical Research Corporation 
Wien Laboratories, Inc. 


antibodies and antisera against: 
enzymes 


Accurate Chemical & Scientific Corporation 
American Biological Corp. 

American Laboratories Inc. 

Atlantic Antibodies 

BDH Chemicals Ltd. 

Biogenzia Lemania SA 

Calbiochem : 
California Medicinal Chemistry Corporation 
Cappel Laboratories 

Carl Roth GmbH & Co. KG 

Chori Company Limited 
DAKO-immunoglobulins a/s, DAKOPATTS A/S 
Dynatech Diagnostics, Inc. 
Electro-Nucleonics, Inc. 

Hybritech Incorporated 

ICN Nutritional Biochemicals 

n.v. Immuno s.a. 

Kallestad Laboratories, Inc. 

Meloy Laboratories, Inc. 

Miles Laboratories, Inc. 

Nordiclab OY 

Northeast Biomedical! Laboratories Ltd. 
Nuclear Medical Systems, Inc. 

Pacific Gateway Co. 

Paesel GmbH & Co. 

Pel-Freez Biologicals 

P-L Biochemicals, Inc. 

Polysciences, Inc. 

Sanbio b.v. 

SAS Pharmaceuticals Ltd. 

Serono Diagnostics 

Sigma Chemical Company 

Signo Trading International Ltd. 

Zymed Laboratories 


antibodies and antisera against: 
erythrocytes 


Accurate Chemical & Scientific Corporation 
American Drug Research institute, Inc. 
Biogenzia Lemania SA 


Nature 


mer 


Biotest-Serum-Institut GmbH 

Cappel Laboratories 
DAKO-immunoglobulins a/s, DAKOPATTS A/S 
Hoechst-Behring 
Hybritech Incorporated 
Immuno Limited 

n.v. Immuno s.a. 

M.A. Bioproducts 
Mercia-Brocades Limited 
Northeast Biomedical Laboratories Ltd. 
Paesel GmbH & Co. 
Pel-Freez Biologicals 

Sanbio b.v. ? 
Sera-Lab Ltd. ' 
Signo Trading International Ltd. 

Tissue Culture Services Ltd. 
Uniscience Ltd. 

United States Biochemical Corporation 


antibodies and antisera against: 
fibrinogens ' 


Accurate Chemical & Scientific Corporation 

American Biological Corp. 

American Hospital Supply (UK) Ltd. 

Atlantic Antibodies 

Biogenzia Lemania SA 

Bioware Products 

Calbiochem 

California Medicinal Chemistry Corporation 

Cappel Laboratories 

Cedarláne Laboratories Limited 

DAKO-immunoglobulins a/s, DAKOPATTS A/S 

E-Y Laboratories, Inc. 

Flow Laboratorles Limited | 

Hoechst-Behring l 

Hoechst U.K. Ltd. i; 

HUMAN Institute for Serobacteriological Research 
and Production l 

ICL Scientific 

ICN Nutritional Biochemicals 

Immuno Limited 

n.v. Immuno s.a. 

Kallestad Laboratories, Inc. 

Kent Laboratories Inc. 

Miles Laboratories, Inc. 

Northeast Biomedical Laboratories Ltd. 

Paesel GmbH & Co. 

Pel-Freez Biologicals 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Sanbio b.v. 

Seward Laboratory 

Shandon Southern Products 

Sigma Chemical Company 

Signo Trading International Ltd. : 

Tago, Inc. 

Tissue Culture Services Ltd. 

Uniscience Ltd. 

The Wellcome Foundation Ltd. 

Wellcome Reagents Limited 


antibodies and antisera against: 
fluid and tissue components, 
miscellaneous 


Advanced Biotechnologies, Inc. 

American Biological Corp. 

American Hospital Supply (UK) Ltd., 

The Arnel Products Company, Inc. 

BioDx ' 
Biosystems, Inc. i 
California Medicinal Chemistry Corporation 


Directóry of Biologicals . 


Cedarlane Laboratories Limited 
Centocor Inc. 

Collaborative Research, Inc. 
Colorado Serum Co. 
DAKO-immunoglobulins a/s, DAKOPATTS A/S 
Flow Laboratories Limited 
Gibco Division 

Hoechst-Behring 

Hoechst U.K. Ltd. 

Hybritech Incorporated 

ICL Scientific 

Immuno Limited 

Immuno Nuclear Corp. 

n.v. Immuno s.a. 

International Genetics Corporation 
Litton Bionetics 

M.A. Bioproducts ` ` 
Mercia-Brocades Limited 

New England Nuclear 

North American Biologicals, Inc. 
Northeast Biomedical Laboratories Ltd. 
Olac 1976 Ltd. 

Pel-Freez Biologicals 

RIA-(UK) 

Sanbio b.v. 

Seragen Incorporated 

Sera-Lab Ltd. 

Tago, Inc. 


antibodies and antisera against: 
gamma-globulins 


Accurate Chemical & Scientific Corporation 

American Biological Corp. 

American Dade 

American Drug Research Institute, Inc. 

American Hospital Supply (UK) Ltd. 

AMF Biological and Diagnostic Products Company 

The Arne! Products Company, Inc. 

Atlantic Antibodies 

Benenden Chest Hospital 

BioDx 

Biogenzia Lemania SA 

bioMérieux S.A. 

Biotest-Serum-Institut GrnbH 

Laboratoires Biotrol 

Calbiochem 

California Medicinal Chemistry Corporation 

Cambridge Medical Diagnostics, Inc. 

Cappel Laboratories 

Cedarlane Laboratories Limited 

Corning Medical & Scientific 

DAKO-immunoglobulins a/s, DAKOPATTS A/S 

E-Y Laboratories, Inc. 

Flow Laboratories Limited 

Fluka AG 

Hoechst-Behring 

Hoechst U.K. Ltd. 

HUMAN Institute for Serobacteriological Research 
and Production 

Hybritech Incorporated 

ICL Scientific 

ICN Nutritional Biochemicals 

Immuno Nuclear Corp. 

n.v. Immuno s.a. 

Inter-Medico 

Kallestad Laboratories, Inc. 

Litton Bionetics 

M.A. Bioproducts 

Meloy Laboratories, Inc. 

Mercia-Brocades Limited 

New England Nuclear 

North American Biologicals, Inc. 

Northeast Biomedical Laboratories Ltd. 

Paesel GmbH & Co. 
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BENENDEN 
RESEARCH 
ANTISERA 


Antibodies Raised In Sheep 
are sent in 5 ml lyophilized aliquots at 
£8.00 a ml: 
calcitonin — cortisol — digoxin — HPL 
— human TSH — methotrexate - - 
progesterone — T3 and T4 — 

For free T4 estimation: Very high titre, 
high avidity anti-T4 at £25 a ml. 


Second Antibodies 
Raised In Donkeys 
are sent in 5 ml lyophilized aliquots at 
£1.50 a ml (30 ml at £1.20 a ml): 

goat — mouse — rabbit -- sheep — 


Solid-Phase Linked Antibodies (for 
1,000 RIA tubes) 
PMA anti-T4 at £25 — and for ten 
minutes second Ab separation 
PMA anti-rabbit IgG at £10. 


All antisera are suplied UNDILUTED. 
Quantity discounts available. 


RAST ALLERGY UNIT, BENENDEN 
CHEST HOSPITAL, 
CRANBROOK, KENT TN17 4AX. 
Telephone: 058082 (Benenden) 495 


y vA Laboratories Ltd., 


Antisera to Human Proteins 
Antisera to Human Lipopreteins 
Antisera to Human Isoenzymes 


Second Antibodies 
For RIA and lor use with Monoclonal Antibodies 
also--- Normal Carrier Sera 








Histochemical and Immunoenzymology Reagents 
IgG Fractions 
FITC Labelicd IgG Fractions 
Peroxidase Labelled IgG Fractions 


Antisera to Animal! Proteins 


Immunoglobulins 
Freund Adjuvant 


Custom Antisera 
Purified Proteins 
Histocompatibility Products 
Rabbit Complement for Iymphocylotoxi ity 
testing 
Aiso —Guinea Pig Complement 
Tissue Extractions 
Brant and Lung Products 
Nuclear Antigens 


Blood Products 
Reticutocyle Rich Blood 


Glands. Organs, Tissues 


Custom Products 


P.O. Box 45, Uxbridge. Middlesex JB9 POD Engang 
Telephone: Harefield (089 582: 3067 
Telex: UK 847777 Delray G 'Ne'abs' 
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Pel-Freez Biologicals 

Pfaltz and Bauer, Inc. 

Quadroma Inc. 

Radioassay Systems Laboratories, Inc. 
Research Plus, Inc. 

Research Products International Corp. 
RIA (UK) 

Sanbio b.v. 

Sera-Lab Ltd. 

Seward Laboratory 

Shandon Southern Products 

Sigma Chemical Company 

Signo Trading International Ltd. 

Tago, Inc. 

Tissue Culture Services Ltd. 
Uniscience Ltd. 

Vector Laboratories, Inc. 

The Weilcome Foundation Ltd. 
Western Chemical Research Corporation 
Zymed Laboratories 


antibodies and antisera against: 
hemoglobins 


Accurate Chemical & Scientific Corporation 
American Laboratories Inc. 

Calbiochem: i 

Cappel Laboratories 

Carl Roth GmbH & Co. KG 

Chori Company Limited 
DAKO-immunoglobulins a/s, DAKOPATTS A/S 
Fluka AG 

Hoechst-Behring 

Hoechst U.K. Ltd. 

ICN Nutritional Biochemicals 
Mercia-Brocades L'imitéd _ 

Miles Laboratories, Inc. 

Northeast Biomedical Laboratories Ltd. 
Paesel GmbH & Co. 

Pel-Freez Biologicals 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Sanbio b.v. 

Signo Trading International Ltd. 

Tissue Culture Services Ltd. 


antibodies and antisera against: 
horinones 


Accurate Chemical & Scientific Corporation 
American Biological Corp." 

American Hospital Supply (Uk) Ltd. 

AMF Biological and Diagnostic Products Company 
The Arnel Products Company, Inc. 

Benenden Chest Hospital 

Calbiochem ` ` 

California Medicinal Chemistry Corporation 
Cambridge Medical Diagnostics, Inc. 

Cappel Laborátories 

DAKO- -immunoglobuiins a/s, DAKOPATTS A/S 
Farmos Diagnostica/Farmos Group Lid. 

Fluka AG 

Hoechst-Behring 

Hoechst U.K. Ltd. 

Hybritech Incorporated 

ICN Nutritional Biochemicals 

Immuchem Corp. 

Immunex 

Immuno Nuclear Corp. 

n.v. Immuno s.a. 

Imuco, S.A. 

Inter-Medico 

International Laboratory Services Ltd. 
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Kallestad Laboratories, Inc. 

KOR, Incorporated 

Oy Medix AB 

Meloy Laboratories, Inc. 

Merseyside Laboratories 

Miles Laboratories, Inc. 

Mirob Laboratories Inc. 

Monoclonal Antibodies, Inc. 

Nordiclab OY 

Northeast Biomedical Laboratories Ltd. 
Nuclear Medical Sysiems, Inc. 

Pacific Gateway Co. 

Paesel .GmbH & Co. 

P & S Biochemicals Ltd. 

Pel-Freez Biologicals 

Pfaltz and Bauer, Inc. 

Polysciences, Inc. 

Radioassay Systems Laboratories, Inc. 
Research Plus, Inc. ` 

Research Products International Corp. 
RIA (UK) 

Roussel Corporation 

Sanbio b.v. 

SAS Pharmaceuticals Ltd. 

Schering Aktiengesellschaft 

Seragen Incorporated . 

Serono Diagnostics 

Sigma Chemical Company 

Signo Trading International Ltd. 
Tissue Culture Services Ltd. 
Uniscience Ltd. 

Western Chemical Research Corporation 
Wien Laboratories, Inc. 


antibodies and antisera against: 
IgA 


Accurate Chemical & Scientific Corporation 

Advanced Laboratory Techniques 

American Biological Corp. 

American Hospital Supply (UK) Ltd. 

AMF Biological and Diagnostic Products Company 

Atlantic Antibodies ` l 

Becton Dickinson FACS Systems 

Bethesda Research Laboratories, Inc. 

BioDx 

Biogenzia Lemania SA 

bioMérieux S.A. 

Biotest-Serum-Institut GmbH 

Bioware Products 

Calbiochem 

California Medicinal Chemistry Corporation 

Cappel Laboratories 

Cedarlane Laboratories Limited 

Colorado Sérum Co, 

Corning Medical & Scientific 

DAKO-immunoglobulins a/s, DAKOPATTS A/S 

Dynatech Diagnostics, Inc. 

Elactro-Nucleonics, Inc. 

E-Y Laboratories, Inc. 

Flow Laboratories Limited 

Helena Laboratories 

Hoechst-Behring 

Hoechst U.K. Ltd. 

HUMAN institute for Serobacteriological Research 
and Production 

ICL Scientific 

Immuno Limited 

n.v. Immuno s.a. 

Inter-Medico 

Kallestad Laboratories, inc. 

Kent Laboratories Inc. 


Litton Bionetics 

Lorne Laboratories Limited 

M.A. Bioproducts 

Mercia-Brocades Limited 

Miles Laboratories, Inc. 

Northeast Biomedical Laboratories Ltd. 
Paesel GmbH & Co. 

Pel-Freez Biologicals 
Polysciences, Inc. 

Research Plus, Inc. 

Research Products International Corp. 
RIA (UK) 

Rockland, Inc. 

Sanbio b.v. 

Seward Laboratory 

Shandon Southern Products 

Sigma Chemical Company 

Tago, inc. 

Tissue Culture Services Ltd. 
Uniscience Ltd. 

United States Biochemical Corporation 
The Wellcome Foundation Ltd. 
Wellcome Reagents Limited 

Zymed Laboratories 


antibodies and antisera against: 
IgD 


Accurate Chemical & Scientific Corporation 
American Biological Corp. ` 

American Hospital Supply (UK) Ltd. 
Atlantic Antibodies 

Becton Dickinson FACS Systems 
Bethesda Research Laboratories, Inc. 
Biogenzia Lemania SA 

bioMérieux S.A. 

Bioware Products 

Calbiochem 

Cappel Laboratories 

Cedarlane Laboratories Limited 
DAKO-immunoglobulins a/s, DAKOPATTS A/S 
E-Y Laboratories, Inc. 

Flow Laboratories Limited 
Hoechst-Béhring 

Hoechst U.K. Ltd. 

HUMAN Institute for Serobacteriological Research 
and Production 

ICL Scientific 

ICN Nutritional Biochemicals 

Immuno Limited 

n.v. Immuno s.a. 

Inter-Medico 

Kallestad Laboratories, Inc. 

Kent Laboratories Inc. 

Lorne Laboratories Limited 
Mercia-Brocades Limited 

Miles Laboratories, Inc. 

Northeast Biomedical Laboratories Ltd. 
Paesel GmbH & Co.’ 

Pel-Freez Biologicals 

Research Pius, Inc. 

Sanbio b.v. ` 

Sera-Lab Ltd. 

Seward Laboratory 

Sigma Chemical Company 

Tago, Inc. 

Tissue Culture Services Ltd. 
Uniscience Ltd. 

United States Biochemical Corporation 


antibodies and antisera against: 
IgE 


Accurate Chemical & Scientific Corporation 
American Biological Corp. 


Nature 


we 


American Hospital Supply (UK) Ltd. 

Atlantic Antibodies 

Becton Dickinson FACS Systems 

Bethesda Research Laboratories, Inc. 

Biogenzia Lemania SA 

bioMérieux S.A. 

Bioware Products 

Calbiochem 

California Medicinal Chemistry Corporation 

Cappel Laboratories 

Cedarlane Laboratories Limited 

DAKO-immunoglobulins a/s, DAKOPATTS A/S 

E-Y Laboratories, Inc. 

Flow Laboratories Limited 

Hoechst-Behring 

Hoechst U.K. Ltd. 

HUMAN Institute for Serobacteriological Research 
and Production 

Hybritech Incorporated 

Immuno Limited 

n.v. Immuno s.a. 

Inter-Medico ` ` 

Kallestad Laboratories, Inc. 

Kent Laboratories Inc. 

Lorne Laboratories Limited 

Mercla-Brocades Limited 

Miles Laboratories, Inc. i 

National Institute of Allergy and infectious 
Diseases (NIH) 

New England Nuclear i 

Northeast Biomedical Laboratories Ltd. 

Paesel GmbH & Co. 

Pel-Freez Biologicals 

Research Plus, nc. 

Research Products International Corp. 

Sanbio b.v. 

Sera-Lab Ltd. 

Seward Laboratory 

Sigma Chemical Company 

Tago, Inc. 

Tissue Culture Services Ltd. 

Uniscience Ltd. 

United States Biochemical Corporation 


antibodies and antisera against: 
IgG 


Accurate Chemical & Scientific Corporation 
Advanced Laboratory Techniques 

American Biological Corp. 

American Dade 

American Hospital Supply (UK) Ltd. 

AMF Biological and Diagnostic Products Company 
The Arne! Products Company, Inc. 

Atlantic Antibodies 

Becton Dickinson FACS Systems 

Bethesda Research Laboratories, Inc. 

BioDx 

Biagenzia Lemania SA 

bioMérieux S.A.. 

Biotest-Serum-Institut GmbH 

Laboratoires Biotro! 

Bioware Products 

Calbiochem 

California Medicinal Chemistry Corporation 
Cappel Laboratories 

Cedariane Laboratories Limited 

Colorado Serum Co. 

Corning Medical & Scientific 
DAKO-immunoglobulins a/s, DAKOPATTS A/S 
Dynatech Diagnostics, Inc. 

Electro-Nucleonics, Inc. 

E-Y Laboratories, Inc. 

Flow Laboratories Limited 

Helena Laboratories 
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Hoechst-Behring 

Hoechst U.K. Ltd. 

HUMAN institute for Serobacteriological Research 
and Production 

ICL Scientific l 

ICN Nutritional Biochemicals 

Immuno Limited 

n.v. Immuno s.a. 

Inter-Medico 

Kallestad Laboratories, Inc. 

Kent Laboratories Inc. 

Litton Bionetics 

Lorne Laboratories Limited 

M.A. Bioproducts 

Mercia-Brocades Limited 

Miles Laboratories, Inc. 

New England Nuclear 

Northeast Biomedical Laboratories Ltd. 

Nuclear Medical Systems, Inc. 

Olac 1976 Ltd. : 

Paesel GmbH & Co. 

Pel-Freez Biologicals 

Polysciences, Inc. 

Research Plus; Inc. ` 

Research Products International Corp. 

RIA (UK) 

Rockland, Inc. 

Sanbio b.v. 

Séra-Lab Ltd. 

Seward Laboratory 

Shandon Southern Products 

Sigma Chemical Company 

Tago, Inc. 

Tissue Culture Services Ltd. 

Uniscience Ltd. 

United States Biochemical Corporation 

Vector Laboratories, Inc. 

The Wellcome Foundation Ltd. 

Wellcome Reagents Limited 

Western Chemical Research Corporation 

Zymed Laboratories 


antibodies and antisera against: 
IgM 


Accurate Chemical & Scientific Corporation 

American Biological Corp. . 

American Hospital Supply (UK) Ltd. 

AMF Biological and Diagnostic Products Company 

Atlantic Antibodies 

Becton Dickinson FACS Systems 

Bethesda Research Laboratories, Inc. 

BioDx 

Biogenzia Lemania SA 

bioMérieux S.A. 

Biotest-Serum-Institut GmbH 

Laboratoires Biotrol 

Bioware Products 

Calbiochem. 

California Medicinal Chemistry Corporation 

Cappel Laboratories 

Cedarlane Laboratories Limited 

Colorado Serum Co. 

Corning Medical & Scientific 

DAKO-immunoglobulins a/s, DAKOPATTS A/S 

Dynatech Diagnostics, Inc. 

Electra-Nucleonics, Inc. 

E-Y Laboratories, Inc. 

Flow Laboratories Limited 

Helena Laboratories 

Hoechst-Behring 

Hoechst U.K. Ltd. 

HUMAN Institute for Serobacteriological Research 
and Production ` 

ICL Scientific 


ANI 


Immuno Limited 

n.v. Immuno s.a. 

inter-Medico 

Kallestad Laboratories, Inc. 

Kent Laboratories Inc. 

Litton Bionetics 

Lorne Laboratories Limited 

M.A. Bioproducts 

Mercla-Brocades Limited 

Miles Laboratories, Inc. 

National Institute of Allergy and Infectious 
Diseases (NIH) 

Northeast Biomedical Laboratories Ltd. 

Olac 1976 Ltd. 

Paesel GmbH & Co. 

Pel-Freez Biologicals 

Polysciences, Inc. - 

Research Plus, Inc. 

Research Products International Corp. 

RIA (UK) 

Sanbio b.v. 

Sera-Lab Ltd. 

Seward Laboratory 

Shandon Southern Products 

Sigma Chemical Company 

Tago, Inc. 

Tissue Culture Services Ltd. 

Uniscience Ltd. 

United States Biochemical Corporation 

Vector Laboratories, Inc. 

The Wellcome Foundation Ltd. 

Wellcome Reagents Limited 

Zymed Laboratories 


antibodies and antisera against: 
immunoglobulin Fab fractions 


Accurate Chemical & Scientific Corporation 

American Biological. Corp. 

American Hospital Supply (UK) Ltd. 

AMF Biological and Diagnostic Products Company 

Atlantic Antibodies 

Bethesda Research Laboratories, Inc. 

Biogenzia Lemania SA 

Biotest-Serum-Institut GmbH 

Calbiochem 

Cappel! Laboratories 

Dynatech Diagnostics, Inc. 

E-Y Laboratories, Inc. 

Flow Laboratories Limited 

Hoechst-Behring 

Hoechst U.K. Ltd. 

HUMAN Institute for Serobacteriological Research 
and Production 

ICN Nutritional Biochemicals 

n.v. Immuno s.a. 

Inter-Medico 

Kallestad Laboratories, Inc. 

Kent Laboratories Inc. 

Litton Bionetics 

Miles Laboratories, Inc. 

New England Nuclear 

Northeast Biomedical Laboratories Ltd. 

Paesel GmbH & Co. 

Pel-Freez Biologicals 

Polysciences, Inc. 

Research Plus, Inc. 

Sanbio b.v. 

Sera-Lab Ltd. — 

Seward Laboratory 

Tago, Inc. 

Tissue Culture Services Ltd. 

Uniscience Ltd. 

United States Biochemical Corporation 

Zymed Laboratories 
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antibodies and antisera against: 
immunoglobulin Fc fractions 


Accurate Chemical & Scientific Corporation 

American Biological Corp. 

American Hospital Supply (UK) Ltd. 

AMF Biological and Diagnostic Products Company 

Atlantic Antibodies 

Bethesda Research Laboratories, Inc. 

Biogenzia Lemania SA 

Biotest-Serum-Institut GmbH 

Calbiochem 

Cappel Laboratories 

Cedarlane Laboratories Limited 

DAKO-immunoglobulins a/s, DAKOPATTS A/S 

Dynatech Diagnostics, Inc. 

Flow Laboratories Limited 

Hoechst-Behring 

Hoechst U.K. Ltd. 

HUMAN Institute for Serobacteriological Research 
and Production 

ICL Scientific 

ICN Nutritional Biochemicals 

n.v. Immuno s.a. 

Inter-Medico 

Kallestad Laboratories, Inc. 

Kent Laboratories inc. 

Litton Bionetics 

` Meloy Laboratories, Inc. 

Mercia-Brocades Limited 

Miles Laboratories, Inc. 

New England Nuciear 

Northeast Biomedical Laboratories Ltd. 

Pel-Freez Biologicals 

Polysciences, Inc. 

Research Plus, Inc. 

Sanbio b.v. 

Sera-Lab Ltd. 

Seward Laboratory 

Tissue Culture Services Ltd. 

Uniscience Ltd. 

United States Biochemical Corporation 


antibodies and antisera against: 
immunoglobulin heavy chains 


Accurate Chemical & Scientific Corporation 
American Biological Corp. 

American Dade 

American Hospital Supply (UK) Ltd. 

AMF Biological and Diagnostic Products Company 
Atlantic Antibodies 

Becton Dickinson FACS Systems 

Bethesda Research Laboratories, Inc. 

BioDx 

Biogenzia Lemania SA 

Biotest-Serum-Institut GmbH 

Calbiochem 

California Medicinal Chemistry Corporation 
Cappel Laboratories 

Cedarlane Laboratories Limited 

Cordis Laboratories, Inc. 
DAKO-immunoglobulins a/s, DAKOPATTS A/S 
Dynatech Diagnostics, Inc. 

Flow Laboratories Limited 

Helena Laboratories 

Hoechst-Behring 

Hoechst U.K. Ltd. 

ICL Scientific 


ICN Nutritional Biochemicals 
n.v. Immuno s.a. 
Inter-Medico 

Kallestad Laboratories, Inc. 
Kent Laboratories Inc. 

Litton Bionetics 
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Mercia-Brocades Limited 

Miles Laboratories, Inc. 

New England Nuclear 

Northeast Biomedical Laboratories Ltd. 
Paesel GmbH & Co. 

Pel-Freez Biologicals 

Research Plus, Inc. 

Research Products International Corp. 
RIA (UK) 

Rockland, Inc. 

Sanbio b.v. 

Sera-Lab Ltd. 

Seward Laboratory 

Shandon Southern Products 

Tago, Inc. 

Tissue Culture Services Ltd. 
Uniscience Ltd. 

United States Biochemical Corporation 
Zymed Laboratories l 


antibodies and antisera against: 
immunoglobulin light chains 


Accurate Chemical & Scientific Corporation 
American Biological Corp. 

American Hospital Supply (UK) Ltd. 

AMF Biological and Diagnostic Products Company 
Atlantic Antibodies 

Becton Dickinson FACS Systems 
Bethesda Research Laboratories, Inc. 
Biogenzia Lemania SA 
Biotest-Serum-Institut GmbH 

Calbiochem 

California Medicinal Chemistry Corporation 
Cappel Laboratories 

Cedarlane Laboratories Limited 
DAKO-immunoglobulins a/s, DAKOPATTS A/S 
Dynatech Diagnostics, Inc. 

Flow Laboratories Limited 

Helena Laboratories 

Hoechst-Behring 

Hoechst U.K. Ltd. 

ICL Scientific 

ICN Nutritional Biochemicals 

immuno Limited 

n.v. Immuno s.a. 

Inter-Medico 

Kallastad Laboratories, Inc. 

Kent Laboratories Inc. 

Litton Bionetics 

Mercia-Brocades Limited 

Miles Laboratories, Inc. 

New England Nuclear 

Northeast Biomedical Laboratories Ltd. 
Paesel GmbH & Co. 

Pel-Freez Biologicals 

Research Plus, Inc. 

Research Products International Corp. 
RIA (UK) 

Rockland, inc. 

Sanbio b.v. 

Sera-Lab Ltd. 

Seward Laboratory 

Shandon Southern Products 

Tago, Inc. 

Tissue Culture Services Ltd. 

Uniscience Ltd. 

United States Biochemical Corporation 
Zymed Laboratories 


antibodies and antisera against: 
infectious agents 


Accurate Chemical & Scientific Corporation 
Advanced Biotechnologies, Inc. 


American Type Culture Collection 

AMF Biological and Diagnostic Products Company 

BBL Microbiology Systems 

Bethesda Research Laboratories, inc. 

Biosystems, Inc. 

Calbiochem 

Center for Blood Research 

Centocor Inc. 

Colorado Serum Co.: 

DAKO-immunoglobulins a/s, DAKOPATTS A/S 

Difco Laboratories 

Dynatech Diagnostics, inc. 

Electro-Nucleonics, Inc. 

Genetic Systems Corporation 

Gull Laboratories, Inc. 

Hoechst-Behring 

Hoechst U.K. Ltd. 

Hybritech Incorporated 

Indiana Biolab 

International Genetics Corporation 

M.A. Bioproducts 

Mercia-Brocades Limited 

Meridian Diagnostics, Inc. 

Mirob Laboratories Inc. 

National Institute of Allergy and Infectious 
Diseases (NIH) 

Northeast Biomedical Laboratories Ltd. 

Paesel GmbH & Co. 

Signo Trading International Ltd. 

Tissue Culture Services Ltd. 

The Wellcome Foundation Ltd. 


antibodies and antisera against: 
lectins 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Cedarlane Laboratories Limited 

E-Y Laboratories, Inc. 

Fluka AG 

Lorne Laboratories Limited 

Miles Laboratories, Inc. 

Paese! GmbH & Co. 

Philadelphia Biologics Center 

Sanbio b.v. 

Signo Trading International Ltd. 
Tissue Culture Services Ltd. 
Uniscience Ltd. 

United States Biochemical Corporation 
Vector Laboratories, Inc. 

The Wellcome Foundation Ltd. 

Zymed Laboratories 


antibodies and antisera against: 
lymphocytes 


Accurate Chemical & Scientific Corporation 
Advanced Biotechnologies, Inc. 

American Biological Corp. 

Becton Dickinson FACS Systems 

Bethesda Research Laboratories, Inc. 
Biotest-Serum-Institut GmbH ` 

Cappel Laboratories 

Cedarlane Laboratories Limited 

Choay Chimie . 

DAKO-immunoglobulins a/s, DAKOPATTS A/S 
Genetic Systems Corporation 

Gibco Division 

Hybrltech Incorporated 

n.v. Immuno S.a. 


Nature 


Moneston IA: 





itibu ics 


from Hybritech 


Hybritech is at the forefront of monoclonal 
antibody technology, a position we have 
maintained since our initial work began 
over three years ago. The high affinity and 
excellent specificity of our products make 
possible their widespread use in traditional 
methods as well as hew, sometimes 
unique, techniques. Popular applications 
of our hybridoma- produced reagents 
include RIA, EIA, immunohistochemistry, 
and antigen purification. 


Currently available Hybritech products for 
research use are shown, and our 
product line continues fo grow rapidly. 


To place your order, or for additional 
information regarding these monoclonal 
antibody reagents, please call or write 





Monoclonal Antibodies 
(For Research Use Only) to: 


Tumor-Associated Antigens 
Alona Fetoprotein (AFP) 
Carcinoembryonic Antigen (CEA) 
Prostatic Acid Phosphatase (PAP) 
Melanoma (six determinants) 


Cell Surface Markers 

T cells Monocytes 

B cells T&B Cell Reagent Set 
Viruses 

Hepatitis B Surface Antigen (four 


subtypes) 
Hormones 
Hurnan Chorionic Gonadotropin, 
beta subunit (8-hCG) 
Human Growth Hormone (hGH) 


fo us. 





Hybritech 


Ferritin 


San Diego, CA 92121 USA 


M.A. Bioproducts 
New England Nuclear 

Northeast Biomedical Laboratories Ltd. 
Ortho Pharmaceutical Corporation 
Paesel GmbH & Co. 

Sanbio b.v. 

Sera-Lab Ltd. 

Signo Trading International Ltd. 
Tissue Culture Services Ltd. 


antibodies and antisera .against: 


miscellaneous antigens, other 


Accurate Chemical & Scientific Corporation 
Advanced Biotechnologies, Inc. 
Advanced Laboratory Techniques 

American Biological Corp. 

American Drug Research Institute, Inc. 
American Hospital Supply (UK) Ltd. 

The Amel Products Company, Inc. 

Atlantic Antibodies 

Bethesda Research Laboratories, Inc. 
Biogenzia Lemania SA 
Biotest-Serum-Institut GmbH l 
Calbiochem 

Cambridge Medical Diagnostics, Inc. 
Cappel Laboratories ; 
Cedarlane Laboratories Limited 

Centocor Inc. 

DAKO-immunoglobulins a/s, DAKOPATTS A/S 
Difco Laboratories 

Dynatech Diagnostics, Inc. 

Electro-Nucleonics, Inc. 

Enzo Blochem, Inc. 

Gibco Division 

Hoechst-Behring 

Hoechst U.K. Ltd. 
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Hybritech Incorporated 

ICL Scientific 

n.v. Immuno s.a. 

International Genetics Corporation 

international Laboratory Services Ltd. 

KOR, Incorporated 

Litton Bionetics 

Meloy Laboratories, Inc. 

Mercia-Brocades Limited 

Monoclonal Antibodies, Inc. 

National Institute of Allergy and Infectious 
Diseases (NIH) 

New England Nuclear 

Nordiclab OY 

Northeast Biomedical Laboratories Ltd. 

Pel-Freez Biologicals 

RIA (UK) 

Sanbio b.v. 

Sera-Lab Ltd. 

UCB-Bioproducts 

Western Chemical! Research Corporation 

Wien Laboratories, Inc. 

Zymed Laboratories 


antibodies and antisera against: 
pollens 


Accurate Chemical & Scientific Corporation 
Sera-Lab Ltd. 
Signo Trading International Ltd. 


antibodies and antisera against: 
thrombocytes 


Accurate Chemical & Scientific Corporation 
DAKO-immunoglobulins a/s, DAKOPATTS A/S 


Human Prolactin 
Thyroid Stimulating Hormone (TSH) 


Blood Proteins 
Immunoglobulin E 


n.v. Immuno s.a. 

Mercia-Brocades Limited 

Northeast Biomedical Laboratories Ltd. 
Signo Trading international Ltd. 


antibodies and antisera against: 
thymocytes 


Accurate Chemical & Scientific Corporation 
Advanced Biotechnologies, Inc. 

Becton Dickinson FACS Systems 
Cedarlane Laboratories Limited 

Genetic Systems Corporation 
Hybritech Incorporated 

M.A. Bioproducts 

Miles Laboratories, Inc. 

New England Nuclear 

Northeast Biomedical Laboratories Ltd. 
Ortho Pharmaceutical Corporation 

Signo Trading International Ltd. 


antibodies and antisera against: 
tissue typing antigens 


Accurate Chemical & Scientific Corporation 
American Biological Corp. 

American Hospital Supply (UK) Ltd. 

Atlantic Antibodies 

Bethesda Research Laboratories, Inc. 
Biotest-Serum-Institut GmbH 

Cappel Laboratories 

Genetic Systems Corporation 

Gibco Division 

Hoechst-Behring 
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Hoechst U.K. Ltd. 

Hybritech Incorporated 

n.v. Immuno s.a. 

Northeast Biomedical Laboratories Ltd. 
Paesel GmbH & Co. 

Pel-Freez Biologicals 

Sanbio b.v. 

Signo Trading International Ltd. 


antibodies and antisera against: 
toxins 


Accurate Chemical & Scientific Corporation 
Biosystems, Inc. 

E-Y Laboratories, Inc. 

Fluka AG 

Hoechst-Behring 

Meloy Laboratories, Inc. 

Mirob Laboratories Inc. 

Northeast Blomedical Laboratorles Ltd. 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Polysciences, Inc. 

Signo Trading International Ltd. 


antibodies and antisera against: 
transferrins 


Accurate Chemical & Scientific Corporation 
American Biological Corp. 

American Hospital Supply (UK) Ltd. 

- Atlantic Antibodies 

Biogenzia Lemania SA 

California Medicinal Chemistry Corporation 
Cappel Laboratories 

Cedarlane Laboratories Limited 
DAKO-immunoglobulins a/s, DAKOPATTS A/S 
E-Y Laboratories, Inc. 

Hoechst-Behring 

Hoechst U.K. Ltd. 

ICL Scientific . 

n.v. Immuno s.a. 

Kallestad Laboratories, Inc. 

Kent Laboratories Inc. 

Mercia-Brocades Limited 

Miles Laboratories, Inc. 

Northeast Biomedical Laboratories Ltd. 
Pel-Freez Biologicals 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Seward Laboratory 

Signo Trading International Ltd. 

Tago, Inc. 

Tissue Culture Services Ltd. 


antibodies and antisera against: 
venoms 


Accurate Chemical & Scientific Corporation 
Research Plus, Inc. 


` SAS Pharmaceuticals Ltd. 


Sigma Chemical Company 

Signo Trading International Ltd. 
Uniscience Ltd. 

United States Biochemical Corporation 


antibodies and antisera against: 
whole immunoglobulins 


Accurate Chemical & Scientific Corporation 
American Biological Corp. 
The Arnel Products Company, Inc. 
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Atlantic Antibodies 

BioDx 

Biogenzia Lemania SA 

Bioware Products 

Calbiochem 

California Medicinal Chemistry Corporation 

Cappel Laboratories 

Cedarlane Laboratories Limited 

Colorado Serum Co. 

Corning Medical & Scientific 

DAKO-immunoglobulins a/s, DAKOPATTS A/S 

Dynatech Diagnostics, Inc. 

E-Y Laboratories, Inc. 

Hoechst-Behring 

Hoechst U.K. Ltd. 

HUMAN Institute for Serobacteriological Research 
and Production 

Hybritech Incorporated 

ICL Scientific 

n.v. Immuno s.a. 

Kallestad Laboratories, Inc. 

Kent Laboratories Inc. 

Litton Bionetics 

Mercia-Brocades Limited 

Miles Laboratories, Inc. 

New England Nuclear 

Northeast Biomedical Laboratories Ltd. 

Olac 1976 Ltd. 

Paesel GmbH & Co. 

Pel-Freez Biologicals 


: Polysciences, Inc. 


Research Plus, Inc. 

RIA (UK) 

Sanbio b.v. 

Sera-Lab Ltd. 

Seward Laboratory 

Sigma Chemical Company 
Signo Trading International Ltd. 
Tago, inc. 

Tissue Culture Services Ltd. 
Vector Laboratories, Inc. 

The Wellcome Foundation Ltd. 
Western Chemical Research Corporation 
Zymed Laboratories 


antibodies and antisera against: 
whole plasmas 


Accurate Chemical & Scientific Corporation 
American Biological Corp. 

American Drug Research Institute, Inc. 
American Laboratories Inc. 

The Arnel Products Company, Inc. 

BioDx 

Biogenzia Lemania SA 

Blosystems, Inc. 

Calbiochem 

Cappel Laboratories 

Center for Blood Research 

Colorado Serum Co. 
DAKO-immunoglobulins a/s, DAKOPATTS A/S 
Gibco Division 

Hoechst U.K. Ltd. 

Indiana Biolab 

Mercia-Brocades Limited 

North American Biologicals, Inc. 
Northeast Biomedical Laboratories Ltd. 
Olac 1976 Ltd. 

Research Plus, Inc. 

Sera-Lab Ltd. 

Signo Trading International Ltd. 

Tissue Culture Services Ltd. 


antibodies and antisera against: 
whole sera 


Accurate Chemical & Scientific Corporation 

American Biological Corp. 

American Drug Research Institute, Inc. 

AMF Biological and Diagnostic Products Company 

The Arnel Products Company, Inc. 

BioDx 

Biogenzia Lemania SA 

Biosystems, Inc. 

Bioware Products 

Calbiochem 

Cappel Laboratories 

Cedarlane Laboratories Limited 

Colorado Serum Co. 

Coming Medical & Scientific 

DAKO-immunoglobulins a/s, DAKOPATTS A/S 

Dynatech Diagnostics, Inc. 

Gibco Division 

Griffin & George Ltd. 

Hoechst-Behring 

Hoechst U.K. Ltd. 

HUMAN Institute for Serobacteriological Research 
and Production 

Hybritech Incorporated 

ICL Scientific 

Immuno Limited 

n.v. Immuno s.a. 

Indiana Biolab 

International Laboratory Services Ltd. 

Kallestad Laboratories, Inc. 

Kent Laboratories Inc. 

Litton Bionetics 

Lorne Laboratories Limited 

M.A. Bioproducts 

Mercla-Brocades Limited 

Miles Laboratories, Inc. 

Nissui Seiyaku Co., Ltd. 

North American Biologicals, Inc. 

Northeast Biomedical Laboratories Ltd. 

Olac 1976 Ltd. 

Pacific Gateway Co. 

Paesel GmbH & Co. 

Pel-Freez Biologicals 

Polysciences, Inc. 

Research Plus, Inc. 

Research Products International Corp. 

Rockland, Inc. 

Sanbio b.v. 

Sera-Lab Ltd. 

Serono Diagnostics 

Seward Laboratory 

Sigma Chemical Company 

Tago, Inc. 

Tissue Culture Services Ltd. 

UCB-Bioproducts 

United States Biochemical Corporation 

The Wellcome Foundation Ltd. 


antibodies, conjugated 


Accurate Chemical & Scientific Corporation 
American Biological Corp. 

American Hospital Supply (UK) Ltd. 

AMF Biological and Diagnostic Products Company 
The Arnel Products Company, Inc. 

Atiantic Antibodies 

BBL Microbiology Systems 

Becton Dickinson FACS Systems 

Bethesda Research Laboratories, Inc. 

BioDx 

Biogenzia Lemania SA 

bioMérieux S.A. 

Bio-Rad Laboratories 


Nature 


Bioware Products 

Calbiochem 

California Medicinal Chemistry Corporation 

Cappe! Laboratories 

Centocor Inc. 

Colorado Serum Co. 

Cordis Laboratories, Inc. 

DAKO-immunoglobulins a/s, DAKOPATTS A/S 

Dynatech Diagnostics, Inc. 

Electro-Nucleonics, Inc. 

E-Y Laboratories, Inc. 

Flow Laboratories Limited 

Gibco Division 

Gibco Europe Limited 

Gull Laboratories, inc. 

Hoechst-Behring 

Hoechst U.K. Ltd. 

HUMAN institute for Serobacteriological Research 
and Production 

Hybritech incorporated 

Immuno Nuclear Corp. 

n.v. Immuno s.a. 

Inter-Medico 

International Laboratory Services Ltd. 

Kallestad Laboratories, Inc. ! 

Kent Laboratorios Inc. 

Litton Bionetics 

M.A. Bioproducts 

Meloy Laboratories, Inc. 

Mercia-Brocades Limited 

Miles Laboratories, inc. 

Mirob Laboratories Inc. 

New England Nuclear 

Northeast Biomedical Laboratories iLtd. 

Ortho Pharmaceuticaf Corporation 

Paesel GmbH & Co. 

Pel-Freez Biologicals 

Research Plus, Inc. 

RIA (UK) 

Sanbio b.v. 

Sera-Lab Ltd. 

Seward Laboratory 

Sigma Chemical Company 

Signo Trading International Ltd. 

Tago, Inc. 

Tissue Culture Services Ltd. 

UCB-Bioproducts 

Uniscience Ltd. 

United States Biochemical Corporation 

Vector Laboratories, Inc. 

The Welicome Foundation Ltd. 

Wellcome Reagents Limited 

Western Chemical Research Corporation 

Zymed Laboratories 


antibodies, immobilized. 


Accurate Chemical & Scientific Corporation 
American Drug Research Institute, Inc. 

AMF Biological and Diagnostic Products Company 
Benenden Chest Hospital 
Bio-Rad Laboratories 
corning Medical & Scientific 
=lectro-Nucleonics, Inc. 

GN Laboratories, Inc. 

Gibco Division 

Kent Laboratories Inc. 

LKB instruments, Inc. 
Meloy Laboratories, Inc. 
Miles Laboratories, Inc. 
Mirob Laboratories Inc. 
New England Nuclear 
Nordiclab OY 

Northeast Biomedical Laboratories Ltd. 
Pel-Freez Biologicals 
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Immediately available 


MONOCLONAL ANTIBODIES 


anti hTSH 


For specifications, inquire to 


UCB-BIOPRODUCTS S.A. 
rue Berkendael 68 
B-1060 BRUXELLES (Belgique) 


New from Edward Arnold 


Ecology for Environmental Sciences 
Biosphere, Ecosystems and Man 


Resource and Envtronmental Sciences Series 
J. M. Anderson 
£5.95 paper 208 pages 


A Biologist's Guide to Principles and 
Techniques of Practical Biochemistry 


Second Edition 

Contemporary Biology Series 

Edited by Bryan L. Williams and Keith Wilson 
£8.50 paper 336 pages 


Principles and Techniques of Electron 


Microscopy Biological Applications 


M.A. Hayat 
£27.50 boards — 544 pages 


Principles of Neural Science 


Edited by Eric R. Kandel and James H. Schwartz 
£45 boards £22.50 paper 770 pages 


Smith's Introduction to Industrial 
Mycology 


Seventh Edition 
A.H.S. Onions, D. Allsopp and H.O.W. Eggins 
£37.50 boards 408 pages 


Studies in Biology 


A catalogue of Studies in Biology titles is available on request 


from the Publicity Department. 


Edward Arnold 
41 Bedford Square, London WC1B 3DQ 
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Sanbio b.v. 

Serono Diagnostics 

Signo Trading International Ltd. 
UCB-Bioproducts 

The Wellcome Foundation Ltd. 

Western Chemical Research Corporation 
Zymed Laboratories 


antibodies, monoclonal 


Accurate Chemical & Sclentific Corporation 
Advanced Biotechnologies, Inc. 
Advanced Laboratory Techniques 
American Biological Corp. 
American Hospital Supply (UK) Ltd. 
Anoroc Scientific, Inc. 

Atlantic Antibodies 

Becton Dickinson FACS Systems 
Bethesda Research Laboratories, Inc. 
Bio-Response, Inc. 
Biotest-Serum-Institut GmbH 
Cappel Laboratories 

Cedarlane Laboratories Limited 
Celltech Ltd. 

Centocor Inc. 

Electro-Nucleonics, Inc. 

Enzo Biochem, Inc. 

E-Y Laboratories, Inc. 

Genetic Systems Corporation 
Gibco Division 

Hana Biologics, Inc. 

Hybritech Incorporated 
Interferon Sciences, Inc. 
International Genetics Corporation 
Oy Medix AB 

Meloy Laboratories, Inc. 

Miles Laboratories, Inc. 

Mirob Laboratories Inc. 

Monoclonal Antibodies, Inc. 

New England Nuclear 

Northeast Biomedical Laboratories Ltd. 
Olac 1976 Ltd. 

Ortho Diagnostic Systems Limited 
Ortho Pharmaceutical Corporation 
Paesel GmbH & Co. 

Pel-Freez Biologicals 
Philadelphia Biologics Center 

RIA (UK) 

Sanbio b.v. 

Sera-Lab Ltd. 

Seward Laboratory 

Signo Trading International Ltd. 
UCB-Bioproducts 

Uniscience Ltd. 

The Wellcome Foundation Ltd. 


antidiuretic hormone 


California Medicinal Chemistry Corporation 
Cambridge Research Biochemicals Limited 
Immuno Nuclear Corp. 

Peninsula Laboratories, Incorporated 
UCB-Bioproducts 

Vega Biochemicals 


antifoam agents 


Atlas Europol SpA 
J.T. Baker Chemical Company 
BDH Chemicals Ltd. 
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Carl Roth GmbH & Co. KG 
East Anglia Chemicals Ltd. 

E. Merck 

Pacific Gateway Co. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Signo Trading International Ltd. 


antigen E 


Paesel GmbH & Co. 
Sigma Chemical Company 


antigen K 


Paesel GmbH & Co. 
Sigma Chemical Company 


antigen Ra3 


Paesel GmbH & Co. 
Sigma Chemical Company 


antimycin A 


Accurate Chemical & Scientific Corporation 
Boehringer Mannheim GmbH 

Calbiochem 

Chemical Dynamics Corporation 

ICN Nutritional Biochemicals 

P-L Biochemicals, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Uniscience Ltd. 


antioxidants 


Aldrich Chemical Company (US) 
Bast of Copenhagen 

BDH Chemicals Ltd. 

British Tar Products 

Carl Roth GmbH & Co. KG 
Fluka AG 

General Drug and Chemical Corp. 
Koch-Light Laboratories Ltd. 

E. Merck 

Paesel GmbH & Co. 

SERVA Feinbiochemica GmbH 
Signo Trading International Ltd. 


antipain 


Merseyside Laboratories 
Paesel GmbH & Co. 
Research Plus, Inc. 

Sigma Chemica! Company 


antitrypsin 


Boehringer Mannheim GmbH 
ICL Scientific 

Millipore UK Ltd. 

Pfaltz and Bauer, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Worthington Diagnostics 


apoferritin 


Accurate Chemical & Scientific Corporation 
Calbiochem l 
Polysciences, Inc. 

Research Plus, Inc. 


, Sigma Chemical Company 


Uniscience Ltd. 
United States Biochemical Corporation 


apoglaziovine 


Senn Chemicals. 
Sigma Chemical Company 


arabinonucleotides 


Calbiochem 

Chemical Dynamics Corporation 
Henley & Co., Inc. 

Pacific Gateway Co. 

Pfanstiehl Laboratories Inc. 

P-L Biochemicals, Inc. 
Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Uniscience Ltd. 

United States Biochemical Corporation 


arbutin 


Accurate Chemical & Scientific Corporation 
Carl Roth GmbH & Co. KG 
Chemical Dynamics Corporation 
Fluka AG 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 
Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


arecoline 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 
Boehringer Ingelheim KG 
Chemical Dynamics Corporation 
Fluka AG 

Henley & Co., Inc. 

ICN Nutritional Biochemicals 
Inland Alkaloid Co. 

Pfaltz and Bauer, Inc. 
Etablissements Roques 

Sigma Chemical Company 
Uniscience Ltd. 


arginase 


Accurate Chemical & Scientific Corporation 
Boehringer Mannheim GmbH 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Hughes & Hughes Ltd. 

ICN Nutritional Biochernicals 

Koch-Light Laboratories Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Sigma Chemical Company 

Tridom Chemical Inc. 

Worthington Diagnostics 


Nature 


wie 


arginylarginine beta- 
naphthylamide 


Pfaitz and Bauer, Inc. 
SERVA Felnbiochemica GmbH 
Sigma Chemical Company 


arsenate solutions 


Atomergic Chemetals Corp. 
Polaron Equipment Ltd. 
Sigma Chemical Company 


arterenol 


Accurate Chemical & Scientific Corporation 
Chemical Dynamics Corporation 

Koch-Light Laboratories Ltd. 

Pfaltz and Bauer, Inc. 

SERVA Feinblochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 


ascorbic acid 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Alfa Products 

Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
Bate Chemical Company Limited 
BDH Chemicals Ltd. 

Buckton Scott Ltd. 

Calbiochem 

Carl Roth GmbH & Co. KG 
Carolina Biological Supply Company 
Chemical Dynamics Corporation 
Chori Company Limited 
Clin-Tech Ltd. 

East Anglia Chemicals Ltd. 
Eastern Chemical 

EM Chemicals 

Fisons Scientific Apparatus 
Fluka AG 

Freeman Industries Inc. 

Genera! Drug and Chemical Corp. 
Gibco Division 

Griffin & George Ltd. 

Grindsted Products A/S 

ICN Nutritional Biochemicals 

KC Biological, Inc. 

Kirkman Laboratories, Inc. 
Koch-Light Laboratories Ltd. 

E. Merck 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Pfanstieh! Laboratories Inc. 
Philip Harris Ltd. 

Polysciences, Inc. 

Research Plus, Inc. 

Robeco Chemicals, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 
Uniscience Ltd. 


ascorbyl palmitate 


Accurate Chemical & Scientific Corporation 
Chemical Dynamics Corporation 
Fluka AG 
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General Drug and Chemical Corp. 
E. Merck 

M.P.K. Omega Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Felnbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 

Uniscience Ltd. 


asparaginase 


Accurate Chemical & Scientific Corporation 

Boehringer Mannheim GmbH 

California Medicinal Chemistry Corporation 

Chemical Dynamics Corporation 

Gallard-Schlesinger Chemical Mfg. Corp. 

ICN Nutritional Biochemicals 

Millipore UK Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

PHLS Centre for Applied Microbiology and 
Research 

P-L Biochemicals, Inc. 

RIA (UK) 

Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 

Worthington Diagnostics 


aspidospermine 


Inland Alkaloid Co. 
Pfaltz and Bauer, Inc. 


atractyloside 


Accurate Chemical & Scientific Corporation 
Chemical Dynamics Corporation 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 


atropine 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Applied Science Division 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
Bate Chemical Company Limited 
BDH Chemicals Ltd. 

Boehringer Ingelheim KG 

Carl Roth GmbH & Co. KG 
Chemical Dynamics Corporation 
Fluka AG 

General Drug and Chemical Corp. 
Henley & Co., Inc. 

ICN Nutritional Biochemicals 
Inland Alkaloid Co. 

Koch-Light Laboratories Ltd. 
Pfaltz and Bauer, Inc. 

Research Plus, Inc. 
Etablissements Roques 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Signo Trading International Ltd. 
Uniscience Ltd. 

United States Biochemical Corporation 





leader in 
support 


instruments 
for science 






A company dedicated to supplying the 
finest in support instruments to the 
scientist at consistently realistic prices. 


Call or write today 
for FREE catalogue 


FINE SCIENCE TOOLS LTD. 


1687 Arborlynn Drive, North Vancouver, 
B.C., Canada V7J 2V7 


(604) 980-6127 





Immunochemicals 


including 

e Monoclonal 
Antibodies 

e Affinity 
[solated 
Antibodies 


Boehringer: 
Mannheim SCT" 
Biochemicals 


7941 Castleway Drive | 
P.O. Box 50816 
Indianapolis, Indiana 46250 | 


Tel. (317) 849-9350 
Toll Free 800-428-5433 
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aureomycin 


Accurate Chemical & Scientific Corporation 
American Cyanamid Co. 

Carl Roth GmbH & Co. KG 

Chemical Dynamics Corporation 

Flow Laboratories Limited 

General Drug and Chemica! Corp. 

SERVA Feinbiochemica GmbH 

Signo Trading International Ltd. 

United States Biochemical Corporation 


autoanalyzer reagents, 
centrifugal system 


American Hospital Supply (UK) Ltd. 
American Monitor Corporation 

J.T. Baker Chemicals B.V. 

BDH Chemicals Ltd. 

Beckman Instruments, Inc. 

bioMérieux S.A. l 

Laboratoires Biotrol 

Diamed Diagnostics Ltd. 
Electro-Nucleonics, Inc. 

Farmitalia Carlo Erba SpA (Analytical/Diagnostics) 
Hoechst U.K. Ltd. 

Immuno Limited 

Mercia-Brocades Limited 

E. Merck 

Nissui Seiyaku Co., Ltd. 

Pharmacia Inc. ` 

P-L Biochemicals, Inc. 

Sigma Chemical Company 

SmithKline Instrument Co. Ltd. 
Uniscience Ltd. 
United States Biochemical Corporation 


autoanalyzer reagents, 
continuous flow 


American Hospital Supply (UK) Ltd. 
Analytical Products, Inc. 

J.T. Baker Chemicals B.V. 

BDH Chemicals Ltd. ` 

Beckman Instruments, Inc. 
Laboratoires Biotrol 

Clin-Tech Ltd.. 

Comber and Son 

Diamed Diagnostics Ltd. 
Electro-Nucleonics, Inc. 

Farmitalia Carlo Erba SpA (Analytical/Diagnostics) 
Fermco Biochemics Inc. 

Fisons Scientific Apparatus 

Hughes & Hughes Ltd. 

Immuno Limited 

Medical Chemical Corp. 

Sigma Chemical Company . 
SmithKline instrument Co. Ltd. 
Tissue Culture Services Ltd. 
United States Biochemical Corporation 
Worthington Diagnostics 


autoanalyzer reagents, discrete 
system 


American Hospital Supply (UK) Ltd. 
American Monitor Corporation 

J.T. Baker Chemicals B.V. 

BDH Chemicals Ltd. 

Beckman Instruments, Inc. 
Beckman-Riic Ltd. 

bioMérieux S.A. 

Laboratoires Biotrol 
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Clin-Tech Ltd. 

Comber and Son 

Diamed Diagnostics Ltd. 
Electro-Nucleonics, Inc. 
Farmitalia Carlo Erba SpA (Analytical/Diagnostics) 
Fermco Biochemics Inc. 
Fisons Scientific Apparatus 
Hughes & Hughes Ltd.’ 
Immuno Limited . 
Mercia-Brpcades Limited 
Nissui Seiyaku Co., Ltd. 

P-L Biochemicals, Inc. 
Sigma Chemical Company 
SmithKline Instrument Co. Ltd. 
Tissue’ Culture Services Ltd. 
Uniscience Ltd. 


autoradiographic emulsions 


American Biological Corp. 
Anoroc Scientific, Inc. _ 
National Diagnostics Inc. 
Polysciences, Inc. 


autoradiographic enhancers 


American Biological Corp. 
Anoroc Scientific, Inc. . ` 
J.T. Baker Chemical Company 
National Diagnostics Inc. 

New England Nuclear 


autoradiographic plates, films, 
and chemicals 


American Biologica! Corp. 

Anoroc Scientific, Inc. 

J.T. Baker Chemical Company 
Genetic Research Instrumentation Ltd. 
LKB-Produkter AB 

New England Nuclear 

Philip Harris Ltd. 

Polaron Equipment Ltd. 
Polysciences, Inc. 


avidin 

Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. ` 
Calbiochem ` D 

California Medicinal Chemistry Corporation 
Cedarlane Laboratories Limited 

E-Y Laboratories, Inc. 

Réactifs IBF 

Miles Laboratories, Inc. 

Pfaitz and Bauer, Inc. 

Research Plus, Inc. 

Sanbio b.v. 

Sera-Lab Ltd. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tissue Culture Services Ltd. 

United States Biochemical Corporation 
Vector Laboratories, Inc. 

Worthington Diagnostics 

Zymed Laboratories 


avidin-biotin affinity labeling 
materials 


Becton Dickinson FACS Systems 
Biosearch 


E-Y Laboratories, Inc. 
Réactifs IBF 

Miles Laboratories, Inc. 
New England Nuclear 
Pierce Chemical Company 
Sanbio b.v. ` 

Sera-Lab Ltd. 

SERVA Feinbiochemica GmbH 
Tissue Culture Services Ltd. 
Vector Laboratories, Inc. 
Zymed Laboratories 


avidin-ferritin conjugate 
E-Y Laboratories, Inc. 

Réactlfs IBF 

Research Plus, Inc. 

Sanbio b.v. 

Sera-Lab Ltd. 

Sigma Chemical Company . 

Tissue Culture Services Ltd. 
Vector Laboratories, Inc. 

Zymed Laboratories 


azaserine 


Accurate Chemical & Scientific Corporation 
Calbiochem 

Chemical Dynamics Corporation 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 


azoalbumin 


Pfaltz and Bauer, Inc. 

Sigma Chemical Company 

Uniscience Ltd. 

United States Biochemical Corporation 


azocasein 


Accurate Chemical & Scientific Corporation 
Calbiochem ° ` 

Chemical Dynamics Corporation 

Fluka AG 

Pfaltz and Bauer, Inc. | 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Uniscience Ltd. 

United States Biochemical Corporation L 


ve 


azosulfamide 


Sigma Chemical Company 


bacitracin 

Accurate Chemical & Scientific Corporation 

Aldrich Chemical Company (US) 

Atomergic Chemetals Corp. 

Calbiochem ` 

Carl Roth GmbH & Co. KG 

Chemical Dynamics Corporation 

ICN Nutritional Biochemicals 

Novo Industri A/S 

Pfaltz and Bauer, Inc. è 
P-L Biochemicals, Inc. y 
SERVA Feinbiochemica GmbH 

Sigmà Chemical Company 


Nature 


Signo Trading intemational Ltd. 
Uniscience Ltd. | 
United States Biochemical Corporation 
The Wellcome Foundation Ltd. 


bacterial growth media 


Accurate Chemical & Scientific Corporation 
American Type Culture Coliection 
Analytical Products, Inc. i 
Bast of Copenhagen 

BBL Microbiology Systems 

BDH Chemicals Ltd. 

bioMérieux S.A. 
Biotast-Serum-Institut GmbH 
Calbiochem 

Carolina Biological Supply Company 
Carr Microbiologicals Inc. 
Collaborative Research, inc. 
Gamber and Son 

Diagnostic, Inc. 

Diamed Diagnostics Ltd. 

E-Y Laboratories, Inc. 

GBI Laboratories Ltd. 

Gibco Europe Limited 

Griffin & George Ltd. 

ICN Nutritiona! Biochemicals 

Indiana Biolab 

KC Biological, Inc. 


London Analytical and Bacteriological Media Ltd. 


Mast Laboratories Ltd. 

Meloy Laboratories, Inc. 

E. Merck 

Nissui Seiyaku Co., Ltd. 

Oxoid Limited 

Philip Harris Ltd. 

A/S Rosco 

Sanbio b.v. 

Scientific Protein Laboratories, Inc. 
SERVA Feinbiochemica GmbH 
Signo Trading International Ltd. 
Tidewater Biologicals Incorporated 
Tissue Culture Services Ltd. 


bacterial strains 


American Type Culture Collection 
BBL Microbiology Systems 
Calbiochem 

Carolina Biological Supply Company 
Collaborative Research, Inc. 
GB! Laboratories Ltd. — 

Griffin & George Ltd. 

Indiana Biolab 

E. Merck 

Microlife Technics 

Philip Harris Ltd. 

Reliance Brooks Inc. 

Sigma Chemical Company 

Signo Trading International Ltd. 


bacteriophage 


American Type Culture Collection 
Carolina Biological Supply Company 
Collaborative Research, Inc. 

Griffin & George Ltd. 

Indiana Biolab i 
Meloy Laboratories, inc. 


Directory of Biologicals 


PHLS Centre for Applied Microbiology and 
Research 


beauvericin 


Cambridge Research Biochemicals Limited 
Paesel GmbH & Co. 

Senn Chemicals 

Sigma Chemical Company 

United States Biochemical Corporation 


beclomethasone 


Sigma Chemical Company 


benzanthracene 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Alltech Associates, Inc. 

Analabs 

Carl Roth GmbH & Co. KG 
Eastern Chemical l 

Fluka AG 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. ` 


benzidine 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 
Alltech Associates, Inc. 

Analabs l 

Carl Roth GmbH & Co. KG 
Dynapol 

Ferak Berlin 

Fluka AG 

Research Plus, Inc. : 
SERVA Feinbiochemica GmbH 
Supelco, Inc. 

Tridom Chemical inc. 
Uniscience Ltd. 


benzo-a-pyrene 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Alta Products l 

Alltech Associates, Inc. 

Analabs 

Eastern Chemical 

Ferak Berlin 

Fluka AG 

Koch-Light Laboratories Ltd. 
Pfaltz and Bauer, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Supelco, inc. 

Tridom Chemical Inc. 


benzo-e-pyrene 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemica! Company (US) 
Alltech Associates, Inc. 


BER 


Analabs 

Ferak Berlin 

Pfaltz and Bauer, inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Supelco, Inc. 

Tridom Chemical Inc. 


benzoyl-D,L-arginine, p- 
nitroanilide 


Accurate Chemical & Sclentific Corporation 
Aldrich Ghemical Company (US) 
Boehringer Mannheim GmbH 
Calbiochem 

Chemical Dynamics Corporation 
Fluka AG 

Pfaltz and Bauer, Inc. 

Research Organics, Inc. 
Research Plus, inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


benzoy! naphthol 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Koch-Light Laboratories Ltd. 
Sigma Chemical Company 
Tridom Chemical inc. | 


benzpyrene 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 

Alltech Associates, Inc. 

Carl Roth GmbH & Co. KG 

Fluka AG 

Pfaltz and Bauer, Inc. 

SERVA Feinblochemica GmbH 

Sigma Chemical Company 

Tridom Chemical !nc. 


N-6-benzyl adenine 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Calbiochem 

Chemical Dynamics Corporation 
Flow Laboratories Limited 
Fluka AG 

IGN Nutritional Biochemicals 

KC Biological, Inc. 

Kohjin Co., Ltd. 

Pfaltz and Bauer, Inc. 
Polysciences, Inc. 

Research Organics, Inc. 

Sigma Chemical Company 
Tridom Chemical Inc. 

United States Biochemical Corporation 


benzylpenicillenic acid 


Biochemie Gesellschaft m.b.H. 
Sigma Chemical Company 


berberine 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US} 
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BER 


Atomergic Chemetals Corp. 
Carl Roth GmbH & Co. KG 
Fluka AG 

IGN Nutritional Biochemicals 
Inland Alkaloid Co. 

Pacific Gateway Co. 
Research Plus, Inc. 

Sigma Chemical Company 
Tridom Chemical Inc. 
Uniscience Ltd. 


berenil 


Calbiochem 


BES, buffer 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

Aldrich Chemical Company (US) 

Anoroc Scientific, Inc. 

Atomergic Chemetals Corp. 

BDH Chemicals Ltd. 

Calbiochem 

Cambridge Research Biochemicals Limited 
Chemical Data Systems, Inc. 

Chemical Dynamics Corporation 

Ferak Berlin 

Fisons Scientific Apparatus 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
General Drug and Chemical Corp. 

ICN Nutritional Biochemicals 
MCB/Harleco 

. E. Merck 

P-L Biochemicals, Inc. 

Polysciences, Inc. 

Research Organics, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


BICINE, buffer 


* Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

Aldrich Chemical Company (US) 

Anoroc Scientific, Inc. 

Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 

BDH Chemicals Ltd. 

Calbiochem 

Cambridge Research Biochemicals Limited 
Chemical Data Systems, Inc. 

Chemical Dynamics Corporation 

Eastern Chemical 

Ferak Berlin 

Fisons Scientific Apparatus 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
General Drug and Chemical Corp. 

ICN Nutritional Biochemicals 
MCB/Harleco 

E. Merck 

P-L Biochemicals, Inc. 

Polysciences, Inc. 

Research Organics, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 
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Uniscience Ltd. 
United States Biochemical Corporation 


bicuculline 


Accurate Chemical & Scientific Corporation 
Calbiochem 

Chemical Dynamics Corporation 

Ferak Berlin 

Fluka AG: 

Pfaltz and Bauer, Inc. 

Pierce Chemical Company 

Senn Chemicals 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 


bile acids 


Accurate Chemical & Scientific Corporation 
American Laboratories Inc. 
Atomergic Chemetals Corp. 
Bast of Copenhagen 
Calbiochem 

Chemical Dynamics Corporation 
Fluka AG 

Koch-Light Laboratories Ltd. 
Research Plus, Inc. 

SAS Pharmaceuticals Ltd. 
SERVA Felnbiochemica GmbH 
Sigma Chemical Company 
Signo Trading International Ltd. 


biological stains 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 
American Dade 

American Hospital Supply (UK) Ltd. 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
BDH Chemicals Ltd. 

Bio-Rad Laboratories 

Calbiochem 

Carolina Biological Supply Company 
Carr Microbiologicals Inc. 

Chemical Dynamics Corporation 
Comber and Son 

Corning Medical & Scientific 
Diamed Diagnostics.Ltd. 

Difco Laboratories 

East Anglia Chemicals Ltd. 

Eastern Chemical . 

E-Y Laboratories, Inc. 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
GBI Laboratories Ltd. 

General Drug and Chemical Corp. 
Griffin & George Ltd. 

Hybritech Incorporated 

n.v. Immuno s.a. 

Koch-Light Laboratories Ltd. 

LKB Instruments, Inc. 

Mast Laboratories Ltd. 
MCB/Harleco 

Mercia-Brocades Limited 

E. Merck 

National Diagnostics Inc. 

Northeast Biomedical Laboratories Ltd. 
Paesel GmbH & Co. 

Philip Harris Ltd. 

Pierce Eurochemie B.V. 

Polaron Equipment Ltd. 
Polysciences, Inc. 

Raymond A. Lamb 


Research Plus, Inc. 

Sanbio b.v. . 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Signo Trading Internationa! Ltd. 
Tissue Culture Services Ltd. 
Uniscience Ltd. 

United States Biochemical Corporation 


bioluminescence reagents 


Analytical Luminescence Laboratory 
Anoroc Scientific, Inc. 

The Anspec Company, Inc. 
Boehrlnger Mannheim GmbH 
Carolina Biological Supply Company 
Chemical Dynamics Corporation 
Chrono-log Corporation 

Comber and Son 
Electro-Nucleonics, Inc. 

n.v. Immuno s.a. 

Koch-Light Laboratories Ltd. 

LKB Instruments, Inc. 
LKB-Produkter AB 

MCB/Harleco 

Packard Instrument Company, Inc. 
Polysciences, Inc. 

Research Plus, Inc. 

Sigma Chemical Company 

Signo Trading International Ltd. 


biotin 

Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 

BDH Chemicals Ltd. 

Calbiochem 
Carolina Biological Supply Company 
Chemical Dynamics Corporation 

East Anglia Chemicals Ltd. 

E-Y Laboratories, Inc. 

Fluka AG 

Freeman Industries Inc. 

General Drug and Chemical Corp. 
Réactifs IBF 

ICN Nutritional Biochemicals 

KC Biological, Inc. 

Kirkman Laboratories, Inc. 

Koch-Light Laboratories Ltd. 

E. Merck 

M.P.K. Omega Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Sanbio b.v. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tissue Culture Services Ltd. 
Tridom Chemical Inc." 

Uniscience Ltd. - 

United States Biochemical! Corporation 


bisacrylamide 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

J.T. Baker Chemical Company 

BDH Chemicals Ltd. 

Bethesda Research Laboratories, Inc. 

Bio-Rad Laboratories ` 

Carl Roth GmbH & Co. KG 

Chemical Dynamics Corporation 


Nature 


E-C Apparatus Corporation 

Fisons Scientific Apparatus 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Genetic Research Instrumentation Ltd. 
Isolab, Inc. 

Koch-Light Laboratories Ltd. 

LKB Instruments, Inc. 
LKB-Produkter AB 

MCB/Harleco 

E. Merck 

Miles Laboratories, Inc. 

National Diagnostics Inc. 

Pierce Chemical Company 
Polysciences, Inc. 

SERVA Feinblochemica GmbH 
Shandon Southern Products 

Sigma Chemical Company 

Tridom Chemical inc. 

Uniscience Ltd. 


bis-acrylyl cystamine 


Accurate Chemical & Scientific Corporation 
J.T. Baker Chemical Company 

Bio-Rad Laboratories 

Fisons Scientific Apparatus 

Fluka AG 

Isolab, Inc. 

Pierce Chemical Company 

SERVA Feinbiochemica GmbH 

Tridom Chemical Inc. 

Uniscience Ltd. 


BIS-TRIS PROPANE, buffer 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 

Calbiochem 

Cambridge Research Biochemicals Limited 
Chemical Data Systems, Inc. 

Chemical Dynamics Corporation 

Ferak Berlin 

Fisons Scientific Apparatus 

ICN Nutritional Biochemicals 
Polysciences, Inc. 

Research Organics, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 

United States Biochemica! Corporation 


bleomycin 


SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


boldine 


Accurate Chemical & Scientific Corporatlon 
Cari Roth GmbH & Co. KG 

ICN Nutritional Biochemicals 

Koch-Light Laboratories Ltd. 

Pfaltz and Bauer, Inc. 


: Senn Chemicals 


Sigma Chemical Company 
Tridom Chemical Inc. 
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bombesin 


Accurate Chemical & Scientific Corporation 
Beckman Instruments, Inc. 

California Medicinal Chemistry Corporation 
Cambridge Research Biochemicals Limited 
Immuno Nuclear Corp. 

Merseyside Laboratories 

Paesel GmbH & Co. 

Peninsula Laboratories, Incorporated 
Sigma Chemical Company 
UCB-Bioproducts 

Universal Biologicals Ltd. 

Vega Biochemicals 


bradykinin 


Accurate Chemical & Scientific Corporation 
American Biological Corp. 

Beckman Instruments, Inc. 

Beckman Instruments, Inc. (Bioproducts) 
Calbiochem 

California Medicina! Chemistry Corporation 
Cambridge Medical Diagnostics, Inc. 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

Ferak Berlin 

Fluka AG 

Koch-Light Laboratories Ltd. 

Merseyside Laboratories 

Paesel GmbH & Co. 

Peninsula Laboratories, Incorporated 
Pfaltz and Bauer, Inc. 

Research Plus, inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 
UCB-Bioproducts 

Universal Biologicals Ltd. 


` Vega Biochemicals 


bredinin 


Calbiochem 


bromelain 


Accurate Chemical & Scientific Corporation 
American Hospital Supply (UK) Ltd. 
Atomergic Chemetals Gorp. 

BDH Chemicals Ltd. 
Biotest-Serum-Institut GmbH 
Boehringer Mannheim GmbH 
Calbiochem 

Carl Roth GmbH & Co. KG 

Chemical Dynamics Corporation 

E-Y Laboratories, Inc. 
Gallard-Schlesinger Chemical Mfg. Corp. 
Hughes & Hughes Ltd. 

IGN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

E. Merck 

Paese! GmbH & Co. 

Pfaltz and Bauer, Inc. 

SERVA Feinblochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


BUT 


5-bromo-4-chloroindoyl sugars 


Accurate Chemical & Scientific Corporation 
Bethesda Research Laboratories, Inc. 
Caibiochem 

Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

Research Organics, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 

United States Biochemica! Corporation 


bromo-alpha-ergocryptine 
methane sulfonate 


SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


bromonaphthyl sugars 


Accurate Chemical & Scientific Corporation 
Fluka AG 

Koch-Light Laboratories Ltd. 

Pfaltz and Bauer, Inc. 

Research Organics, Inc. 

Research Plus, inc. 

Senn Chemicals 

Sigma Chemical Company 

Tridom Chemical Inc. 


brucine 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Atomergic Ghemetals Corp. 

J.T. Baker Chemical! Company 

Bate Ghemical Company Limited 

BDH Chemicals Ltd. 

Carl Roth GmbH & Co. KG 

Chemical Dynamics Corporation 
Fisons Scientific Apparatus 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
General Drug and Chemical Corp. 
Gerhardt Pharmaceuticals Ltd. 

ICN Nutritional Biochemicals 

Inland Alkaloid Co. 

Koch-Light Laboratories Ltd. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinblochemica GmbH 
Sigma Chemical Company 

Signo Trading International Ltd. 
Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemica! Corporation 


bufotenine monooxalate 


Accurate Chemical! & Scientific Corporation 
Car! Roth GmbH & Co. KG 

Research Plus, Inc. 

Senn Chemicals . 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 


butyric acid 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 
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BUT 


Atomergic Chemetals Corp. 

BDH Chemicals Ltd. 
Carolina Biological Supply Company 
Chemical Dynamics Corporation 
Fluka AG 

General Drug and Chemical Corp. 
Koch-Light Laboratories Ltd. 
MCB/Harleco 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Philip Harris Ltd. 

Sigma Chemical Company 

Signo Trading International Ltd. 
Tridom Chemical Inc. 


butyryl cholines 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 

J.T. Baker Chemical Company 

BDH Chemicals Ltd. 

Chemical Dynamics Corporation 

Fluka AG 

Koch-Light Laboratories Ltd. 

Pfaltz and Bauer, Inc. 

Research Organics, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

United States Biochemical Corporation 


butyryl thiocholines 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 

J.T. Baker Chemical Company 

BDH Chemicals Ltd. 

Chemical Dynamics Corporation 
Fluka AG 

Koch-Light Laboratories Ltd. 

E. Merck 

Pfaltz and Bauer, Inc. 

Research Organics, Inc. 

Research Plus, Inc. 

Sigma Chemical Company 

Taab Enterprises 

Tridom Chemical !nc. 

United States Biochemical Corporation 


cacodylate salts 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
BDH Chemicals Ltd. 

Carl Roth GmbH & Co. KG 

East Anglia Chemicals Ltd. 

Ferak Berlin 

Fisons Scientific Apparatus 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
General Drug and Chemical Corp. 
Gibco Division 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

Ladd Research Industries, Inc. 
Pfaltz and Bauer, Inc. 

Polaron Equipment Ltd. 
Polysciences, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Taab Enterprises 

Tridom Chemical Inc. 
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caerulein 


Accurate Chemical & Scientific Corporation 
Calbiochem 

California Medicinal Chemistry Corporation 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 
Merseyside Laboratories 

Paesel GmbH & Co. 

Peninsula Laboratories, Incorporated 
Research Plus, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 
UCB-Bioproducts 

Vega Biochemicals 


caffeine 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Applied Science Division 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
Bate Chemical Company Limited 
BDH Chemicals Ltd. 

Boehringer Ingelheim KG 

Buckton Scott Ltd. 

Calbiochem 

Carl Roth GmbH & Co. KG 
Carolina Biological Supply Company 
Chemical Dynamics Corporation 
Eastern Chemical 

Fisons Scientific Apparatus 

Fluka AG 

General Drug and Chemical Corp. 
Gerhardt Pharmaceuticals Ltd. 
Griffin & George Ltd. 

Henley & Co., Inc. 

ICN Nutritiona! Biochemicals 
Inland Alkaloid Co. 

Koch-Light Laboratories Ltd. 
Pfaltz and Bauer, inc. 

Philip Harris Ltd. 

Research Plus, Inc. 

Sigma Chemical Company 

Signo Trading International Ltd. 
Tridom Chemicai Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


calciferol 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 
Atomergic Chemetals Corp. 
BDH Chemicals Ltd. 
Calbiochem 

Chemical Dynamics Corporation 
Fisons Scientific Apparatus 
Fluka AG 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

E. Merck 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 


calcitonin 


Advanced Laboratory Techniques 
Beckman Instruments, Inc. 


Beckman Instruments, Inc. (Bioproducts) 
Biofac A/S 

Calbiochem 

California Medicinal Chemistry Corporation 
Cambridge Medical Diagnostics, Inc. 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

Fiuka AG 

Immuno Nuclear Corp. . 

international Laboratory Services Ltd. 
Merseyside Laboratories 

Paesel GmbH & Co. 

Peninsula Laboratories, Incorporated 
Research Plus, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

United States Biochemical Corporation 
Universal Biologicals Ltd. 

Vega Biochemicals 


calculase 


Chemical Dynamics Corporation 
Gallard-Schlesinger Chemical Mfg. Corp. 
ICN Nutritional Biochemicals 

Paesel GmbH & Co. 

Research Plus, Inc. ` 

Sigma Chemical Company 

Uniscience Ltd. 


calmodulins 
Fluka AG 


camphoric acid 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

Aldrich Chemical Company (US) 

Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 

Chemical Dynamics Corporation 


` Fluka AG 


Pfaltz and Bauer, Inc. 
Sigma Chemical Company 
Tridom Chemical Inc. 


canavanine, jack bean, 
Canavalia ensiformis 


Accurate Chemical & Scientific Corporation 
Calbiochem 

California Medicinal Chemistry Corporation 
Chemica! Dynamics Corporation 

E-Y Laboratories, Inc. 

Fiuka AG 

Réactifs IBF 

Paesel GmbH & Co. 

Polysciences, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tissue Culture Services Ltd. 

Uniscience Ltd. 


candicidin 


Calbiochem 
Chemical Dynamics Corporation 
P-L Biochemicals, Inc. 


Nature 


cantheridin 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 

ICN Nutritional Biochemicals 

Inland Alkaloid Co. 

Pfaltz and Bauer, Inc. 

Sigma Chemical Company 


CAPS, buffer 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

Aldrich Chemical Company (US) 

Anoroc Scientific, Inc. 

Atomergic. Chemetals Corp. 

BDH Chemicais Ltd. 

Calbiochem 

Cambridge Research Biochemicals Limited 
Chemical Data Systems, Inc. 

Chemical Dynamics Corporation 

Ferak Berlin 

Fisons Scientific Apparatus 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Genera) Drug and Chemical Corp. 

ICN Nutritional Biochernicals 

Koch-Light Laboratories Ltd. 

P-L Biochemicals, Inc. 

Polysciences, Inc. 

Research Organics, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 

United States Biochemical Corporation | 


carbamate kinase 


Paesel GmbH & Co. 
Sigma Chemical Company 


carbenicillin 


Farmitalia-Carlo Erba SpA (Industrial) 
General Drug and Chemical Corp. 
Sigma Chemical Company 


, carbonic anhydrase 


Accurate Chemical & Scientific Corporation 
Biozyme Laboratories Limited 

Boehringer Mannheim GmbH 
Gallard-Schlesinger Chemical Mfg. Corp. 
Hoechst U.K. Ltd. 

ICN Nutritional Biochemicals 

Koch-Light Laboratories Ltd. 

Milllpore UK Ltd. 

Paesel GmbH & Co. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Uniscience Ltd. 

Worthington Diagnostics 


carboxypeptidase A 


Accurate Chemica! & Scientific Corporation 
Boehringer Mannheim GmbH 
Calbiochem 
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California Medicinal Chemistry Corporation 
Chemical Dynamics Corporation 
ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

E. Merck 

Millipore UK Ltd. 

Paesel GmbH & Co. 

Pierce Eurochemie B.V. 

P-L Biochemicals, Inc. 
Research Plus, Inc. 

RIA (UK) 

SERVA Feinblochemica GmbH 
Sigma Chemical Company 
Uniscience Ltd. 

Worthington Diagnostics 


carboxypeptidase B 


Accurate Chemical & Scientific Corporation 
Boehringer Mannheim GmbH 
Calbiochem 

California Medicina! Chemistry Corporation 
Chemical Dynamics Corporation 

ICN Nutritiona! Biochemicals 

E. Merck 

Millipore UK Ltd. 

Paesel GmbH & Co. 

Pierce Eurochemie B.V. 

P-L Biochemicals, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Uniscience Ltd. 

Worthington Diagnostics 


carboxypeptidase Y 


Accurate Chemical & Scientiflc Corporation 
Boehringer Mannheim GmbH 
Calbiochem 

Galifornia Medicinal Chemistry Corporation 
Ghemical Dynamics Corporation 

E. Merck 

Millipore UK Ltd. 

Paese! GmbH & Co. 

Pierce Chemical Company 

Pierce Eurochemie B.V. 

Sigma Chemical Company 

Uniscience Ltd. 

United States Biochemical Corporation 
Worthington Diagnostics 


cardiotoxin 


Caibiochem 

Pfaltz and Bauer, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


carnitine 


Accurate Chemical & Scientlfic Corporation 
Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 
Calbiochem 

Chemical Dynamics Corporation 
Fluka AG 

Koch-Light Laboratories Ltd. 
Pfaltz and Bauer, inc. 

Research Plus, Inc. 

Sigma Chemical Company 
Taab Enterprises 


CAS 


Tridom Chemical Inc. 
Uniscience Ltd. 
United States Biochemical Corporation 


carnosine 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

Fluka AG 

Koch-Light Laboratories Ltd. 

Merseyside Laboratories 

Paesel GmbH & Co. 

Peninsula Laboratorles, Incorporated 
Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Senn Chemicals 

SERVA Feinblochemica GmbH 

Sigma Chemical Company 


carotine 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 
BDH Chemicals Ltd. 

Carl Roth GmbH & Co. KG 
Fluka AG 

Koch-Light Laboratories Ltd. 

E. Merck 

Pfaltz and Bauer, Inc. 

Philip Harris Ltd. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemica) Company 
Tridom Chemical Inc. 
Uniscience Ltd. 


cartilage powder 


Biofac A/S 
Sigma Chemical Company 


carzinophilin A 


P-L Biochemicals, inc. 
Sigma Chemical Company 


casein 


Accurate Chemical & Scientific Corporation 
J.T. Baker Chemical Company 

BDH Chemicals Lid. 

Galbiochem 

Carolina Biological Supply Company 
Chemical Dynamics Corporation 

Chori Company Limited 

Fluka AG 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

Millipore UK Ltd. 

Philip Harris Ltd. 

Polysciences, Inc. 

Research Organics, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

Unisciance Ltd. 

United States Biochemical Corporation 
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CAS 


cassythicine 


Senn Chemicals 
Sigma Chernical Company 


catalase 


Accurate Chemical & Scientiflc Corporation 
Atomergic Chemetals Corp. 
BDH Chemicals Ltd. 
Biogenzia Lemania SA 
Biozyme Laboratories Limited 
Boehringer Ingelheim KG 
Boehringer Mannheim GmbH 
Calbiochem, l 
Carolina Biological Supply Company 
Chemical Data Systems, inc. 
Chemical Dynamics Corporation 
Fermco Biochemics Inc. 
Fluka AG 
Galtard-Schiesinger Chemical Mfg. Corp. 
Griffin & George Ltd. 
Henley & Co., Inc. 
Hughes & Hughes Ltd. 
ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 
E. Merck 
Miles Laboratories, Inc. 
Millipore UK Ltd. 
Paesel GmbH & Co. 
Pfaltz and Bauer, Inc. 
P-L Biochemicals, Inc. 
Polaron Equipment Ltd. 
. Röhm GmbH 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 
Uniscience Ltd. 
United States Biochemical Corporation 
Worthington Diagnostics 


. cell and tissue culture media, 
antibiotic supplements 


American Biological Corp. 

Biofluids, Inc. 

bioMérieux S.A. 

Boehringer Mannhelm GmbH 
Carolina Biological Supply Company 
Diamed Diagnostics Ltd. 

Difco Laboratories 

. Flow Laboratories Limited 
General Drug and Chemical Corp. 
Gibco Division 

Gibco Europe Limited 

Irvine Scientific 

KC Biological, Inc. 

M.A. Bioproducts 

Mast Laboratories Ltd. 

Meloy Laboratorles, Inc. 

Sanbio b.v. 

Signo Trading International Ltd. 
United States Biochemical Corporation 


cell and tissue culture media, 
balanced salt solutions 


American Biological Corp. 
Bast of Copenhagen 

Biofluids, Inc. 

bioMérieux S.A. 

Biosystems, Inc. 

Boehringer Mannheim GmbH 
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Carolina Biological Supply Company 
Colorado Serum Co. 

Difco Laboratories 

Flow Laboratories Limited 
Genetic Research Instrumentation Ltd. 
Gibco Division 

Gibco Europe Limited 

ICN Nutritional Biochemicals 

Irvine Scientific 

Kallestad Laboratories, Inc. 

KC Biological, Inc. 

M.A. Bioproducts 

Meloy Laboratories, Inc. 

Nissui Seiyaku Co., Ltd. 

North American Biologicals, Inc. 
Sanbio b.v. 

SERVA Feinbiochemica GmbH 
Signo Trading International Ltd. 


cell and tissue culture media, 
cell viability reagents 


American Biological Corp. 

Bast of Copenhagen 

Bethesda Research Laboratories, Inc. 
Biofluids, Inc. 

Carolina Biological Supply Company 
Flow Laboratories Limited 

Gibco Division - 

Irvine Scientific 

Kallestad Laboratories, Inc. 

Meloy Laboratories, Inc. 

Paesel GmbH & Co. 

Sanbio b.v. 

Signo Trading International Ltd. 


cell and tissue culture media, 


growth factors for serum-free 


media 


Advanced Biotechnologies, Inc. 
American Biological Corp. 

Bast of Copenhagen 

Bethesda Research Laboratories, Inc. 
Biofluids, Inc. 

Bio-Response, inc. 
Biotest-Serum-Institut GmbH 
Boehringer Mannheim GmbH 
California Medicinal Chemistry Corporation 
Carolina Biological Supply Company 
Collaborative Research, Inc. 
Gibco Division 

Hana Biologics, Inc. 

Réactifs IBF 

ICN Nutritional Biochemicals 

KOR, Incorporated 

Meloy Laboratories, Inc. 

North American Biologicals, inc. 
Paesel GmbH & Co. 

Philadelphia Biologics Center 
Sanbio b.v. 

Scientific Protein Laboratories, Inc. 
Sera-Lab Ltd. 

SERVA Feinbiochemica GmbH 
Signo Trading International Ltd. 
Uniscience Ltd. 


cell and tissue culture media, 
liquid 

American Biological Corp. 

Bast of Copenhagen 


Biofluids, Inc. 

bioMerieux S.A. 
Bio-Response, inc. 
Biosystems, Inc. 

Boehringer Mannheim GmbH 
Carl Roth GmbH & Co. KG 
Carolina Biological Supply Company 
Cedarlane Laboratories Limited 
Collaborative Research, Inc. 
Connaught Laboratories Limited 
Diagnostic, Inc. 

Difco Laboratories 

Flow Laboratories Limited 

Genetic Research Instrumentation Ltd. 
Gibco Division 

Gibco Europe Limited 

Hana Biologics, Inc. 

ICN Nutritional Biochemicals 

Irvine Scientific 

KC Biological, Inc. 

M.A. Bioproducts 

Medical Wire & Equipment Co. 
Meloy Laboratories, Inc. 

North American Biologicals, Inc. 
Philip Harris Ltd. 

Sanbio b.v. 

SERVA Feinbiochemica GmbH 
Signo Trading International Ltd. 


cell and tissue culture media, 
powdered 


American Biological Corp. 
Bast of Copenhagen 

Biofac A/S 

Biofluids, Inc. 

bioMérieux S.A. 

Boehringer Mannheim GmbH 
Carl Roth GmbH & Co. KG 
Collaborative Research, Inc. 
Connaught Laboratories Limited 
Diagnostic, inc. 

Difco Laboratories 

Flow Laboratories Limited 
Genetic Research Instrumentation Ltd. 
Gibco Division 

Gibco Europe Limited 

Hana Biologics, lnc. 

ICN Nutritional Biochemicals 
Inolex Biomedical Operations 
Irvine Scientific 

KC Biological, Inc. 

KOR, Incorporated 


MA Bioproducts 


Mast Laboratories Ltd. 

Nissui Seiyaku Co., Ltd. 

North American Biologicals, Inc. 
Pacific Gateway Co. 

Paesel GmbH & Co. 

Paines and Byrne Ltd. 

Philip Harris Ltd. 

Sanbio b.v. 

SERVA Feinbiochemica GmbH 
Signo Trading International Ltd. 


cell and tissue culture media, 
sera for cell culture 


American Biological Corp. 
Bast of Copenhagen 
Biofac A/S 

Biofluids, Inc. 


Nature 


CEL 


bioMérieux S.A. 

Biosystems, Inc. 

Boehringer Mannheim GmbH 
California Medicinal Chemistry Corporation 
Carl Roth GmbH & Co. KG 

Carolina Biological Supply Company 
Collaborative Research, Inc. 
Colorado Serum Co. 

Difco Laboratories 

Flow Laboratories Limited 

Genetic Research Instrumentation Ltd. 
Gibco Division 

Gibco Europe Limited 

Réactifs IBF 

ICN Nutritional Biochemicals 

Irvine Scientific 

Kallestad Laboratories, Inc. 

KC Biological, Inc. 

KOR, Incorporated 

M.A. Bioproducts 

Meloy Laboratories, Inc. 

North American Biologicals, Inc. 
Paesel GmbH & Co. 

Philadelphia Biologics Center 
Quadroma Inc. 

Sanbio b.v. — 
Scientific Protein Laboratories, Inc. 
Sera-Lab Ltd. 

Seward Laboratory. 

Signo Trading International Ltd. 
Sterile Systems inc. 

Tissue Culture Services Ltd. 
Uniscience Ltd. 

United States Biochemical Corporation 


cell and tissue culture media, 
vitamin supplements 


American Biological Corp. 
Biofluids, Inc. 

Boehringer Mannheim GmbH 
Carl Roth GmbH & Co. KG 
Carolina Biologica! Supply Company 
Diagnostic, Inc. 

Difco Laboratories 

Flow Laboratories Limited 
General Drug and Chemical Corp. 
Gibco Division 

Gibco Europe Limited 

ICN Nutritional Biochemicals 
Irvine Scientific 

KC Biological, Inc. 

KOR, Incorporated 

M.A. Bioproducts 

North American Biologicals, Inc. 
Paesel GmbH & Co. 

Signo Trading International Ltd. 
Uniscience Ltd. 

United States Biochemical Corporation 


cell chromatography media 


Accurate Chemical & Scientific Corporation 
American Biological Corp. 
Atomergic Chemetals Corp. 
Bio-Rad Laboratories 

Réactifs IBF 

LKB instruments, Inc. 

North American Biologicals, inc.. 
Pharmacia Fine Chemicals 
Pharmacia Inc. 

Signo Trading International Ltd. 
Zymed Laboratories 
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CEL 


cell culture microparticles and 


matrices 


American Biological Corp. 
American Type Culture Collection 
Bio-Rad Laboratories 
. Bio-Response, Inc. 

' Corning Medical & Scientific 
Duke Scientific Corp. 
Flow Laboratories Limited 
Genetic Research Instrumentation Ltd. 
Gibco Division 
International Genetics Corporation 
Marine Colloids Division 
Paesel GmbH & Co. 
Pharmacia Fine Chemicals 
Pharmacia Inc. 
Polysciences, Inc. 
Signo Trading International Ltd. 


cell lines for culture 


Advanced Biotechnologies, Inc. 
American Type Culture Collection 
Biofluids, Inc. 

bioMérieux S.A. 

Biosystems, Inc. 

Carolina Biological Supply Company 
Connaught Laboratories Limited 
Electro-Nucleonics, Inc. 

Fiow Laboratories Limited 
Gibco Division 

Gibco Europe Limited 
International Genetics Corporation 
M.A. Bioproducts 

Meloy Laboratories, Inc. 

Sanbio b.v. 


cellobiose 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 
Alltech Associates, Inc. 

Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 

BBL Microbiology Systems 

BDH Chemicals Ltd. 

Calbiochem 

Carl Roth GmbH & Co. KG 

Chemical Data Systems, Inc. 
Chemical Dynamics Corporation 
Eastern Chemical 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Koch-Light Laboratories Ltd. 

E. Merck 

Paesel GmbH & Co. 

Pfaltz and Bauer, inc. 

Pfanstiehl Laboratories Inc. 

P-L Biochemicais, Inc. 

Research Plus, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

United States Biochemical Corporation 


cells, animal, in bulk 


Advanced Biotechnologies, Inc. 
American Biological Corp. 

Bast of Copenhagen 

Biofac A/S 

Carolina Biological Supply Company 
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Colorado Serum Co. 

Flow Laboratories Limited 

M.A. Bioproducts 

Meloy Laboratories, inc. 

Northeast Biomedical Laboratories Ltd. 
Rockland, Inc. 

Tissue Culture Services Ltd. 

University of Alabama 


cell separation media 


Accurate Chemical & Scientific Corporation 
American Biological Corp. 

Bio-Rad Laboratories 

California Medicinal Chemistry Corporation 
Cedarlane Laboratories Limited 

E-Y Laboratories, Inc. 

Flow Laboratories Limited 

Gibco Division 

Hughes & Hughes Ltd. 

Réactifs IBF 

Irvine Scientific 

Kallestad Laboratories, Inc. 

LKB instruments, Inc. 

M.A. Bioproducts 

Marine Colloids Division 

Meloy Laboratories, inc. 

Mirob Laboratories Inc. 

Pharmacia Fine Chemicals 

Pharmacia Inc. 

Schleicher & Schuell, AG (Switzerland) 
Schleicher & Schuell, Inc. (US/Canada) 
Schleicher & Schüll GmbH (Worldwide) 
Vector Laboratories, Inc. 


cells, microbial, for culture 


American Type Culture Collection 

Bast of Copenhagen 

Biosystems, Inc. 

Carolina Biological Supply Company 

Gibco Division 

Incell Corp. 

Indiana Biolab 

Meloy Laboratories, Inc. 

National Institute of Allergy and Infectious 
Diseases (NIH) 

University Micro Reference Laboratory, Inc. 


cells, microbial, in bulk 


American Biological Corp. 

Bast of Copenhagen 

Carolina Biological Supply Company 
Enzo Biochem, Inc. 

Incell Corp. 

Indiana Biolab 

Meloy Laboratories, Inc. 

Microlife Technics 


' PHLS Centre for Applied Microbiology and 


Research 
University Micro Reference Laboratory, Inc. 


cells, plant 


American Biological Corp. 
Carolina Biological Supply Company 
Incell Corp. 


cellulase 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 


BDH Chemicals Ltd. 

Biogenzia Lemania SA 
Boehringer Ingelheim KG 
Boehringer Mannheim GmbH 
Calbiochem ` 

Carolina Biological Supply Company 
Chemical Data Systems, Inc. 
Chemical Dynamics Corporation 
Fluka AG l 
Gallard-Schlesinger Chemical Mfg. Corp. 
Hughes & Hughes Ltd. 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

E. Merck 

Millipore UK Ltd. 

Novo Industri A/S 

Paesel GmbH & Co. 

Research Plus, Inc. 

Röhm GmbH 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company ` 
Tridom Chemical Inc. 
Uniscience Ltd. 

Worthington Diagnostics 


cellulose acetate 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

Aldrich Chemical Company (US) 
Beckman Instruments, Inc. 

Beckman-Riic Ltd. 

Carl. Roth GmbH & Co. KG 

Comber and Son, 

Fisons Scientific Apparatus 

Genetic Research Instrumentation Ltd. 
Helena Laboratories 

Isolab, Inc. ` 

Micro Filtration Systems 

Sartorius Filters, Inc. 

Schleicher & Schuell, AG (Switzerland) 
Schleicher & Schuell, inc. (US/Canada) 
Schleicher & Schüll GmbH (Worldwide) 
SERVA Feinbiochemica GmbH 

Shandon Southern Products 

Sigma Chemical Company 

Tridom Chemical Inc. 


centrifugation media, cesium 
chloride ` 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

Aldrich Chemical Company (US) 

American Biological Corp. 

Anoroc Scientific, Inc. 

Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 

BDH Chemicals Ltd. l 

Beckman Instruments, Inc. (Bioproducts) 
Bethesda Research Laboratories, Inc. 
Calbiochem 

Carl Roth GmbH & Co. KG 

Chemical Dynamics Corporation 

East Anglia Chemicals Ltd. 

Eastern Chemical . 

Fisons Scientific Apparatus 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
General Drug and Chemical Corp. 

ICN Nutritional Biochemicals 

Koch-Light Laboratories Ltd. 

E. Merck 


Nature 


Paesel GmbH & Co. 

Pierce Chemical Company 
Polysciences, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Signo Trading International Ltd. 
Tridom Chemical Inc. 

Uniscience Ltd. 


centrifugation media, non-ionic 
density 


Accurate Chemical & Scientific Corporation 
American Biological Corp. 

BDH Chemicals Ltd. 

KOR, Incorporated 

Pharmacia Fine Chemicals 

Pharmacia inc. 

Sigma Chemical Company 

Signo Trading International Ltd. 

Uniscience Ltd. 


centrifugation media, polymeric 
materials 


American Biological Corp. 

ICN Nutritional Biochemicals 
Pharmacia Fine Chemicals 
Polysciences, Inc. 

Sigma Chemical Company 
Signo Trading International Ltd. 
Uniscience Ltd. 


centrifugation media, sucrose, 
nuclease-free 


American Biological Corp. 

Anoroc Scientific, Inc. ` 

J.T. Baker Chemical Company 

Beckman Instruments, Inc. (Bloproducts) 
Bethesda Research Laboratories, Inc. 
Bio-Rad Laboratories 

East Anglia Chemicals Ltd. 

Fisons Scientific Apparatus 
Gallard-Schieésinger Chemical Mfg. Corp. 
E. Merck 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Signo Trading International Ltd. 

Uniscience Ltd. 


cephalexin 


Bate Chemical Company Limited 
Biochemie Gesellschaft m.b.H. 
Sigma Chemical Company 


cephaloglycin 


General! Drug and Chemical Corp. 
Sigma Chemical Company 


cephalosporinase 


Genzyme Corporation 

Miles Laboratories, Inc. 

Paesel GmbH & Co. 

PHLS Centre for Applied Microbiology and 
Research 

Sigma Chemical Company 
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Tridom Chemical Inc. 
Uniscience Ltd. 


cephalothin 


General Drug and Chemical Corp. 
Sigma Chemical Company 


cephapirin 


Sigma Chemical Company 


cephazolin 


Farmitalia-Carlo Erba SpA (Industrial) 
Sigma Chemical Company 


cerulenin 


Calbiochem 

P-L Biochemicals, Inc. 
Research Plus, Inc. 

Senn Chemicals 

Sigma Chemical Company 


ceruloplasmin 


Accurate Chemical & Scientific Corporation 
Beckman-Riic Ltd. 

Calbiochem 

Kent Laboratories Inc. 

Koch-Light Laboratories Ltd. 

Research Plus, Inc. 

SERVA Feinblochemica GmbH 

Sigma Chemical Company’ 


chaconine 


Senn Chemicals 
Sigma Chemical Company 


chakranine 


Senn Chemicals 
Sigma Chemical Company 


chalcomycin 


Chemical Dynamics Corporation 
ICN Nutritional Biochemicals 
P-L Biochemicals, Inc. 

Sigma Chemical Company 


chemotaxis reagents 


Accurate Chemical & Scientific Corporation 
Applied Science Europe B.V. 

Biosearch 

E-Y Laboratories, Inc. 

Miles Laboratories, Inc. 

Mirob Laboratories Inc. 

New England Nuclear 

Pierce Chemical Company 

Pierce Furochemie B.V. 

Signo Trading International Ltd. 


CHi 






Lal 
hloride 


and other 
products 
d 
molecular 
biology 


GALLARD-SCHLESINGER 
CHEMICAL MFG. CORP. 


284 Mineola Avenue, Carle Place, 
L.I., N. Y. 11514 * « (516) 333- 5600 











CHES, buffer 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

Aldrich Chemical Company (US) 

Anoroc Scientific, Inc. 

Atomergic Chemetals Corp. 

BDH Chemicals Ltd. 

Calbiochem 

Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

Ferak Berlin 

Fisons Scientific Apparatus 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
General Drug and Chemical Corp. 

ICN Nutritional Biochemicals 

MCB/Harleco 

E. Merck 

P-L Biochemicals, Inc. 

Polysciences, Inc. 

Research Organics, Inc. 

SERVA Feinblochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 

United States Biochemical Corporation 


chitin 

Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 

BDH Chemicals id. 

Calbiochem 

Carl Roth GmbH & Co. KG 


Chemical Dynamics Corporation 
Eastern Chemical 
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CHI 


E-Y Laboratories, Inc. 

Fluka AG 

Freeman Industries Inc. 
Gallard-Schlesinger Chemical Mfg. Corp. 
ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Pfanstiehl Laboratories Inc. 

P-L Biochemicals, Inc. 
Polysciences, Inc. 

Research Plus, Inc. 

Senn Chemicals ' 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

United States Biochemical Corporation 


chitinase 


Accurate Chemical & Scientific Corporation 
Advance Biofactures Corporation 
Calbiochem 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Sigma Chemical Company 
Tridom Chemica! Inc. 

Uniscience Ltd. 


chitobiose 

Calbiochem 

E-Y Laboratories, Inc. 

Réactifs IBF 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 
Research Plus, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 

United States Biochemica! Corporation 


chitosan 


Atomergic Chemetals Corp. 
Calbiochem 

Carl Roth GmbH & Co. KG 
Chemical Dynamics Corporation 
Eastern Chemical 

E-Y Laboratories, Inc. 
Koch-Light Laboratories Ltd. 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Pfanstiehl Laboratories Inc. 
Polysciences, Inc. 

Research Plus, Inc. 

SAS Pharmaceuticals ! td. 

Senn Chemicals. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical inc. 

United States Biochemical Corporation 


chitotriose 


E-Y Laboratories, Inc. 
SERVA Feinbiochemica GmbH 
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Sigma Chemical Company 
Tridom Chemical Inc. 


alpha-chloralose 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
J.T. Baker Chemical Company 
BDH Ghemicals Ltd. 
Calbiochem 

Cari Roth GmbH & Co. KG 
Chemical Dynamics Corporation 
East Anglia Chemica!s Ltd. 
Eastern Chemical 

Fluka AG 

Gallard-Schlesinger Chemicai Nifg. Corp. 
Gibco Division 

Koch-Light Laboratories Ltd. 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Pfanstiehl Laboratories Inc. 
Research Plus, Inc. 

SAS Pharmaceuticals Ltd. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 


chloramphenicol 


Aldrich Chemical Company (US) 
Atomergic Ghemetals Corp. 

Bate Chemical Company Limited 
BDH Chemicals Ltd. 

Boehringer Mannheim GmbH 
Buckton Scott Ltd. 

Calbiochem 

Chemical Dynamics Corporation 
Farmitalia-Carlo Erba SpA (Industrial) 
Fluka AG 

General Drug and Chemical Corp. 
SAS Pharmaceuticals Ltd. 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Signo Trading international Ltd. 
Uniscience Ltd. 


chlormadinone 


P-L Biochemicals, Inc. 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


chloro IPC 


Chemical Dynamics Corporation 
ICN Nutritional! Biochemicals 
Polysciences, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 
Uniscience Ltd. 


chloromethyl methyl ether 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Analabs 


BDH Chemicals Ltd. 
Sigma Chemical Company 
Tridom Chemical Inc. 


chlorophenoxyacetié acid, op 


Áccurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd: (UK) 

Aldrich Chemical Company (US) 
Chemical Dynamics Corporation 
Fluka AG ` 

KC Biological, Inc. 

Koch-Light Laboratories Ltd. 

Pfaltz and Bauer, Inc. ` 

Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 
United States Biochemical Corporation 


alpha-p-chlorophenoxy-propionic 
acid | 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 

ICN Nutritiona! Biochemicals 

Pfaltz and Bauer, Inc. 

Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. — 

United States Biochemical Corporation 


chlorotetracycline 


American Cyanamid Co. 

Atomergic Chenietals Corp. 

Bate Chemical Company Limited 
Chemical Dynamics Corporation 
Farrhitalia-Carlo Erba SpA (Industrial) 
General Drug and Chemical Corp. 
Gibco Division ` 

ICN Nutritional Biochemicals 

SERVA Feinbiochemica GmbH 
Signo ‘Trading International Ltd. 
Syndel Laboratories Ltd. 
Uniscience Ltd. 

United States Biochemical Corporation 


cholanic acid derivatives 


Accurate Chemical & Scientific Corporation 
Fluka AG 

Koch-Light Laboratories Ltd. 

Paesel GmbH & Co" 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinblochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 


cholecalciferol 
Atomergic Chemetels Corp. 
Fluka AG 

Freeman industries Inc. 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 
E. Merck 

Peboe Limited 

Pfaltz and Bauer, Inc. 
Research Plus, Inc. 

Roussel Corporation 


Naturt 


Sigma Chemical Company 
Tridom Chemical Inc. 
United States Biochemical Corporation , 


cholecystokinin 


Beckman Instruments, Inc. 

California Medicinal Chemistry Corporation 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

Immuno Nuclear Corp. 

Merseyside Laboratories 

Paesel GmbH & Co. 
Peninsula Laboratories, incorporated 
Research Plus, Inc. 
SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Universal! Biologicals Ltd. 

Vega Biochemicals 


cholenic acid derivatives 


Accurate Chemical & Scientific Corporation 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 

Tridom Chemical Inc. 


cholera toxin 


List Biological Laboratories, Inc. 
Sigma Chemical Company 
Uniscience Ltd. 


cholestanes 


Accurate Chemical & Scientific Corporation 
Alltech Associates, Inc. 

Applied Science Division 
Applied Science Europe B.V. 
Bast of Copenhagen 

Field Instruments Co. Ltd. 

Fluka AG 

Pfaltz and Bauer, inc. 

Research Plus, Inc. 

Serdary Research Labs, Inc. 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Supelco, Inc. 

Tridom Chemical Inc. 


cholesterol | 
Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 
Bate Chemical Company Limited 
Calbiochem 

Fluka AG 

Freeman Industries Inc. 
Koch-Light Laboratories Ltd. 

E. Merck 

Paesel GmbH & Co. 

Peboc Limited 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 
Research Plus, Inc. 

Robeco Chemicals, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Signo Trading International Ltd. 
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Syndel Laboratories Ltd. 
Tridom Chemical Inc. 
United States Biochemical Corporation 


cholesterol esterase 


BDH Chemicals Ltd. 

Beckman Instruments, Inc. 

Beckman Instruments, Inc. (Microbics) 
Biogenzia Lemania SA 

Boehringer Mannheim GmbH 
Calbiochem 

California Medicinal Chemistry Corporation 
Chemical Data Systems, Inc. 

Chemical Dynamics Corporation 

East Anglia Chemicals Ltd. 


Farmitalia Carlo Erba SpA (Analytical/Diagnostics) 


Farmitalia-Carlo Erba SpA (Industrial) 
Fermco Biochemics Inc. 

Genzyme Corporation 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

Miles Laboratories, Inc. 

Millipore UK Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 

Research Plus, Inc. 

Scientific Protein Laboratories, Inc. 
Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 

Worthington Diagnostics 


cholesterol oxidase 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Beckman Instruments, Inc. 

Beckman Instruments, Inc. (Microbics) 
Biogenzia Lemania SA 

Boehringer Mannheim GmbH 

Calbiochem 

Chemical Data Systems, Inc. 

Chemical Dynamics Corporation 

East Anglia Chemicals Ltd. 


Farmitalia Carlo Erba SpA (Analytical/Diagnostics) 


Farmitalia-Carlo Erba SpA (Industrial) 
Fermco Biochemics Inc. 
Gallard-Schlesinger Chemical Mfg. Corp. 
Genzyme Corporation 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

Miles Laboratories, Inc. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 
Worthington Diagnostics 


cholesterols 


Accurate Chemical & Scientific Corporation 
Alltech Associates, Inc. 

Applied Science Division 

Applied Science Europe B.V. 

Atomergic Chemetals Corp. 
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J.T. Baker Chemical Company 
Bast of Copenhagen 

BDH Chemicals Ltd. 

Biofac A/S 

Chemical Dynamics Corporation 
Field Instruments Co. Ltd. 

Fluka AG 

Freeman Industries Inc. 

- Peboc Limited 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Robeco Chemicals, Inc. 

Scientific Protein Laboratories, Inc. 
Senn Chemicals 

Serdary Research Labs, Inc. 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Supelco, Inc. 

Tridom Chemical Inc. 

United States Biochemical Corporation 


choline and salts 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
BDH Chemicals Ltd. 

Calbiochem 

Chemical Dynamics Corporation 
Chori Company Limited 

East Anglia Chemicals Ltd. 

Fluka AG 

General Drug and Chemical Corp. 
ICN Nutritional Biochemicals 

KC Biological, Inc. 

Koch-Light Laboratories Ltd. 

E. Merck 

Orgamol S.A. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. d 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc, 

United States Biochemical Corporation 


choline esterase 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Boehringer Mannheim GmbH 
Calbiochem 

Gallard-Schlesinger Chemical Mfg. Corp. 
ICN Nutritional Biochemicals 

E. Merck 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 


cholinesterase substrates 


BDH Chemicals Ltd. 

Boehringer Mannheim GmbH 
Calbiochem 

Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

Fluka AG 

ICN Nutritional Biochemicals 
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Koch-Light Laboratories Ltd. 

E. Merck 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Organics, Inc. 
Research Plus, inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 

United States Biochemical Corporation 


chondroitin lyases 


Miles Laboratories, Inc. 
Paesel GmbH & Co. 
Pfaltz and Bauer, Inc. 
Sigma Chemical Company 


chondroitin sulfatases 


Accurate Chemical & Scientific Corporation 
Miles Laboratories, Inc. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Sigma Chemical Company 


chondroitin sulfate 


Accurate Chemical & Scientific Corporation 
American Laboratories Inc. 

Atomergic Chemetals Corp. 

BDH Chemicals Ltd. 

Calbiochem 

Carl Roth GmbH & Co. KG 

Chemical Dynamics Corporation 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Koch-Light Laboratories Ltd. 

Miles Laboratories, Inc. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 

Research Plus, Inc. 

Robeco Chemicals, Inc. 

Scientific Protein Laboratories, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 


chondrosamine 


Aldrich Chemical Company (US) 
Chemical Dynamics Corporation 
Koch-Light Laboratories Ltd. 
Senn Chemicals 

Sigma Chemical Company 
Tridom Chemical Inc. 


chorionic gonadotropin 


Accurate Chemical & Scientific Corporation 
Boehringer Mannheim GmbH 

Calbiochem 

California Medicinal Chemistry Corporation 
Cambridge Research Biochemicals Limited 
Carolina Biological Supply Company 

Chemical Dynamics Corporation 

General Drug and Chemical Corp. 

Griffin & George Ltd. 

ICN Nutritional Biochemicals 


Imuco, S.A. 

Paesel GmbH & Co. 

Paines and Byrne Ltd. 

Research Plus, Inc. 

RIA (UK) 

Roussel Corporation 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Syndel Laboratories Ltd. 
UCB-Bioproducts 

Uniscience Ltd. 

United States Biochemical Corporation 


chromomycin A3 


Boehringer Mannheim GmbH 
Calbiochem 

P-L Biochemicals, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Uniscience Ltd. 


chrysarobin 


Atomergic Chemetals Corp. 
Carl Roth GmbH & Co. KG 
Chemical Dynamics Corporation 
Inland Alkaloid Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SAS Pharmaceuticals Ltd. 
Sigma Chemical Company 
Tridom Chemica! Inc. 


chymopapain 


Atomergic Chemetals Corp. 
ICN Nutritional Biochemicals 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 
Sigma Chemical Company 
Tridom Chemical Inc. 
Worthington Diagnostics 


chymostatin 


Beckman Instruments, Inc. 

Beckman Instruments, Inc. (Bioproducts) 
California Medicinal Chemistry Corporation 
Merseyside Laboratories 

Paesel GmbH & Co. 

Peninsula Laboratories, Incorporated 
SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 


chymotrypsin 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 
BDH Chemicals Ltd. 

Biochemie Gesellschaft m.b.H. 
Biofac A/S 

Biogenzia Lemania SA 
Boehringer Mannheim GmbH 
British Tar Products 

Calbiochem 

Chemical Data Systems, Inc. 
Chemical Dynamics Corporation 
Choay Chimie 

Ferak Berlin 

Fluka AG 


Natur: 





CIN 


olyribonucleotides 


HOMOPOLYMERS & COPOLYMERS 
POLY A -POLY U POLYI-POLYC 


and other chains associations 


ae CHOAY-CHIMIE Service Réactifs. Tel. 524.46.77 
noa) 48, avenue Théophile-Gautier - 75782 Paris Cedex 16 


Gallard-Schlesinger Chemical Mfg. Corp. 
Henley & Co., Inc. 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

E. Merck 

Miles Laboratories, Inc. 

Millipore UK Ltd. 

Novo Industrl A/S 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 

Scientific Protein Laboratories, Inc. 
SERVA Felnbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

United States Biochemical Corporation 
Worthington Diagnostics 


chymotrypsinogen 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Chemical Data Systems, Inc. 

Choay Chimie 

Ferak Berlin 

Gallard-Schlesinger Chemical Mfg. Corp. 
ICN Nutritional Biochemicals 

Koch-Light Laboratories Ltd. 

E. Merck 

Millipore UK Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Uniscience Ltd. 

United States Biochemical Corporation 
Worthington Diagnostics 
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chymotrypsin substrates 


BDH Chemicals Ltd. 

Boehringer Mannheim GmbH 
Calbiochem 

California Medicinal Chemistry Corporation 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

Fluka AG 

ICN Nutritional Biochemicals 

Koch-Light Laboratories Ltd. 

E. Merck 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Organics, Inc. 

Research Plus, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 

United States Biochemical Corporation 
Vega Biochemicals 


cinchonidine 


Accurate Chemical & Sclentific Corporation 
ACF Chemiefarma NV 

Aldrich Chemical Co. Ltd. (UK) 

Aldrich Chemical Company (US) 

Atomergic Chemetats Corp. 

BDH Chemicals Ltd. 

Carl Roth GmbH & Co. KG 

Chemical Dynamics Corporation 


East Anglia Chemicals Ltd. 
Fluka AG 

ICN Nutritional Biochemicals 
Inland Alkaloid Co. 

Koch-Light Laboratories Ltd. 
Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 


cinchonine 


Accurate Chemical & Scientific Corporation 
ACF Chemiefarma NV 

Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
BDH Chemicals Ltd. 
Boehringer Mannheim GmbH 
Carl Roth GmbH & Co. KG 
Chemical Dynamics Corporation 
East Anglia Chemicals Ltd. 
Eastern Chemical 

Fluka AG 

ICN Nutritional Biochemicals 
Inland Alkaloid Co. 

Koch-Light Laboratories Ltd. 
Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Felinblochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 
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CIN 


cinnarizine 


Chemical Dynamics Corporation 


citrate lyase 


Boehringer Mannheim GmbH 
Paesel GmbH & Co. 

P-L Biochemicals, Inc. 
Research Plus, Inc. 

Sigma Chemical Company 


citrinin 

Aldrich Chemica! Company (US) 

Applied Science Division 

Cambridge Research Biochemicals Limited 
Pfaltz and Bauer, Inc. 


Senn Chemicals 
Sigma Chemical Company 


citrulline arsenate buffer 


Sigma Chemical Company 


clearing agents 


BDH Chemicals Ltd. 

Carolina Biological Supply Company 
Fisons Scientific Apparatus 
GBI Laboratories Ltd. 

Griffin & George Ltd. 
Hoechst-Behring 

National Diagnostics Inc. 

Philip Harris Ltd. 
Polysciences, Inc. 

Raymond A. Lamb 

Signo Trading International Ltd. 


Clinical diagnostic kits and 
reagents 


Advanced Laboratory Techniques 
American Monitor Corporation 
American Type Culture Collection 
AP! Laboratory Products Limited 
J.T. Baker Chemicals B.V. 

BBL Microbiology Systems 

BDH Chemicals Ltd. 

Beckman-Riic Ltd. 

BioDx 

Bio-Rad Laboratories 

Laboratoires Biotrol 

California Medicinal Chemistry Corporation 
Cambridge Medical Diagnostics, Inc. 
Camlab Limited 

Carolina Biological Supply Company 
Cedarlane Laboratories Limited 
Chemical Dynamics Corporation 
Clinical Assays 

Clin-Tech Ltd. 

Comber and Son 

Connaught Laboratories Limited 
Cordis Laboratories, Inc. 

Corning Medical & Scientific 
DAKO-immunoglobulins a/s, DAKOPATTS A/S 
Diagnostic, Inc. 

Diamed Diagnostics Ltd. 
Electro-Nucleonics, Inc. 


Flow Laboratories Limited 

Gull Laboratories, Inc. 

Hoechst-Behring 

Hoechst U.K. Ltd. 

Hughes & Hughes Ltd. 

HUMAN Institute for Serobacteriological Research 
and Production 

Hybritech Incorporated 

ICL Scientific 

Iffa Merieux 

Immunex 

n.v. Immuno s.a. 

Imuco, S.A. 

Inolex Biomedical Operations 

International Laboratory Services Ltd. 

Kallestad Laboratories, Inc. 

Lorne Laboratories Limited 

M.A. Bioproducts 

Mast Laboratories Ltd. 

Medica! Chemical Corp. 

Mercia-Brocades Limited 

Meridian Diagnostics, Inc. 

New England Nuclear 

Nordiclab OY 

Paesel GmbH & Co. 

Peboc Limited 

Philadelphia Biologics Center 

Polysclences, Inc. 

Raymond A. Lamb 

RIA (UK) 

A/S Rosco 

Sanbio b.v. 

Seward Laboratory 

Sigma Chemical Company 

Signo Trading international Ltd. 

Tissue Culture Services Ltd. 

Uniscience Ltd. 

Upjohn Diagnostics 

William R. Warner & Co. Ltd. 

The Wellcome Foundation Ltd. 


clofibric acid 


Aldrich Chemical Company (US) 
Atomergic Chemetais Corp. 
Boehringer Mannheim GmbH 
Frinton Laboratories, Inc. 

Orgamol S.A. 

Sigma Chemical Company 

United States Biochemical Corporation 


cloning vector, Charon 4A 


Bethesda Research Laboratories, Inc. 
Meloy Laboratories, Inc. 
M.P.K. Omega Co. 


cloning vector, Charon 28 


Bethesda Research Laboratories, Inc. 
Meloy Laboratories, Inc. 

M.P.K. Omega Co. 

Uniscience Ltd. 


cloning vector, ColE1 


Boehringer Mannheim GmbH 
Uniscience Ltd. 


cloning vector, f1 R229 and 
derivatives 


Collaborative Research, Inc. 


cloning vector, lambda gt1-BC 


Bethesda Research Laboratories, Inc. 
M.P.K. Omega Co. 


cloning vector, lambda gtWES.B 


Bethesda Research Laboratories, inc. 
Enzo Biochen, Inc. 

Meloy Laboratorles, Inc. 

M.P.K. Omega Co. 

Uniscience Ltd. 


cloning vector, M13mp7 


Bethesda Research Laboratories, Inc. 
Collaborative Research, Inc. 

New England BioLabs, Inc. 
Uniscience Ltd. 


cloning vector, pAC105- 
M.P.K. Omega Co. 


cloning vector, pACYC177 


Enzo Biochen, Inc. 
M.P.K. Omega Co. 


cloning vector, pBR313 


M.P.K. Omega Co. 


cloning vector, pBR322 


J.T. Baker Chemical Company 
Bethesda Research Laboratories, Inc. 
Boehringer Mannheim GmbH 
Chemical Dynamics Corporation 
Electro-Nucleonics, Inc. 

Enzo Biochem, inc. 

Meloy Laboratories, Inc. 
M.P.K. Omega Co. 

New England BioLabs, Inc. 
New England Nuclear 

P & S Biochemicals Ltd. 

P-L Biochemicals, Inc. 
Uniscience Lid. 


cloning vector, pBR325 


J.T. Baker Chemical Company 
Bethesda Research Laboratories, Inc. 
Chemical Dynamics Corporation 
Electro-Nucleonics, Inc. 

Enzo Biochen, Inc. 

P-L Biochemicals, Inc. 

Uniscience Ltd. 


Nature 


Ae 


cloning vector, pKH47 


Bethesda Research Laboratories, Inc. : 
Uniscience Ltd. 


cloning vector, pMB9 


J.T. Baker Chemical Company 
Bethesda Research Laboratories, Inc. 
Chemical Dynamics Corporation 
Enzo Biochem, Inc. 

M.P.K. Omega Co. 

P & S Biochemicals Ltd. 

Worthington Diagnostics 


cloning vector, pML21 


M.P.K. Omega Co. 


cloning vector, pUB110 


J.T. Baker Chemical Company 
Bethesda Reseárch Laboratories, Inc. 
Chemical Dynamics Corporation 
Electro-Nucleonics, Inc. 

Uniscience Ltd. 


cloning vector, pVH51 


M.P.K. Omega Co. 


clostripain 


Boehringer Mannheim GmbH 
Millipore UK Ltd. 

Paesel GmbH & Co. 

Sigma Chemical Company 
Worthington Diagnostics 


clotrimazole 


Sigma Chemical Company 


cloxacillin 


Bate Chemical Company Limited 


Compañia Espanola de la Penicilina y Antibióticos, 


S.A. 
Pacific Gateway Co. 
Sigma Chemical Company 
Signo Trading International Ltd. 


coagulation factors 1-10 


bioMérieux S.A. 

Calbiochem 

Immuno Limited 

n.v. Immuno s.a. 

Paesel GmbH & Co. 
Philadelphia Biologics Center 
Sigma Chemical Company 
Uniscience Ltd. 


cocarboxylase 


Accurate Chemical & Sclentific Corporation 
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Boehringer Mannheim GmbH 
Chemical Dynamics Corporation 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

E. Merck 

Pfaltz and Bauer, Inc. 

SERVA Felnblochemica GmbH 
Sigma Chemical Company 

Tridom Chemicál Inc. 

United States Biochemical Corporation 


codons, trinucleotide, synthetic 


Bethesda Research Laboratories, Inc. 
Biosearch 

Boehringer Mannheim GmbH 
Collaborative Research, Inc. 
Cruachan Chemical Co. Ltd. 

P-L Biochemicals, Inc. 

Vega Biochemicals 


coenzyme A 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 
Boehringer Mannheim GmbH 

Calbiochem 

Chemical Dynamics Corporation 

East Anglia Chemicals Ltd. 

Fluka AG 

Koch-Light Laboratories Ltd. 

Kohjin Co., Ltd. 

Pacific Gateway Co. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


coenzyme Q6-Q10 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Kohjin Co., Ltd. 

Research Plus, Inc. 

SAS Pharmaceuticals Ltd. 

Sigma Chemical Company 

Uniscience Ltd. 


colchicine 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
Bate Chemical Company Limited 
BDH Chemicals Ltd. 

Boehringer Mannheim GmbH 
Calbiochem 

Carl Roth GmbH & Co. KG 
Carolina Biological Supply Company 
Chemical Dynamics Corporation 
Eastern Chemical 

Fluka AG 

Genera! Drug and Chemical Corp. 


COL 


Coenzymes 


of highest purity 
commercially 
available 


Boehringeri/ ^ 
Mannheim 5X 7 
Biochemicals 


7941 Castleway Drive 
P.O. Box 50816 
Indianapolis, Indiana 46250 


Tel. (317) 849-9350 
Toll Free 800-428-5433 





ICN Nutritional Biochemicals 
Inland Alkaloid Co. 

Koch-Light Laboratories Ltd. 
Pfaltz and Bauer, Inc. 
Polysciences, Inc. 

Research Plus, Inc. 

Roussel Corporation 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 

United States Biochemical Corporation 


colcimide 


Calbiochem 

Fluka AG 

Pfaltz and Bauer, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


colistin 


Chemical Dynamics Corporation 
SERVA Feinbiochemica GmbH 
Sigma Chemical! Company 


collagen 


Accurate Chemical & Scientific Corporation 
American Biological Corp. 
Atomergic Chemetals Corp. 
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COL 


Bethesda Research Laboratories, Inc. 
Biogenzia Lemania SA $ 
Calbiochem 

Chemica! Dynamics Corporation 
Collaborative Research, Inc. 
Henley & Co., Inc. 

ICN Nutritional Biochemicals 

n.v. Immuno s.a. 

Koch-Light Laboratories Ltd. 

Millipore UK Ltd. 

Paesel GmbH & Co. 

Polysciences, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Uniscience Ltd. 

Worthington Diagnostics 


collagenase 


Accurate Chemical & Scientific Corporation 
Advance Biofactures Corporation 

BDH Chemicals Ltd. 

Biogenzia Lemania SA 

Boehringer Mannheim GmbH 
Calbiochem 

California Medicinal, Chemistry Corporation 
Chemical Data Systems, Inc. 

Chemical Dynamics Corporation 

East Anglia Chemicals Ltd. 

Flow Laboratorles Limited 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
ICN Nutritional Biochemicals 5 
Koch-Light Laboratories Ltd. 

E. Merck 

Millipore UK Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 

Research Plus, Inc. 

RIA (UK) 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 
Worthington Diagnostics 


2,4,6-collidine 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
Chemical Dynamics Corporation 
Ferak Berlin 

Fisons Scientific Apparatus 
Fluka AG ` 
Koch-Light Laboratories Ltd. 
Koei Chemical Co., Ltd. 

Ladd Research Industries, Inc. 
Pfaltz and Bauer, Inc. 

Philip Harris Ltd. 

Polaron Equipment Ltd. 
Polysciences, Inc. 

Schering Aktiengeselischaft 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Taab Enterprises 

Tridom Chemical Inc. 
Uniscience Ltd. 
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colominic acid 


Koch-Light Laboratories Ltd. 
P-L Blochemicals, Inc. 
Sigma Chemical Company 
Tridom Chemical Inc. 


complement components 


Accurate Chemical & Scientific Corporation 
Beckman-Riic Ltd. 

bioMérieux S.A. 

Calbiochem 

Cedarlane Laboratories Limited 

Center for Blood Research 
DAKO-immunoglobulins a/s, DAKOPATTS A/S 
Kent Laboratories Inc. 

Northeast Biomedical Laboratorles Ltd. 
Olac 1976 Ltd. 

Paesel GmbH & Co. 

Research Plus, Inc. 

Rockland, Inc. 


complement fixation test 
reagents 


American Biologica! Corp. 

BBL Microbiology Systems 
Beckman Instruments, Inc. 
bioMérieux S.A. 
Cedarlane Laboratories Limited 
Difco Laboratories 

Flow Laborátorles Limited 
Gibco Europe Limited 
Hoechst-Behring 


HUMAN Institute for Serobacteriological Research 


and Production 
M.A. Bioproducts 
Meridian Diagnostics, Inc. 
Miles Laboratories, Inc. 
Northeast Biomedical Laboratories Ltd. 
Paesel GmbH & Co. 
Pel-Freez Biologicals 
Rockland, Inc. 
Sanbio b.v. 
Sera-Lab Ltd. 
Tissue Culture Services Ltd. 


computer software 


Beckman Instruments, Inc. 

Carolina Biological Supply Company 
Chromatix 

Comber and Son 

Dyson Instruments 

Indiana Biolab 

M.P.K. Omega Co. 

Polaron Equipment Ltd. 

Signo Trading International Ltd. 


conalbumin 


Accurate Chemical & Scientific Corporation 
Chemical Dynamics Corporation 

E-Y Laboratories, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Uniscience Ltd. 

United States Biochemical Corporation 


concanavalin A, jack bean, 
Canavalia ensiformis 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 
Bethesda Research Laboratories, Inc. 
Boehringer Mannheim GmbH 
Calbiochem : 
California Medicinal Chemistry Corporation 
Chemical Dynamics Corporation 

Enzo Biochem, Inc. 

E-Y Laboratories, Inc. 

How Laboratories Limited 

Fluka AG 

Réactifs IBF 

LKB Instruments, Inc. 

Miles Laboratories, Inc. 

P & S Biochemicals Ltd. 

Pharmacia Fine Chemicals 
Pharmacia Inc. 

P-L Biochemicals, Inc. 

Polaron Equipment Ltd. 
Polysciences, Inc. 

Research Plus, inc. 

Sanbio b.v. 

Senn Chemicals l 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tissue Culture Services Ltd. 
Uniscience Ltd. 

United States Biochemical Corporation 
Vector Laboratories, Inc. 

Zymed Laboratories 


conductive coatings 


Polysciences, Inc. 
Signo Trading International Ltd. 


coomassie blue 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
BDH Chemicals Ltd. 

Bethesda Research Laboratories, Inc. 
Bio-Rad Laboratories 

E-C Apparatus Corporation 

Ferak Berlin 

Fisons Scientific Apparatus 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
General Drug and Chemical Corp. ` 
Genetic Research Instrumentation Ltd. . 
Réactifs IBF 

n.v. Immuno s.a. 

Isolab, Inc. 

Kallestad Laboratories, Ihc. 
Koch-Light Laboratories Ltd. 

LKB Instruments, Inc. 
LKB-Produkter AB 

MCB/Harleco 

Mercia-Brocades Limited 

E. Merck 

Miles Laboratories, Inc. 

National Diagnostics Inc. 

Pierce Chemical Company 

Pierce Eurochemie B.V. 
Polysciences, Inc. ' 

Raymond A. Lamb 

Research Organics, Inc. 

SERVA Feinbiochemica GmbH 


Nature 


v 


COH 


Shandon Southern Products 
Sigma Chemical Company 

Société Chimique Pointet Girard-Réactifs RAL 
Tissue Culture Services Ltd. 

Tridom Chemical Inc. 

Uniscience Ltd. 


cordycepin 


BDH Chemicals Ltd. 
Boehringer Mannheim GmbH 
Chemical Dynamics Corporation 
P-L Biochernicals, Inc. 

Sigma Chemical Company 


corticosterone 


Accuraté Chemical & Scientific Corporation 
American Biological Corp. 

Chemical Dynamics Corporation 

Fluka AG 
Koch-Light Laboratories Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Hadioassay Systems Laboratories, Inc. 
Research Pius, Inc. 

Sigma Chemical Company 


corticotropin A 


Accurate Chemical & Scientific Corporation 
Paesel GmbH & Co. 

Sigma Chemical Company 

UCB-Bioproducts 


cortisol ! 


Cambridge Medical Diagnostics, Inc. ! 
Immuchem Corp. 

International Laboratory Services Lid, 
Koch-Light Laboratories Ltd. 
Radioassay Systems Laboratories, Inc. 
Research Plus, Inc. 

Serono Diagnostics 

Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 


cortisone acetate 


Accurate Chemical & Scientific Corporation 
Bate Chemical Company Limited 
BDH Chemicals Ltd. 

Fluka AG 

Koch-Light Laboratories Ltd. 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Plus, inc. 

Roussel Corporation 

Schering Aktierigesellschaft 
Sigma Chemical Company 
Signo Trading international Ltd. 
Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


cortisone alcohol 


Accurate Chemical & Scientific Corporation 
Bate Chemical Company Limited i 
Fluka AG 
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Fw Laboratories 
(he wily 


Fiblaferon" L is a human fibroblast 
interferon for laboratory studies. Produced 
from diploid FS4 cells superinduced with 
Poly |: Poly C, cyclohexamide and 
actinomycin D, it is available in two 
specifications: 

1 X 10° LU. with specific activity 

] X 10° L.U./mg protein 

1 X IO LU, with specific activity 
0.8 X 10’ I.U./mg protein 

Mock Interferon is also available. 


Fiblaferon" L is a registered 
trademark of Flow-Rentschler Inc. 
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Interferon 
(R) 
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Sendai Virus 


Increase your yields of lymphocyte 
interferon by induction with Flow 
Laboratories' Sendai Virus. This high-titre 
product has the following advantages: 


- guaranteed concentration of 1 X 10' HA d 
units/ml 

- produced in pathogen-free eggs, 
ensuring contaminont-free product 

- packaged in convenient 100ml size 

- sterile 
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Superbead" Microcarriers 
@ Microcarriers provide a large surface area for cell 
P attachment and growth in a relatively small volume, when | 

suspended in culture medium. 

Flow Laboratories' Superbead" Microcarriers are supplied as 

a sterile suspension with the following advantages: 

- proven ability in Flow's own interferon 
production programme 

- narrow bead size range ensures 
optimum cell attachment and growth ! 

- defined optimum surface charge to allow 
attachment and growth of maximum 
number of cell types 

|- already sterilised and hydrated for use 

- Superbead is a registered trademark of 
Flow Laboratories. 


Circle No. on Reader Enquiry Card. 


Flow Laboratories 
7655 Old Sprinhouse Road, 
McLean, Virginia 2210, U.S.A. 
Tel: (703) 893 5925 

Telex: 234 9030 10 Flowlab MCLN 
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COU 


ICN Nutritional Biochemicals 
Koch- -Light Laboratories Ltd. 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Roussel Corporation 

, Schering Aktiengesellschaft 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Signo Trading International Ltd. 
Tridom Chemical Inc. 
Uniscience Ltd. 

United States Biochemical Corporation 


coumaric acid 

Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Carl Roth GmbH & Co. KG 
Chemical Dynamics Corporation 
Fluka AG 

Griffin & George Ltd. 

Koch-Light Laboratories Ltd. 
Pfaltz and Bauer, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Signo Trading international Ltd. 
Tridom Chemical Inc: 
Uniscience Ltd. 


creatine phosphokinase 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Beckman Instruments, Inc. 

Beckman Instruments, Inc. (Microbics) 
Boehringer Mannheim GmbH 
Calbiochem 

California Medicinal Chemistry Corporation 
Chemical Data Systems, Inc. 
Chemical Dynamics Corporation 
Corning Medical & Scientific 

Fluka AG 

Hughes & Hughes Ltd. 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

Millipore UK Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 

Sigma Chemical Company 
Uniscience Ltd. 

Worthington Diagnostics 


cross linking reagents 


Aldrich Chemical Company (US) 
J.T. Baker Chemical Company 
BDH Chemicals Ltd. 

Bio-Rad Laboratories 
Collaborative Research, Inc. 
E-Y Laboratories, Inc. 

Fisons Scientific Apparatus 
Fluka AG 

Koch-Light Laboratories Ltd. 

E. Merck 

Merseyside Laboratories 
Pharmacia Fine Chemicals 
Pharmacia Inc. 

Pierce Chemical Company 
Pierce Eurochemie B.V. 
Polysciences, Inc. 
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Research Organics, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Signo Trading International Ltd. 

Taab Enterprises 

United States Biochemical Coiporaition 


crystal growing materials 


BDH Chemicals Ltd. 

Carolina Biological Supply Company 
Gallard-Schlesinger Chemical Mfg. Corp. 
Signo Trading International Ltd. ) 


custom synthesis services 


Aldrich Chemical. Company (US) 
Amersham International Ltd. 

Beckman Instruments, Inc. (Bioproducts) 
Biosearch 
California Medicinal Chemistry Corporation 
Cambridge Medical Diagnostics, Inc. 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 
Collaborative Research, Inc. 
Cruachan Chemical Co. Ltd. 

Ferak Berlin 

Fisons Scientific Apparatus 

Freeman Industries Inc. 

Frinton Laboratories, Inc. 

General Drug and Chemical Corp. 
Glen Creston Instruments Ltd. 

KOR, Incorporated’ 

Meloy Laboratories, Inc. 

Merseyside Laboratories 

Miles Laboratories, lnc. 

Monsanto Research Corp. 

New England BioLabs, Inc. 

New England Nuclear 

Peboc Limited ` 

Pel-Freez Biologicals 

Polysciences, Inc. 

Pressure Chemical Co. 

Research Organics, !nc. 

Sera-Lab Ltd. 

Syndel Laboratories Ltd. 
UCB-Bloproducts 

United States Biochemical Corporation 
Vector Laboratories, Inc. 

Vega Biochemicals 


cyanocobalamin 


Atomergic Chemetals Corp. 

BDH Chemicals Ltd. 

Calbiochem 

Chemical Dynamics Corporation 
Farmitalia-Carlo Erba SpA (Industrial) 
Fluka AG 

General Drug and Chemical Corp. 
ICN Nutritional Biochemicals 

KC Biological, Inc. 

Koch-Light Laboratories Ltd. 

E. Merck 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Roussel Corporation 

Sigma Chemical Company 

Tridom Chemical Inc. ’ 
United States Biochemical Corporation 


cyclohepta amylose 


Aldrich Chemical Company (US) 
Koch-Light Laboratories Ltd. 
Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 


cycloheximide 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 

BDH .Chemicals Ltd. 

Boehringer Mannheim GmbH 
Calbiochem ' 

Chemical Dynamics Corporation 

East Anglia Chemicals Ltd. 

Ferak Berlin 

Fluka AG 

Koch-Light Laboratories Ltd. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 

SERVA Feinblochemica GmbH 
Sigma Chemical Company 

Taab Enterprises ' 

United States Biochemical Corporation 


cycloserine 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 

Chemica! Dynamics Corporation 

Fluka AG ; 

ICN Nutritional Biochemicals 

P-L Biochemicals, Inc. 

SERVA Feinblochemica GmbH 

Sigma Chemical Company 

Uniscience Ltd. 

United States Biochemical Corporation 


cymarin 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

Aldrich Chemical Company (US) 

Boehringer Mannheim GmbH 

Carl Roth GmbH & Co. KG | 

Fluka AG 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 
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cymarol 

Accurate Chemical & Scientific Corporation 
Boehringer Mannheim GmbH 

Carl Roth GmbH & Co. KG 

Tridom Chemical Inc. 


cytochalasin A 


Accurate Chemical & Scientific Corporation 

Aldrich Chemical Co. Ltd. (UK) 

Aldrich Chemical dd (US) 

Calbiochem 

Cambridge Research Biochemicals Limited » 
Chemical Dynamics Corporation 

Research Plus, Inc. 


Nature 


SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


cytochalasin C 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

Aldrich Chemical Company (US) 

Calbiochem 

Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

Research Plus, !nc. 

SERVA Felnbiochemica GmbH 

Sigma Chemical Company 


cytochalasin D 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

Aldrich Chemical Company (US) 

Calbiochem 

Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 


cytochalasins A-E 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 

Calbiochem 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Uniscience Ltd. 


cytochrome A 


Calbiochem 


cytochrome A3 


Calbiochem 


| cytochrome B2 


Millipore UK Ltd. 
Sigma Chemical Company 


cytochrome C 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Biogenzia Lemania SA 

Boehringer Mannheim GmbH 
Calbiochem 

Chemical Dynamics Corporation 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
ICN Nutritional Biochemicals 

Koch-Light Laboratories Ltd. 

Kohjin Co., Ltd. 

E. Merck 

Miles Laboratories, Inc. 

Paese! GmbH & Co. 
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Sequemat Inc. 

Sigma Chemical Company 

Taab Enterprises 

Tridom Chemical Inc. 

United States Biochemical Corporation 


cytochrome F 


Sigma Chemical Company 


cytochrome oxidase 


Koch-Light Laboratories Ltd. 
Sigma Chemical Company 


cytogenetics reagents 


American Type Culture Collection 
Northeast Biomedical Laboratories Ltd. 
Raymond A. Lamb 

Sanbio b.v. 

Signo Trading International Ltd. 


daunorubicine 


Calbiochem 

Farmitalia-Carlo Erba SpA (Industrial) 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


7-dehydrocholesterol 


Accurate Chemical & Scientific Corporation 


Aldrich Chemical Company (US) 
Chemical Dynamics Corporation 
Fiuka AG 

Freeman Industries Inc. 

Peboc Limited 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Sigma Chemical Company 

Tridom Chemical Inc. 

United States Biochemical Corporation 


dehydrogenase substrates 


BDH Chemicals Ltd. 

Boehringer Mannheim GmbH 
Calbiochem 

Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 
Corning Medical & Scientific 

Fluka AG 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

E. Merck 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Organics, Inc. 

Research Plus, inc. 

Senn Chemicals 

SERVA Felnbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

United States Biochemical Corporation 


DEO 


Cruachan Chemical C9 Ltd. 


11 Napier Square, 
Livingston, EH54 SDG, 
Scotland. 

Tel. (0506) 32146 

Telex 72165 CRUACHEM 


in U.S.A.: 
Tel. 415-854-0385 





deionization materialis 


BDH Chemicals Ltd. 

Bio-Rad Laboratories 

Comber and Son 

Fisons Scientific Apparatus 
General Drug and Chemical Corp. 
Rohm and Haas (UK) Limited 
Signo Trading International Ltd. 


demeclocycline 


Sigma Chemical Company 


deoxyadenosyl cobalamin 


BDH Chemicals Ltd. 
Sigma Chemical Company 
Tridom Chemical Inc. 


deoxyribonuclease | 


Accurate Chemical & Scientific Corporation 
American Biological Corp. 

Atomergic Chemetals Corp. 

BDH Chemicals Ltd. 

Boehringer Mannheim GmbH 

Calbiochem 

Chemical! Data Systems, Inc. 

Chemical Dynamics Corporation 
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DEO 


Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Hughes & Hughes Ltd. 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

E. Merck 

Millipore UK Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 

Polaron Equipment Ltd. 

Research Plus, Inc. 

Scientific Protein Laboratories, Inc. 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Taab Enterprises 

Tridom Chemical Inc. 

Uniscience Ltd. 

Worthington Diagnostics 


deoxyribonuclease Il 


Accurate Chemical & Scientific Corporation 
American Biological Corp. 
Atomergic Chemetals Corp. 
Biozyme Laboratories Limited 
Calbiochem 

Chemical Data Systems, Inc. 
Fluka AG 

Hughes & Hughes Ltd. 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 
E. Merck 

Millipore UK Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 
Polaron Equipment Ltd. 
Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Taab Enterprises 

Tridom Chemical Inc. 
Uniscience Ltd. 

Worthington Diagnostics 


deoxyribonucleoside 
triphosphates 


Biosearch 

Boehringer Mannheim GmbH 
Calbiochem 

Chemical Data Systems, Inc. 
Chemical Dynamics Corporation 
Collaborative Research, Inc. 
Cruachan Chemical Co. Ltd. 
Henley & Co., Inc. 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 
Paesel GmbH & Co. 

P-L Biochemicals, Inc. 
Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Uniscience Ltd. 

United States Biochemical Corporation 


deoxy sugars 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 
Alltech Associates, Inc. 
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J.T. Baker Chemical Company 
BDH Chemicals Ltd. 
Calbiochem 

Chemical Dynamics Corporation 
Cruachan Chemical Co. Ltd. 
Fluka AG 

Gibco Division 

Koch-Light Laboratories Ltd. 

E. Merck 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Pfanstiehl Laboratories Inc. 

P-L Biochemicals, Inc. 
Research Plus, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 

United States Biochemical Corporation 


desiccants 


Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
Barium and Chemicals Inc. 

BDH Chemicals Ltd. 

Carolina Biological Supply Company 
Chemische Fabriken Oker & Braunschweig AG 
Comber and Son 

Fisons Scientific Apparatus 

Fluka AG 

General Drug and Chemical Corp. 
W. A. Hammond Drierite Company 
Koch-Light Laboratories Ltd. 

Ladd Research Industries, Inc. 
LaPine Scientific Co. 

E. Merck 

Polysciences, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Signo Trading International Ltd. 
Supelco, Inc. 


desthiobiotin 


Chemical Dynamics Corporation 
Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

United States Biochemical Corporation 


detergents, cholates, and other 


bile salts 


BDH Chemicals Ltd. 
Calbiochem 

Carolina Biological Supply Company 
Chemical Dynamics Corporation 
Diamed Diagnostics Ltd. 

Fisons Scientific Apparatus 
Fluka AG 

Koch-Light Laboratories Ltd. 

E. Merck 

Pierce Chemical Company 
Polysciences, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


H 


Signo Trading International Ltd. 
Supelco, Inc. 
Uniscience Ltd. 


detergents, ionic 


ABM Chemicals Limited 
Accurate Chemical & Scientific Corporation 
Anoroc Scientific, Inc. 

Atlas Europol SpA 

Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
BDH Chemicats Ltd. 

Bio-Rad Laboratories 
Calbiochem 

Comber and Son 

Fiuka AG 

Isolab, Inc. 

L.I.P. (Equipment and Services) Ltd. 
LKB Instruments, Inc. 

Lonza AG 

Medical Chemical Corp. 

E. Merck 

Polysciences, Inc. 

Rohm and Haas Company 
Rohm and Haas (UK) Limited 
SERVA Feinbiochemica GmbH 
Shandon Southern Products 
Sigma Chemical Company 
Signo Trading International Ltd. 
Uniscience Ltd. 


detergents, oxyethylenes 


Atlas Europol SpA 

BDH Chemicals Ltd. 
Calbiochem 

Carl Roth GmbH & Co. KG 
East Anglia Chemicals Ltd. 
Fluka AG 

General Drug and Chemical Corp. 
Koch-Light Laboratories Ltd. 
Particle Data Laboratories 
Rohm and Haas Company 
Rohm and Haas (UK) Limited 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Signo Trading International Ltd. 


detergents, sorbitans 


Atlas Europol SpA 

Calbiochem 

Carl Roth GmbH & Co. KG 
Carolina Biological Supply Company 
East Anglia Chemicals Ltd. 
Koch-Light Laboratories Ltd. 

Lonza AG 

E. Merck 

Sigma Chemical Company 


detergents, zwitterionic 


Bethesda Research Laboratories, Inc. 
Calbiochem 

Fluka AG 

International Genetics Corporation 
Lonza AG 

Polysciences, Inc. 


Nature 


P 4 


V 


SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


deuterated solvents for NMR 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) ; 
American Biologica! Corp. 

Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
BDH Chemicais Ltd. 

Carl Roth GmbH & Co. KG 

Chemical Dynamics Corporation 
Fluka AG 

Koch-Light Laboratories Ltd. 

KOR, Incorporated 

E. Merck 

Merck Sharp & Dohme Canada Limited 
Norell, Inc. 

Paesel GmbH & Co. 

P & S Biochemicals Ltd. 

Pfaltz and Bauer, Inc. 

Research Products International Corp. 
Sigma Chemical Company 

Stohler Isotope Chemicals, Inc. 
Tridom Chemical Inc. 

US Services Inc. (Prochem/Isotopes) 


dextranase 


ABM Chemicals Limited 

BDH Chemicals Ltd. 
Calbiochem 

Chemical Data Systems, Inc. 
Chemical Dynamics Corporation 
Gallard-Schlesinger Chemical Mfg. Corp. 
ICN Nutritional Biochemicais 
Koch-Light Laboratories Ltd. 
Kohjin Co., Ltd. 

Millipore UK Ltd. 

Novo Industri A/S 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Sigma Chemical Company 
Uniscience Ltd. 

Worthington Diagnostics 


dextrans 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. ! 
J.T. Baker Chemical Company , 
BDH Chemicals Ltd. 

Calbiochem 

Carl Roth GmbH & Co. KG 
Carolina Biological Supply Company 
Chemical Dynamics Corporation 
Fisons Scientific Apparatus 
Koch-Light Laboratories Ltd. 
Pharmacia Fine Chemicals 
Pharmacia Inc. 

Pierce Eurochemie B.V. 

Polaron Equipment Ltd. 

Research Plus, Inc. 

Sigma Chemical Company 

Signo Trading International Ltd. 


dextran sulfate 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 
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BDH Chemicals Ltd. 

Calbiochem 

Carl Roth GmbH & Co. KG 

Chemical Dynamics Corporation 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
ICN Nutritional Biochemicals 
Pharmacia Inc. 

Polysciences, Inc. 

Research Plus, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


diacetoxyscirpinol 


Applied Science Division 

Calbiochem 

Cambridge Research Biochemicals Limited 
Senn Chemicals 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 


diallyltartardiamide 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 

J.T. Baker Chemical Company 

BDH Chemicals Ltd. 

Bio-Rad Laboratories 

E-C Apparatus Corporation 

Fisons Scientific Apparatus 

Fluka AG 

Gallard-Schiesinger Chemical Mfg. Corp. 
Koch-Light Laboratories Ltd. 

E. Merck 

Pierce Chemical Company 

Polysciences, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 


dialysis and ultrafiltration 
materials 


Bethesda Research Laboratories, Inc. 
Bio-Molecular Dynamics 

Carolina Biological Supply Company 
Electro-Nucleonics, Inc. 

Micro Filtration Systems 

Nuclepore Corporation 

Pierce Chemical Company 

Plerce Eurochemie B.V. 

Schleicher & Schuell, AG (Switzerland) 
Schleicher & Schuell, Inc. (US/Canada) 
Schleicher & Schüll GmbH (Worldwide) 
SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Signo Trading International Ltd. 

Spectrum Medical Ind., Inc. 

Uniscience Ltd. 


` diamine oxidase 


ICN Nutritional Biochemicals 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

SERVA Feinbiochemica GmbH 


DIA 


Sigma Chemical Company 
Uniscience Ltd. 


diamino benzidine 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Analabs 

BDH Chemicals Ltd. 

Fluka AG 

Pfaltz and Bauer, Inc. 
Polysciences, Inc. 

Research Plus, Inc., 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Taab Enterprises 

Tridom Chemica! Inc. 
Uniscience Ltd. 


diaminodiphenylsulfone 


Aldrich Chemical Company (US) 
Fiuka AG 

Pfaltz and Bauer, Inc. 

Sigma Chemical Company 


dianisidine 

Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Carl Roth GmbH & Co. KG 
Chemical Dynamics Corporation 
Dynapol 

Ferak Berlin 

Fluka AG 

Koch-Light Laboratories Ltd. 
Pacific Gateway Co. 

Pfaltz and Bauer, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 

Uniscience Ltd. 


diaphorase 


Accurate Chemical & Scientific Corporation 
Biogenzia Lemania SA 

Boehringer Mannheim GmbH 
Calbiochem 

Chemical Data Systems, Inc. 
Chemical Dynamics Corporation 
Fermco Biochemics Inc. 

Genzyme Corporation 

IGN Nutritional Biochemicals 

Miles Laboratories, Inc. 

Millipore UK Ltd. 

Paesel GmbH & Co. 

P-L Biochemicals, Inc. 

Sigma Chemical Company 

Uniscience Ltd. 

United States Biochemical Corporation 
Worthington Diagnostics 


diastase 


ABM Chemicals Limited 
Accurate Chemical & Scientific Corporation 
American Laboratories Inc. 
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. DIA 


Atomergic Chemetals Corp. 

BDH Chemicals Ltd. 

Biofac A/S 

Carolina Biological Supply Company 
Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Griffin & George Ltd. 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

E. Merck 

Paesel GmbH & Co. 

Pfanstienl Laboratories Inc. 

Philip Harris Ltd. 

Raymond A. Lamb 

Research Plus, inc. 

Röhm GmbH 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 


. diaveridine 


Sigma Chemical Company 
The Wellcome Foundation Ltd. 


6-diazo-5-oxo-L-norleucine 


Calbiochem 

Chemical Dynamics Corporation 
Pfaltz and Bauer, Inc. 

Sigma Chemica! Company 


dibenzacridine 


Pfaltz and Bauer, Inc. 
Sigma Chemical Company 
Tridom. Chemical Inc. 


dibenzanthracene 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Alltech Associates, Inc. 

Analabs 

Fluka AG 

Koch-Light Laboratories Ltd. 
Pfaltz and Bauer, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 
Uniscience Ltd. 


dibenzopyrene 


Aldrich Chemical Co. Ltd. (UK) 
Alltech Associates, Inc. 
Analabs 

Pfaitz and Bauer, Inc. 

Sigma Chemical Company 
Tridom Chemical Inc. 


dicentrine 

Senn Chemicals 

Sigma Chemical Company 
dichlorobenzidine 


Aldrich Chemical Co. Ltd. (UK) 
Analabs 
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Pfaltz and Bauer, Inc. 
Sigma Chemical Company 
Tridom Chemical Inc. 


2,4-dichlorophenoxyacetic acid 


Accurate Chemical & Sclentific Corporation 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Analabs 

J.T. Baker Chemical Company 
BDH Chemicals Ltd. 

Buckton Scott Ltd. 

Carolina Biological Supply Company 
Flow Laboratories Limited 
Fluka AG 

Griffin & George Ltd. 

ICN Nutritional Biochemicals 

KC Biological, Inc. 

Pfaltz and Bauer, Inc. 

Philip Harris Ltd. 

SERVA Feinblochemica GmbH 
Sigma Chemical Company 
Signo Trading International Ltd. 
Trans World Chemicals, Inc. 
Tridom Chemical Inc. 
Uniscience Ltd. 

United States Biochemical Corporation 


dicloxacillin 


Bate Chemical Company Limited 
Sigma Chemical Company 
Signo Trading International Ltd. 


dicumarol 


Aldrich Chemical Company (US) 
Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


dideoxyribonucleotide 
triphosphates 


Bethesda Research Laboratories, Inc. 
Biosearch 

Boehringer Mannheim GmbH 
Calbiochem 

Collaborative Research, Inc. 
Cruachan Chemical Co. Ltd. 
Henley & Co., Inc. 

ICN Nutritional Biochemicals 

Paesel GmbH & Co. 

P-L Biochemicals, Inc. 

Sigma Chemical Company 
Uniscience Ltd. 

United States Biochemical Corporation 


diethylpyrocarbonate 


Aldrich Chemical Company (US) 
BDH Chemicals Ltd. 
Calbiochem 

Fluka AG 

Incell Corp. 


Pfaltz and Bauer, Inc. 
SERVA Feinblochemica GmbH 
Sigma Chemical Company 


diethylstilbesterol 


Accurate Chemical & Scientific Corporation 


Aldrich Chemical Company (US) 
American Biological Corp. 
Chemical Dynamics Corporation 
ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 
Paesel GmbH & Co. 

Research Plus, Inc. 

SERVA Feinblochemica GmbH 
Sigma Chemical Company 
Signo Trading International Ltd. 
Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


diets, research and salt 
mixtures 


American Biological Corp. 

BDH Chemicals Ltd. 

Carolina Biological Supply Company 
General Drug and Chemical Corp. 
ICN Nutritional Biochemicals 

Signo Trading International Ltd. 
Teklad Test Diets 

United States Biochemical Corporation 


digitalin 

Atomergic Chemetals Corp. 
BDH Chemicals Ltd. 

Carl Roth GmbH & Co. KG 
Chemical Dynamics Corporation 
ICN Nutritional Biochemicals 
Inland Alkaloid Co. 

SAS Pharmaceuticals Ltd. 
Sigma Chemical Company 


digitonin 


Accurate Chemical & Scientific Corporation 


Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 

BDH Chemicals Ltd. 

Calbiochem 

Carl Roth GmbH & Co. KG 

Carolina Biological Supply Company 
Chemical Dynamics Corporation 
Eastern Chemical 

Fisons Scientific Apparatus 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

E. Merck 

Pfaltz and Bauer, Inc. 

Polysciences, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

United States Biochemical Corporation 


Naturt 


diglycerides 


Accurate Chemical & Scientific Corporation 
Applied Science Division 

Applied Science Europe B.V. 

J.T. Baker Chemical Company 

Bast of Copenhagen 

Calbiochem 

Chemical Dynamics Corporation 

Field instruments Co. Ltd. 

Fiuka AG 

Koch-Light Laboratories Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Senn Chemicals 

Serdary Research Labs, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Supelco, Inc. 

Tridom Chemical Inc. 

United States Biochemical Corporation 


digoxigenin derivatives 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 

Boehringer Mannheim GmbH 

Carl Roth GmbH & Co. KG 

Fluka AG 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemlca GmbH 

Sigma Chemical Company 


digoxin derivatives 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Atomergic Chemetais Corp. 
Boehringer Ingelheim KG 
Boehringer Mannheim GmbH 
Buckton Scott Ltd. 
Cambridge Medical Diagnostics, Inc. 
Carl Roth GmbH & Co. KG 
Chemical Dynamics Corporation 
Fluka AG 

Inland Alkaloid Co. 

Kallestad Laboratories, Inc. 
Koch-Light Laboratories Ltd. 

Meloy Laboratories, Inc. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

The Wellcome Foundation Ltd. 


dihydroergocristine 


Laboratorios Andromaco S.A. 
Boehringer Ingelheim KG 

Carl Roth GmbH & Co. KG 
Farmitalia-Carlo Erba SpA (Industrial) 
Henley & Co., Inc. 

Research Plus, Inc. 

Schering Aktiengesellschaft 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
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DIH 


dihydroergotamine 
Atomergic Chemetals Corp. 
Boehringer Ingelheim KG 

Car! Roth GmbH & Co. KG 
Farmitalia-Carlo Erba SpA (Industrial) 
Henley & Co., Inc. 

Research Plus, Inc. 

SERVA Feinbiochemlca GmbH 
Sigma Chemical Company 
Uniscience Ltd. 


dihydrofolic acid 


Atomergic Chemetals Corp. 
Koch-Light Laboratories Ltd. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


dihydrostreptomycin 


Bate Chemical Company Limited 
Chemical Dynamics Corporation 
ICN Nutritional Biochemicals 
Novo Industri A/S 

P-L Biochemicals, Inc. 

SERVA Feinbiochemlca GmbH 
Sigma Chemical Company 
Uniscience Ltd. 


dihydrotestosterone 


Accurate Chemical & Scientific Corporation 
American Biological Corp. 

Chemical Dynamics Corporation 
Colláborative Research, Inc. 

Fiuka AG 

Henley & Co., Inc. 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Radioassay Systems Laboratories, Inc. 
Research Plus, Inc. 

Schering Aktiengeselischaft 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Signo Trading International Ltd. 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


dihydroxyethylene bisacrylamide 


Accurate Chemica! & Scientific Corporation 
Bio-Rad Laboratories 

Fluka AG 

Isolab, Inc. 

Polysciences, Inc. 

SERVA Feinblochemica GmbH 

Tridom Chemical Inc. 


dihydroxyphenyl-2-aminoethanol 


Fluka AG 
Sigma Chemical Company 
Tridom Chemical Inc. 


See Us For Your 


RECOMBINANT 
DNA 





Defined Sequence 
Oligonucleotides 


Oligo (dT)-Cellulose 


Linker and Adapter 
Molecules 


Pro-Syn | Reticulocyte 
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M13 DNA Cloning 
system 


DNA Sequencing 
Reagents 


Custom DNA Synthesis 


Ultra-Blot for 
Northerns & Southerns 


Nucleic Acid 
Enzymes 


For technical information, 
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Customer Service 

Department 
at 617-899-1133 


Research Products D' vision 


Collaborative Research, Inc. 
1365 Main Street, Wa"ham MA 22154 
Tel. (617) 899-1133 
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DIH 


dihydroxytryptamine 


Accurate Chemical & Scientific Corporation 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


diiospropanolnitrosamine 


Sigma Ghemical Company 
Tridom Chemical Inc. 


diisopropylfluorophosphate 


Aldrich Chemical Company (US) 
Calbiochem 

Fluka AG 

Pfaitz and Bauer, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


dimethylaminoazobenzene 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Eastern Chemical 

Fluka AG 

Pfaltz and Bauer, Inc. 

Sigma Chemical Company 
Tridom Chemical Inc. 


dimethylberizacridine 


Koch-Light Laboratories Ltd. 
Pfaltz and. Bauer, Inc. 
Sigma Chemical Company 
Tridom Chemical Inc. : 


dimethylbenzanthracene 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Fluka AG . 

Pfaltz and Bauer, Inc. 

Sigma Chemical Company 
Tridom Chemical Inc. 


dimethylbenzphenanthrene 
ethionine 


Sigma Chemical Company 


diphenylamine reagents 


Aldrich Chemical Company (US) 
J.T. Baker Chemical Company 
Carolina Biological Supply Company 
General Drug and Chemical Corp. 
Sigma Chemical Company 

Signo Trading International Ltd. 


diptheria toxin 


Connaught Laboratories Limited 
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dipyridamole 


Sigma Chemical Company 


dispase 


Boehringer Mannheim GmbH 


dithiothreitol 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 

BDH Chemicals Ltd. 

Boehringer Mannheim GmbH 
Calbiochem l 

Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

East Anglia Chemicals Ltd. 

E-Y Laboratories, Ine. 

Fluka AG 

Koch-Light Laboratories Ltd. 

Pfaltz and Bauer, Inc. 

Pierce Chemical Company 

P-L Biochemicals, Inc. 

Research Organics, Inc. 

Research Plus, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Uniscience Ltd. 


DNA, adenovirus 


J.T. Baker Chemical Company 
Bethesda Research Laboratories, Inc. 
Biotec, Inc. 

Chemical Dynamics Corporation 
M.P.K. Omega Co. 

Sigma Chemical Company 


DNA, bacteriophage fd 


Boehringer Mannheim GmbH 
Collaborative Research, Inc. 
Miles Laboratories, Inc. 
Research Plus, Inc. 


DNA, bacteriophage lambda 


J.T. Baker Chemical Company 
Biotec, Inc. 

Boehringer Mannheim GmbH 
Calbiochem 

Meloy Laboratories, Inc. 
Miles Laboratories, Inc. 
Millipore UK Ltd. 

M.P.K. Omega Go. 

New England BioLabs, Inc. 
Pacific Biotech, Inc. l 
Research Plus, Inc. 

Sigma Chemical Company 
Worthington Diagnostics ` 


DNA, bacteriophage TŻ 


Miles Laboratories, Inc. 
M.P.K. Omega Co. 
Research Plus, Inc. 
Sanbio b.v. 


DNA, bacteriophage T4 


J.T. Baker Chemical Company 
Biotec, Inc. f 
Miles Läboratories, Inc. 
Research Plus, Inc. 

Sanbio b.v. 


DNA, calf thymus 


Accurate Chemical & Scientific Corporation 
J.T. Baker Chemical Company 

BDH Chemicals Ltd. 

Bethesda Research Laboratories, Inc. 
Biogenzia Lemania SA 

Boehringer Mannheim GmbH 
Calbiochem AG 
Chemical Dynamics Corporation 
Choay Chimie 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Gibco Division 

Griffin & George Ltd. 

Koch-Light Laboratories Ltd. 

Miles Laboratories, Inc. 

Millipore UK Ltd. 

Paesel GmbH & Co. 

Philip Harris Ltd. 

P-L Biochemicals, Inc. 

Research Plus, Inc. 

Sanbio b.v. 

Sigma Chemical Company 

Uniscience Ltd. 

United States Biochemical Corporation 
Worthington Diagnostics 


DNA, Escherichia coli 


Accurate Chemical & Scientific Corporation. 
J.T. Baker Chemical Company 
Biotec, Inc. 

Calbiochem 

Chemical Dynamics Corporation 
Choay Chimle 

Electro-Nucleonics, Inc. 

Miles Laboratories, Inc. 

Millipore UK Ltd. 

Pacific Biotech, Inc. 

Paesel GmbH & Co. 

Research Plus, Inc. 

Sanbio b.v. 

Sigma Chemical Company 

Uniscience Ltd. 

United States Biochemical Corporation 
Worthington Diagnostics 


DNA, Micrococcus luteus 


Miles Laboratories, Inc. 
Paesel GmbH & Co. 
Research Plus, Inc. 


DNA, phi x 174 


Bethesda Research Laboratories, Inc. 
Miles Laboratories, Inc. 

M.P.K. Omega Co. 

New England BioLabs, Inc. 

New England Nuclear 

P-L Biochemicals, Inc. 

Uniscience Ltd. 
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DNA, salmon sperm 


Accurate Chemica] & Scientific Corporation 


BDH Chemicals Ltd. 
Calbiochem Wë 
Chemical Dynamics Corporation 
Koch-Light Laboratories Ltd. 
Millipore UK Ltd. 

P-L Biochemicals, Inc. 
Research Plus, Inc. 

Robeco Chemicals, Inc. 
Sanbio b.v. 

Sigma Chemical Company 
Syndel Laboratories Ltd. 


United States Biochemical Corporation 


Worthington Diagnostics 


DNA, SV40 


J.T. Baker Chemical Company 
Bethesda Research Laboratories, Inc. 
Biotec, Inc. 

Calbiochem 

Uniscience Ltd. 


DNA ligase, E. coli 


Chemical Dynamics Corporation 
Enzyme Center, Inc. 

New England BioLabs, Inc. 
Paesel GmbH & Co. 

P-L Biochemicals, Inc. 
Uniscience Ltd. 
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DNA ligase, T4 


American Biological Corp. 
J.T. Baker Chemical Company 


Bethesda Research Laboratories, Inc. 


Biotec, Inc. . 

Boehringer Mannheim GmbH 
Calbiochem 

Chemical Dynamics Corporation 
Collaborative Research, Inc. 
Enzo Biochem, Inc. 

Enzyme Center, Inc. 

Miles Laboratories, Inc. 

New England BioLabs, Inc. 
New England Nuclear 

Pacific Biotech, Inc. 

Paesel GmbH & Co. 

P-L Blochemicals, Inc. 
Uniscience Ltd. 

Worthington Diagnostics 


DNA polymerase I, E. coli 


J.T. Baker Chemical Company 
Bethesda Research Laboratories, Inc. 
Biotec, Inc. 

Boehringer Mannheim GmbH 
Collaborative Research, Inc. 
Enzo Biochem, Inc. 

Gibco Division 

Miles Laboratories, Inc. 
Millipore UK Ltd. 

New England BioLabs, Inc. 
New England Nuclear 

Paesel GmbH & Co. 

P-L Blochemicals, Inc. 


Sanbio b.v. 

SERVA Feinbiochemica GmbH 
Uniscience Ltd. 

Worthington Diagnostics 


DNA polymerase Il, Klenow 


fragment 


J.T. Baker Chemical Company 
Bethesda Research Laboratories, Inc. 
Biotec, Inc. 

Boehringer Mannheim GmbH 
Collaborative Research, Inc. 
Gibco Division 

Miles Laboratories, Inc. 
Millipore UK Ltd. 

New England BioLabs, Inc. 
New England Nuclear 

P-L Biochemicals, Inc. 
Uniscience Ltd. 

Worthington Diagnostics 


DNA 


DNA polymerase alpha, calf 


thymus 


Gibco ‘Division 

Millipore UK Ltd. 
Paesel GmbH & Co. 
P-L Blochemicals, Inc. 
Sanbio b.v. 

Worthington Diagnostics 
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DNA | 


DNA polymerase, T4 


American Biological Corp. 

J.T. Baker Chemical Company 
Enzo Biochem, Inc. 

Gibco Division 

Miles Laboratories, Inc. 
Millipore UK Ltd. 

Paesel GmbH & Co. 

P-L Biochemicals, Inc. 
Uniscience Ltd. 

Worthington Diagnostics 


dopamine agonist 


Calbiochem 

Pfaltz and Bauer, Inc. 
Research Plus, Inc. 

Sigma Chemical Company 


doxorubicin 


Aldrich Chemical Company (US) 
Farmitalia-Carlo Erba SpA (Industrial) 
Sigma Chemical Company 


drug testing materials 


BDH Chemicals Ltd. 
Kallestad Laboratories, Inc. 
Koch-Light Laboratories Ltd. 
M.A. Bioproducts 

Medical Chemical Corp. 
Meloy Laboratories, Inc. 
E. Merck 

New England Nuclear 
Paesel GmbH & Co. 

P-L Biochemicals, Inc. 
A/S Rosco 

Signo Trading International Ltd. 
Supelco, Inc. 


duguetine 


Senn Chemicals 
Sigma Chemical Company 


duicitol 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

Aldrich Chemical Company (US) 

Alltech Associates, Inc. 

Analabs 

Applied Science Division 

Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 

BBL Microbiology Systems 

BDH Chemicals Ltd. 

Carl Roth GmbH & Co. KG 

Chemical Dynamics Corporation 

Difco Laboratories 

Eastern Chemical 

Fisons Scientific Apparatus 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
ICN Nutritional Biochemicals 

Koch-Light Laboratories Ltd. 

E. Merck 
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Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Pfanstiehl Laboratories Inc. 

P-L Blochemicals, Inc. 
Research Plus, Inc. 

SAS Pharmaceuticals Ltd. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 

United States Biochemical Corporation 


dyes and stains 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
American Dade l 
Anderson Laboratories, Inc. 
Atomergic Chemetais Corp. 

J.T. Baker Chemical Company 
BDH Chemicals Ltd. 

Bethesda Research Laboratories, Inc. 
Bio-Rad Laboratories 

Calbiochem. | 

Carl Roth GmbH & Co. KG 

Carolina Biological Supply Company 
Chemical Data Systems, Inc. 
Chemical Dynamics Corporation 
Clin-Tech Ltd. 

Comber and Son 

Corning Medical & Scientific 
Diamed Diagnostics Ltd. 

Difco Laboratories 

East Anglia Chemicals Ltd. 

Eastern Chemical 

E-C Apparatus Corporation 

E-Y Laboratories, Inc. 

Fisons Scientific Apparatus 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
GBI Laboratories Ltd. 

General Drug and Chemical Corp. 
Genetic Research Instrumentation Ltd. 
Gibco Division 

Griffin & George Ltd. 

Helena Laboratories 

Réactifs IBF 

n.v. Immuno s.a. 

Isolab, Inc. 

Kallestad Laboratories, Inc. 
Koch-Light Laboratories Ltd. 

LaPine Scientific Co. 

LKB Instruments, Inc. 
LKB-Produkter AB 

Mast Laborataries Ltd. 
MCB/Harleco 

Medical! Chemical Corp. 

E. Merck 

Miles Laboratories, Inc. 

National Diagnostics Inc. 

Northeast Biomedical Laboratories Ltd. 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Philip Harris Ltd. 

Pierce Chemical Company 

Polaron Equipment Ltd. 
Polysciences, Inc. 

Raymond A. Lamb 

Roboz Surgical Instrument Co. Inc. 
Rowley Biochemical Institute 

Sanbio b.v. 

SAS Pharmaceuticals Ltd. 


Schleicher & Schuell, AG (Switzerland) 
Schleicher & Schuell, tnc. (US/Canada) 
Schleicher & Schill GmbH (Worldwide) 
SERVA Feinbiochemica GmbH 

Shandon Southern Products 

Sigma Chemical Company 

Signo Trading International Ltd. 

Société Chimique Pointet Girard-Réactifs RAL 
Tissue Culture Services Ltd. 

Tridom Chemical Inc. 

Uniscience Ltd. ` 

United States Biochemical Corporation 
Upjohn Diagnostics 


ecdysone 


Accurate Chemical & Scientific Corporation 
American Biological Corp. 

Chemical Dynamics Corporation 

Research Plus, Inc. 

Schering Aktiengesellschaft 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Trans World Chemicals, Inc. 

Tridom Chemical inc. 


Eco RI methylase 


J.T. Baker Chemical Company 

California Medicinal Chemistry Corporation 
Miles Laboratories, Inc. 

Millipore UK Ltd. 

New England BioLabs, Inc. 

Uniscience Ltd. 

Worthington Diagnostics 


ectdysterone 


Calbiochem 
Chemical Dynamics Corporation 
Research Plus, Inc. 

Sigma Chemical Company 
Trans World Chemicals, Inc. 
Tridom Chemical Inc. 


edeine 


Calbiochem 
Pfaltz and Bauer, Inc.. 
Sigma Chemical Company 


~ 


edestin 


Accurate Chemical & Scientific Corporation 
Fluka AG 

Koch-Light Laboratories Ltd. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Uniscience Ltd. 


elastase 


Accurate Chemical & Scientific Corporation 

BDH Chemicals Ltd. 

Biochemie Gesellschaft m.b.H. 

Biogenzia Lemania SA 

Biozyme Laboratories Limited pi 
Boehringer Mannheim GmbH 

Calbiochem 

Choay Chimie 


Nature 


Gallard-Schlesinger Chemical Mfg. Corp. 
Hughes & Hughes Ltd. 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

E. Merck 

Millipore UK Ltd. 

Paesel GmbH & Co. 

P-L Blochemicals, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Uniscience Ltd. 

Worthington Diagnostics 


elastin 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 
Calbiochem 
Fluka AG 
Henley & Co., Inc. 

_ Koch-Light Laboratories Ltd. 

- Millipore UK Ltd. 
Paesel GmbH & Co. 
P-L Biochemicals, Inc. 
Robeco Chemicals, Inc. 
SERVA Feinblochemica GmbH 
Sigma Chemical Company 
Uniscience Ltd. 


elastomers 


Atlas Europol SpA 
Signo Trading International Ltd. 


eledoisin 


Accurate Chemical & Sclentific Corporation 
California Medicinal Chemistry Corporation 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

Merseyside Laboratories 

Paesel GmbH & Co. 

Peninsula Laboratories, Incorporated 
SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Vega Biochemicals 


emetine dihydrochloride 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 
BDH Chemicals Ltd. 
Boehringer Mannheim GmbH 
Carl Roth GmbH & Co. KG 
Fluka AG 

Gerhardt Pharmaceuticals Ltd. 
Inland Alkaloid Co. 

Koch-Light Laboratories Ltd. 
Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 
Uniscience Ltd. 


emulsifiers 


ABM Chemicals Limited 

J.T. Baker Chemical Company 
BDH Chemicals Ltd. 

Fisons Scientific Apparatus 
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Grindsted Products A/S 
Koch-Light Laboratories Ltd. 

E. Merck 

SERVA Feinbiochemica GmbH 


Signo Trading International Ltd. 


endoglycosidase D 


Miles Laboratories, Inc. 
Uniscience Ltd. 


endoglycosidase H 


Miles Laboratories, Inc. 
Uniscience Ltd. 


endonuclease 


Boehringer Mannheim GmbH 
Paesel GmbH & Co. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Uniscience Ltd. 

Worthington Diagnostics 


endorphins 


Accurate Chemical & Scientific Corporation 
Beckman Instruments, Inc. 

Beckman Instruments, Inc. (Bioproducts) 
Biosearch 

California Medicina! Chemistry Corporation 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

Immuno Nuclear Corp. 

Merseyside Laboratories 

Paesel GmbH & Co. 

Peninsula Laboratories, Incorporated 
Research Plus, Inc. 

Sequemat Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 
UCB-Bioproducts 

Universal Biologicals Ltd. 


endotoxins 


List Biological Laboratories, Inc. 
M.A. Bioproducts 

Meloy Laboratories, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


enkephalins 


Accurate Chemical & Scientific Corporation 
American Biological Corp. 

Beckman Instruments, Inc. 

Beckman Instruments, Inc. (Bioproducts) 
Biosearch 

California Medicinal Chemistry Corporation 
Cambridge Research Biochemicals Limited 
Chemica! Dynamics Corporation 

Fluka AG 

Immuno Nuclear Corp. 

Merseyside Laboratories 

Paesel GmbH & Co. 

Peninsula Laboratorles, Incorporated 
Research Plus, Inc. 

Senn Chemicals 


ENZ 


Sequemat Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
UCB-Bioproducts 

Universal Biologicals Ltd. 

Vega Biochemicals 


enolase 


Boehringer Mannheim GmbH 
Calbiochem 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

Paesei GmbH & Co. 

Sigma Chemical Company 

United States Biochemical Corporation 


enterokinase 


Atomergic Chemetals Corp. 
ICN Nutritional Biochemicals 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 
Sigma Chemical Company 
Tridom Chemical Inc. 
Uniscience Ltd. 


enzyme inhibitors 


Bayer AG 

BDH Chemicals Ltd. 

Biochemie Gesellschaft m.b.H. 
Boehringer Mannheim GmbH 
Calbiochem 

California Medicinal Chemistry Corporation 
Carolina Biological Supply Company 
Chemical Dynamics Corporation 
Choay Chimie 

Fluka AG 

Koch-Light Laboratories Ltd. 

E. Merck 

Merseyside Laboratories 

Miles Laboratories, Inc. 

Paesel GmbH & Co. 

Pierce Chemical Company 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Signo Trading International Ltd. 
UCB-Bioproducts 


enzyme-linked immunosorbent 
assays 


Beckman Instruments, Inc. 
bioMérieux S.A. 

Boehringer Mannheim GmbH 
California Medicinal Chemistry Corporation 
Cedarlane Laboratories Limited 
Cordis Laboratories, Inc. 
Dynatech Diagnostics, Inc. 

E-Y Laboratories, Inc. 

Flow Laboratories Limited 
Gibco Division 

Hoechst-Behring 

Hoechst U.K. Ltd. 

ICN Nutritional Biochemicals 


iffa Merieux 
M.A. Bioproducts 


Meloy Laboratories, Inc. 
Millipore UK Ltd. 

Mirob Laboratories Inc. 
Monoclonal Antibodies, Inc. 
New England Nuclear 
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EPH 


Enzymes for 
Immunology 


Markers 

e Highest purity 

e Highest activity 

e 5pecially 
designed for 
optimal 
conjugations 

Boehringer: ^^ 

Mannheim :T 7 


Biochemicals 


7941 Castleway Drive 


. P.O. Box 50816 
Indianapolis, Indiana 46250 


Tel. (317) 849-9350 
Toll Free 800-428-5433 


Northeast Biomedical Laboratories Ltd. 
Paesel GmbH & Co. 

Sigma Chemical Company 

Tago, Inc. 

Vector Laboratories, Inc. 

Zymed Laboratories 


ephedrine 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Alfa Products 

Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
Bate Chemical Company Limited 
BDH Chemicals Ltd. 

Boehringer Ingelheim KG 

Carl Roth GmbH & Co. KG 
Chemical Dynamics Corporation 
Eastern Chemical 

Fluka AG 

ICN Nutritional Biochemicals 
Inland Alkaloid Co. 

Koch-Light Laboratories Ltd. 
Pfaltz and Bauer, Inc. 

Research Plus, Inc. 
Etablissements Roques 

SAS Pharmaceuticals Ltd. 
SERVA Feinbiochemlca GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 
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epidermal growth factor 


Accurate Chemical & Scientific Corporation 
Advanced Biotechnologies, Inc. 

American Biological Corp. 

Bethesda Research Laboratories, Inc. 
California Medicinal Chemistry Corporation 
Collaborative Research, Inc. 

Paesel GmbH & Co. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Uniscience Ltd. 


epinephrine (see also adrenalin) 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 
Bate Chemical Company Limited 
Calbiochem 

Carolina Biological Supply Company 
Fluka AG 

Henley & Co., Inc. 

Koch-Light Laboratorles Ltd. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Robeco Chemicals, inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Signo Trading International Ltd. 


EPPS, buffer 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 

BDH Chemicals Ltd. 

Calbiochem 

Cambridge Research Biochemicals Limited 
Chemical Data Systems, Inc. 

Chemical Dynamics Corporation 

Ferak Berlin 

Fisons Scientific Apparatus 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
General Drug and Chemical Corp. 

ICN Nutritional Biochemicals 

P-L Biochemicals, Inc. 

Polysciences, Inc. 

Research Organics, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tridom Chemical inc. 

United States Biochemical Corporation 


erepsin 


ICN Nutritional Biochemicals 
Paesel GmbH & Co. 


ergocalciferol 


Accurate Chemical & Scientific Corporation 
Bate Chemical Company Limited 

BDH Chemicals Ltd. 

Chemical Dynamics Corporation 

Fluka AG 

Freeman Industries Inc. 

ICN Nutritional Biochemicals 

Kirkman Laboratories, Inc. 


Koch-Light Laboratories Ltd. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Roussel Corporation 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


ergocristine 


Boehringer Ingelheim KG 

Carl Roth GmbH & Co. KG 
Farmitalia-Carlo Erba SpA (Industrial) 
Research Plus, Inc. 

Sigma Chemical Company 
Uniscience Ltd. 


alpha-ergocryptine 


Farmitalia-Carlo Erba SpA (Industrial) 
Gibco Division 
Sigma Chemical Company 


ergometrine 


Carl Roth GmbH & Co. KG 
Fluka AG 

Research Plus, Inc. 

SAS Pharmaceuticals Ltd. 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Uniscience Ltd. 


ergonovine 


Fluka AG 
Research Plus, Inc. 
Sigma Chemical Company 


ergonovine maleate 


Boehringer Ingelheim KG 
Henley & Co., inc. 

Inland Alkaloid Co. 
Research Plus, inc. 

Sigma Chemical Company 


ergosterol 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 
BDH Chemicals Ltd. 

Chemical Dynamics Corporation 
Fluka AG 

Freeman Industries Inc. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 
Uniscience Ltd. 

United States Biochemical Corporation 


<3 


ergotamine maleate 


Atomergic Chemetals Corp. 

Carl Roth GmbH & Co. KG » 
Farmitalia-Carlo Erba SpA (Industrial) 

Inland Alkaloid Co. 


Nature 


Research Plus, Inc. 
Sigma Chemical Company 
Uniscience Ltd. 


ergotamine tartrate 


Atomergic Chemetals Corp. 
Boehringer Ingelheim KG 
Buckton Scott Ltd. 

Carl Roth GmbH & Co. KG 
Farmitalia-Carlo Erba SpA (Industrial) 
Fiuka AG 

Henley & Co., Inc. 

Inland Alkaloid Co. 

Research Pius, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Uniscience Ltd. 

The Wellcome Foundation Ltd. 


erysimoside 


Boehringer Mannheim GmbH 
Carl Roth GmbH & Co. KG 
SERVA Feinbiochemica GmbH 


erysimosol 


Boehringer Mannheim GmbH 
Carl Roth GmbH & Co. KG 
SERVA Felnbiochemica GmbH 


erythroagglutinin, kidney. bean, 
Phaseolus vulgaris 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Calbiochem 

California Medicina! Chemistry Corporation 
Cedarlane Laboratories Limited 

E-Y Laboratories, Inc. 

Reactifs IBF 

Paesel GmbH & Co. 

Pharmacia Inc. 

Polysciences, Inc. 

Sanbio b.v. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company a 
Tissue Culture Services Ltd. 

" Uniscience Ltd. 

Vector Laboratories, Inc. 

Zymed Laboratories 


erythromycin 


Aldrich Chemical Company (US) 

Atomergic Chemetais Corp. 

Bate Chemical Company Limited 

Boehringer Mannhelm GmbH 

Calbiochem 

Chemical Dynamics Corporation 

Compania Espafiola de la Penicilina y, Antibióticos, 
S.A. 

Fluka AG 

General Drug and Chemical Corp. 

P-L Biochemicals, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Signo Trading International Ltd. 

Uniscience Ltd. 
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erythropoietin 


Accurate Chemical & Scientific Corporation 
Advanced Biotechnologies, Inc. 

Pfaltz and Bauer, inc. 

SERVA Feinbiochemica GmbH 

Sterile Systems Inc. 


eserine 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 

BDH Chemicals Ltd. 

Boehringer ingelheim KG 

Carl Roth GmbH & Co. KG 

Fluka AG 

General Drug and Chemical Corp. 
Henley & Co., Inc. 

Inland Alkaloid Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Roussel Corporation 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Uniscience Ltd. 


esterase substrates 


BDH Chemicals Ltd. 
Calbiochem 

Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 
Corning Medical & Scientific 
Fluka AG 

IGN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 
Loba-Chemie 

E. Merck 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Organics, Inc. 
Research Plus, Inc. 

Senn Chemicals 


SERVA Felnblochemica GmbH 
Sigma Ghemical Company 

Tridom Chemical Inc. 

United States Biochemical Corporation 
Vega Blochemicals 


ester waxes 


Accurate Chemical & Scientific Corporation 
Gailard-Schlesinger Chemical Mfg. Corp. 
Pfaltz and Bauer, Inc. 

Raymond A. Lamb 


alpha-estradiol 


Accurate Chemical & Scientific Corporation 
Henley & Co., Inc. 

Koch-Light Laboratories Ltd. 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Schering Aktiengeselischatt 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Signo Trading International Ltd. 
Uniscience Ltd. 


EST 


beta-estradiol 


Accurate Chemical & Scientific Corporation 
J.T. Baker Chemical Company 
Calbiochem 

Collaborative Research, Inc. 

Fluka AG 

Henley & Co., Inc. 

Immuchem Corp. 

Koch-Light Laboratories Ltd. 

E. Merck 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Radioassay Systems Laboratories, Inc. 
Research Plus, Inc. 

Schering Aktiengesellschaft 

Serono Diagnostics 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Signo Trading International Ltd. 
Uniscience Ltd. 

United States Biochemical Corporation 


estratrien derivatives 


Accurate Chemical & Scientific Corporation 
Fluka AG 

Koch-Light Laboratories Ltd. 

Pfaltz and Bauer, Inc. 

Research Plus, inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 


estriol 


Accurate Chemical & Scientific Corporation 
Advanced Laboratory Techniques 
BDH Chemicals Ltd. 

Calbiochem 

Cambridge Medical Diagnostics, Inc. 
Chemical Dynamics Corporation 
Fluka AG 

Henley & Co., Inc. 

Immuchem Corp. 

Internationa! Laboratory Services Ltd. 
Koch-Light Laboratories Ltd. 

E. Merck 

Nuclear Medical Systems, Inc. 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Radioassay Systems Laboratories, Inc. 
Research Plus, Inc. 

Roussel Corporation 

Schering Aktiengesellschaft 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


estrogenic substance 


Carolina Biologicat Supply Company 
Research Plus, Inc. 
Roussel Corporation 
Schering Aktiengesellschaft 
Signo Trading International Ltd. 
Syndel Laboratories Ltd. 

i 


estrone 


Accurate Chemical & Sclentitic Corporation 
Aldrich Chemical Company (US) 

Calbiochem 

Chemical Dynamics Corporation 

Fluka AG 
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ETH 


Henley & Co., Inc. 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

E. Merck 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 
Radioassay Systems Laboratories, Inc. 
Research Plus, Inc. 

Roussel Corporation 

Schering Aktiengesellschaft 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


ethambutol 


Buckton Scott Ltd. 

SAS Pharmaceuticals Ltd. 
Sigma Chemical Company 
Signo Trading International Ltd. 


17-ethinyl estradiol 


Accurate Chemical & Scientific Corporation 
Henley & Co., Inc. 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

E. Merck 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Schering Aktiengesellschaft 
SERVA Feinblochemica GmbH 
Sigma Chemical Company 


ethyl anthracene 


Aldrich Chemical! Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Sigma Chemical Company 


ethylene diacrylate 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

E-C Apparatus Corporation 
Gallard-Schlesinger Chemical Mfg. Corp. 
Genetic Research Instrumentation Ltd. 
Polysciences, Inc. 

SERVA Feinblochemica GmbH 

Tridom Chemical Inc. 


eucatropine 


Chemical Dynamics Corporation 
Pfaltz and Bauer, Inc. 
Sigma Chemical Company 


exonuclease Ill 


J.T. Baker Chemical Company 
Bethesda Research Laboratories, Inc. 
Collaborative Research, Inc. 
Millipore UK Ltd. 

New England BioLabs, Inc. 

Paesel GmbH & Co. 

P-L Biochemicals, Inc. 

Sigma Chemical Company 
Uniscience Ltd. 

Worthington Diagnostics 
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exonuclease VII 


Bethesda Research Laboratories, Inc. 
Uniscience Ltd. 


exonuclease, lambda 


Bethesda Research Laboratories, Inc. 
Millipore UK Ltd. 

New England BioLabs, Inc. 
Uniscience Ltd. 


exotoxins 


List Biological Laboratories, Inc. 
Mirob Laboratories Inc. 


fatty acid-glycerol derivatives 


Accurate Chemical & Scientific Corporation 
Analabs 

Applied Science Division 
Applied Science Europe B.V. 
Atlas Europol SpA 

BDH Chemicals Ltd. 
Calbiochem 

Fluka AG 

KOR, Incorporated 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Robeco Chemicals, Inc. 

Serdary Research Labs, Inc. 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Signo Trading International Ltd. 
Supelco, Inc. 

Tridom Chemical Inc. 
Uniscience Ltd. 

United States Biochemical Corporation 


fatty acids, branched chain 
anteiso 


Aldrich Chemical Co. Ltd. (UK) 
Alltech Associates, Inc. 
Analabs 

Applied Science Division 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 
Research Plus, inc. 

Sigma Chemical Company 
Signo Trading international Ltd. 
Tridom Chemical Inc. 


fatty acids, branched chain iso 


Aldrich Chemical Co. Ltd. (UK) 
Alltech Associates, Inc. 
Analabs 

Applied Science Division 

Atlas Europol SpA 

General Drug and Chemical Corp. 
Paesel GmbH & Co. 

Pfaitz and Bauer, Inc. 
Hesearch Plus, Inc. 

Robeco Chemicals, Inc. 

Sigma Chemical Company 
Signo Trading International Ltd. 
Tridom Chemical Inc. 


fatty acids, cyclopropane 


Aldrich Chemical Co. Ltd. (UK) 
Applied Science Division 

General Drug and Chemical Corp. 
Pfaltz and Bauer, Inc. 

Signo Trading International Ltd. 
Supelco, Inc. 

Tridom Chemical Inc. 


fatty acids, alpha hydroxy 


Aldrich Chemical Co. Ltd. (UK) 
Analabs 

Applied Science Division 

Fluka AG 

Koch-Light Laboratories Ltd. 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 
Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Signo Trading International Ltd. 
Supelco, Inc. 

Tridom Chemical Inc. 


fatty acids, beta hydroxy 


Aldrich Chemical Co. Ltd. (UK) 
Analabs 

Applied Science Division 
Koch-Light Laboratories Ltd. 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 
Research Plus, Inc. 

SERVA Feinblochemica GmbH 
Sigma Chemical Company 
Signo Trading International Ltd. 
Tridom Chemical Inc. 


fatty acids, isoprenoid 


Aldrich Chemical Co. Ltd. (UK) 
Pfaltz and Bauer, Inc. 

Sigma Chemical Company 
Signo Trading International Ltd. 


fatty acids, straight chain 
polyunsaturated 


Aldrich Chemical Co. Ltd. (UK) 
Alltech Associates, Inc. 

Analabs 

Applied Science Division 

J.T. Baker Chemical Company 
Bast of Copenhagen 
Calbiochem 

Fluka AG 


Jahres Fabrikker A/S 


E. Merck 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 
Research Plus, Inc. 

Robeco Chemicals, Inc. 
Serdary Research Labs, Inc. 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Signo Trading International Ltd. 
Supelco, Inc. 

Tridom Chemical Inc. 
Uniscience Ltd. 


Nature 


fatty acids, straight chain 
saturated 


Aldrich Chemical Co. Ltd. (UK) 
Alltech Associates, Inc. 
Analabs | 
Applied Science Division 
Atlas ‘Europol SpA 
J.T. Baker Chemical Company 
Bast of Copenhagen | 
Calbiochem 

Fluka AG 

General Drug and Chemical Corp. 
Jahres Fabrikker A/S 
Koch-Light Laboratories Ltd. 
KOR, Incorporated 

E. Merck 

Paesel GmbH & Co. 
Pfaltz and Bauer, Inc. 
Research Organics, Inc. 
Research Plus, Inc. 
Robeco Chemicals, Inc. l 
Serdary Research Labs, Inc. 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Signo Trading International Ltd. ! 
Supelco, Inc. 

Tridom Chemical Inc. 
Uniscience Ltd. 
United States Biochemical Corporation 


fatty acids, straight chain 
unsaturated l 


Aldrich Chemical Co. Ltd. (UK) 
Alltech Associates, Inc. i 
Analabs | 
Applied Science Division 

Atlas Europo! SpA 
J.T. Baker Chemical Company 
Bast of Copenhagen 
Calbiochem ` | 
Fluka AG -> | 
General. Drug.and Chemical Corp. — ! 
Jahres Fabrikker A/S 
Koch-Light Laboratories Ltd. 
KOR, Incorporated 

E. Merck 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 
Research Organics, Inc. 
Research Plus, Inc. 
Robeco Chemicals, Inc. i 
Serdary Research Labs, Inc. 
SERVA Feinbiochemica GmbH , 
Sigma Chemical Company 
Signo Trading International Ltd. 
Supelco, Inc. 

Tridom Chemical Inc. 
Uniscience Ltd. | 
United States Biochemical Corporation 


Fc fragments | 

Calbiochem i 

Cappel Laboratories ) 

HUMAN Institute for Serobacteriological Research 
and Production ` ` i 

Kent Laboratories Inc. 

Northeast Biomedical Laboratories Ltd. 

Research Plus, Inc. i 

Sera-Lab Ltd. 
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L LPS from 


E coli 055:B5 

` E. coli 0111:B4 

| E coli 0111:B4 
. (J5 mutant) 


S. minnesota Re 595 
V. cholerae Inaba 569B PF. aeruginosa 
S. typhimurium ` 
S. marcescens 


FIB 


Y. BB 


K. pneumoniae 


. Lipid A WE TNP-LPS E FITC-LPS 


s CholeraToxin B CholeraToxin AA B Subunits 
Wl Exotoxin A (P aeruginosa) 
: Each of the above products is supplied with a detailed lot 


, analysis verifying purity.. 


| For further information, write or phone 


MER LIST BIOLOGICAL. 
Mas] LABORATORES, INC. 


601-B Vandell Way © Campbell, CA 95008, USA 5 (408) 866-6363 





ferredoxin 


Sigma Chemical Company 


ferritin 


Accurate Chemical & Scientific Corporation 
Advanced Laboratory Techniques 
Atomergic Chemetals Corp. 

BDH Chemicals Ltd. 

Biofac A/S 

Boehringer Mannheim GmbH 
Calbiochem 

California Medicinal Chemistry Corporation 
Carl Roth GmbH & Co. KG 

Chemical Dynamics Corporation 
DAKO-immunogiobulins a/s, DAKOPATTS A/S 
Fluka AG — 

Gallard-Schlesinger Chemical Mfg. Corp. 
International Laboratory Services Ltd. 
Koch- Light Laboratories He 

E. Merck 

Miles Laboratories, Inc. 

Northeast Biomedical! Laboratories Ltd. 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Pharmacia Fine Chemicals 
Polysciences, Inc. 

Research Plus, Inc. 

RIA (UK) 

Serono Diagnostics 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Taab Enterprises 

Tridom Chemical Inc. 

UCB-Bioproducts 





Uniscience Ltd. 
Vector Laboratories, Inc. 


ferritin, cationized 


Biogenzia Lemania SA 
Miles Laboratories, Inc. 
Paesel GmbH & Co. 
Polysciences, Inc. 
Sigma Chemical Company 


alpha-fetoprotein 


Accurate Chemical & Scientific Corporation 

Advanced Laboratory Techniques 

American Biological Corp. 

Calbiochem 

California Medicinal Chemistry Corporation 

Cambridge Medical Diagnostics, Inc. 

DAKO-immunoglobulins a/s, DAKOPATTS A/S 

E-Y Laboratories, Inc. 

HUMAN Institute for Serobacteriological Research 
and Production 

Meloy Laboratories, Inc. 

Pacific Gateway Co. 

Serono Diagnostics 

Sigma Chemical Company 


fibrinogen 


Accurate Chemical & Scientific Corporation 
American Biological Corp. 

BDH Chemicals Ltd. 

Calbiochem 
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FIB 


California Medicinal Chemistry Corporation 

Chemical Dynamics Corporation 

Griffin & George Ltd. 

HUMAN Institute for Serobacteriological Research 
and Production 

ICN Nutritional Biochemicals 

Immuno Limited 

n.v. Immuno s.a. 

AB Kabi Diagnostica 

Koch-Light Laboratories Ltd. 

Miles Laboratories, Inc. 

Paesel GmbH & Co. 

Pel-Freez Biologicals 

P-L Biochemicals, Inc. 

Research Plus, Inc. 

Sanbio b.v. 

SERVA Feinblochemica GmbH 

Sigma Chemical Company 

Uniscience Ltd. 


fibrinolysin 

Advance Biofactures Corporation 
Calbiochem 

California Medicinal Chemistry Corporation 
Choay Chimie 

Koch-Light Laboratories Ltd. 
Novo Industri A/S 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Plus, inc. 

Sigma Chemical Company 
Worthington Diagnostics 


fibrinopeptide 


Accurate Chemical & Scientific Corporation 
Cambridge Research Biochemicals Limited 
SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Universal Biologicals Ltd. 

Vega Biochemicals 


fibroblast growth factor 


Accurate Chemical & Scientific Corporation : 
Advanced Biotechnologies, Inc. 

American Biological Corp. 

Bethesda Research Laboratories, Inc. 

California Medicinal Chemistry Corporation 
Collaborative Research, Inc. 

Paesel GmbH & Co. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Uniscience Ltd. 


fibronectin 


American Biological Corp. 

Bethesda Research Laboratories, Inc. 
Calbiochem 

California Medicinal Chemistry Corporation 
Collaborative Research, Inc. 
Réactifs IBF 

KOR, Incorporated 

Meloy Laboratories, Inc. 

Paesel GmbH & Co. 

Research Plus, Inc. 

Sigma Chemical Company 
Uniscience Ltd. 


106 


ficin 


Accurate Chemical & Scientific Corporation 


Atomergic Chemetals Corp. 
Biogenzia Lemania SA 
Boehringer Mannheim GmbH 
Calbiochem 

Chori Company Limited 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 


-Paesel GmbH & Co. 


Pfaltz and Bauer, inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 
Worthington Diagnostics 


ficoll 


Accurate Chemical & Scientific Corporation 


Galbiochem 

ICN Nutritional Biochemicals 
Pharmacia Fine Chemicals 
Pharmacia Inc. 

Sigma Chemical Company 
Tridom Chemical Inc. 


filter papers, diazotized 


Bio-Rad Laboratories 

Collaborative Research, Inc. 

Electron Microscope Supplies 

Micro Filtration Systems 

Raymond A. Lamb 

Schleicher & Schuell, AG (Switzerland) 
Schleicher & Schuell, Inc. (US/Canada) 
Schleicher & Schüll GmbH (Worldwide) 
Scientific Specialties Service, Inc. 

Signo Trading International Ltd. 


filters, glass fiber, receptor 
binding assay 


Micro Filtration Systems 

Nelson Scientific Ltd. 

Polaron Equipment Ltd. 

Research Products International Corp. 
Schleicher & Schuell, AG (Switzerland) 
Schleicher & Schuell, Inc. (US/Canada) 
Schleicher & Schüll GmbH (Worldwide) 
Scientific Specialties Service, Inc. 

Signo Trading International Ltd. 


filters, glass fiber, TCA 
precipitation 


Enzo Biochem, Inc. 

Flow Laboratories Limited 

Micro Filtration Systems 

Research Products International Corp. 
Schleicher & Schuell, AG (Switzerland) 
Schleicher & Schuell, Inc. (US/Canada) 
Schleicher & Schüll GmbH (Worldwide) 
Signo Trading International Ltd. 


filters, paper, analytical 


AMF Biological and Diagnostic Products Company 
The Anspec Company, Inc. 

Carolina Biological Supply Company 
Comber and Son 

East Anglia Chemicals Ltd. 

Electron Microscope Supplies 

Fisons Scientific Apparatus 

GBI Laboratories Ltd. 

Micro Filtration Systems 

Nelson Scientific Ltd. 

Schleicher & Schuell, AG (Switzerland) 
Schleicher & Schuell, Inc. (US/Canada) 
Schleicher & Schiill GmbH (Worldwide) 
Scientific Specialties Service, Inc. 

Signo Trading International Ltd. 


flavine mononucleotide 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. l 
Boehringer Mannheim GmbH 
Chemical Dynamics Corporation 

Fluka AG 

Koch-Light Laboratories Ltd. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. ` 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company ` 
Uniscjence Ltd. 

United States Biochemical Corporation 


flavomycin 


Calbiochem ` ` 
P-L Biochemicals, Inc. 
Signo Trading International Ltd. 


flow cytometry reagents 


Atlantic Antibodies ` ` 

Becton Dickinson FACS Systems 
Medical Chemical Corp. 

M.P.K. Omega Co. 


'Polysciences, Inc. 


Research Organics, Inc. 


fluocinolone 


Atomergic Chemetals Corp. 
Sigma Chemical Company 


fluorescein esters 


Bethesda Research Laboratories, Inc. 
Calbiochem 

Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

Pfaitz and Bauer, Inc. 

Research Organics, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

United States Biochemical Corporation 


Nature 


fluorescent dyes, labels, and 
counter stains 


Anoroc Scientific, Inc. 

J.T. Baker Chemical Company 

BBL Microbiology Systems 

Becton Dickinson FACS Systems 

BioDx ` ` 

Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

Diamed Diagnostics Ltd. 
Electro-Nucleonics, Inc. 

Fluka AG 

General Drug and Chemical Corp. 
Hybritech Incorporated 

Kallestad Laboratories, Inc. 

Koch-Light Laboratories Ltd. 

Loba-Chemie 

MCB/Harleco 

Monoclonal Antibodies, Inc. 

Northeast Biomedical Laboratories Ltd. 
Polysciences, Inc. 

Raymond A. Lamb 

Research Organics, Inc. 

Sanbio b.v. 

Sera-Lab Ltd. l 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Signo Trading International Ltd. 

Socióté Chimique Pointet Girard-Réactifs RAL 
Syndel Laboratories Ltd. 

Tissue Culture Services Ltd. 

Vector Laboratories, Inc. 


fluorocytosine 


Sigma Chemical Company 


folate-binding protein 


Calbiochem 
Sigma Chemical Company 


folic acid 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
BDH Chemicals Ltd. 

Carl Roth GmbH & Co. KG 
Chemical Dynamics Corporation 
East Anglia Chemicals Ltd. 

Fisons Scientific Apparatus 

Fluka AG 

General Drug and Chemical Corp. 
ICN Nutritional Biochemicals 

KC Biological, Inc. 

Koch-Light Laboratories Ltd. 

E. Merck 

Pacific Gateway Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Robeco Chemicals, Inc. 

SAS Pharmaceuticals Ltd. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 
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Sigma Chemical Company 


folinic acid 


Atomergic Chemetals Corp. 
BDH Chemicals Ltd. 

Pfaitz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 


follicle stimulating hormone 


Advanced Laboratory Techniques 
American Biological Corp. 

The Arnel Products Company, Inc. 
Boehringer Mannheim GmbH 
Calbiochem 

California Medicinal Chemistry Corporation 
Cambridge Medical Diagnostics, Inc. 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 
Collaborative Research, Inc. 

IGN Nutritional Biochemicals 

Immuno Nuclear Corp. 

Imuco, S.A. 


International Laboratory Services Ltd. 


Paesel GmbH & Co. 

Paines and Byrne Ltd. 

Radioassay Systems Laboratories, Inc. 
Research Plus, Inc. 

RIA (UK) 

Serono Diagnostics 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
UCB-Bioproducts 

Uniscience Ltd. 

United States Biochemical Corporation 


formaldehyde dehydrogenase 


Calbiochem 

Paesel GmbH & Co. 
Pfaltz and Bauer, Inc. 
Sigma Chemical Company 


formycin A,B 


Calbiochem 
P-L Biochemicals, Inc. 


frozen tissues 


BioDx 

Biofac A/S 

California Medicinal Chemistry Corporation 
Gulf Specimen Co., Inc. 

ICN Nutritional Biochemicals 

Pel-Freez Biologicals 

Raymond A. Lamb 

Rockland, Inc. 


fucose dehydrogenase 


Paesel GmbH & Co. 
Pfaltz and Bauer, Inc. 
Sigma Chemical Company 


GAL 


fucosidase 


Boehringer Mannheim GmbH 
Miles Laboratories, Inc. 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Sigma Chemical Company 


fumarase 


Boehringer Mannheim GmbH 
ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 
Paese! GmbH & Co. 

Pfaltz and Bauer, inc. 

P-L Biochemicals, Inc. 

Sigma Chemical Company 
Uniscience Ltd. 


furaltidone 


Sigma Chemical Company 
Signo Trading International Ltd. 


beta-2-furyl-acrylic acid 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Chemical Dynamics Corporation 
Fluka AG 

ICN Nutritional Biochemicals 
Pfaltz and Bauer, Inc. 

Sigma Chemical Company 
Tridom Chemical Inc. 
Uniscience Ltd. 


gabaculine 


Biosearch 
Calbiochem 

Fluka AG 

Pfaltz and Bauer, Inc. 


gabase 


Accurate Chemical & Scientific Corporation 
Boehringer Mannheim GmbH 

Millipore UK Ltd. 

Paesel GmbH & Co. 

Sigma Chemical Company 

Uniscience Ltd. 

Worthington Diagnostics 


galactin 


Chemical Dynamics Corporation 
Pfaltz and Bauer, Inc. 
Tridom Chemical Inc. 


galactose oxidase 


Atomergic Chemetals Corp. 
Chemical Data Systems, Inc. 
Gibco Division 

Millipore UK Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 
Sigma Chemical Company 
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GAL 


Let an ISCO UA-5 monitor 





do it all for you. 


Primarily, the UA-5 is a sensi- 
tive absorbance and fluorescence 
LC detector. But if you’re a life 
scientist, it’s much more than 
that: it’s the key part of an inte- 
grated system, able to perform 
many functions in your lab. 

Acccessories turn the UA-5 
into a dual beam gel scanner or a 
fractionator for centrifuged den- 
sity gradients. Drop-in cuvettes 
allow recording of certain reac- 
tions and take the load off your 
spectrophotometer for many rou- 
tine jobs. 

But the UA-5 is still the best 


all-around column monitor: it 
offers you a built-in recorder, 
simultaneous monitoring of two 
columns or any two of 13 avail- 
able wavelengths, automatic 
scale expansion, and the ISCO 
Peak Separator which controls a 
fraction collector to put each 
peak in its own tube. 

A versatile UA-5 costs no more 
than a single-purpose monitor 
Learn more about what it can 
do for you: Send for your ISCO 
catalog today. ISCO, P.O. Box 
5347, Lincoln, Nebraska 68505, 
U.S.A. 





Instruments with a difference 
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beta-galactosidase 


Accurate Chemical & Sclentific Corporation 
BDH Ghemicals Ltd. 

Biogenzia Lemania SA 

Biozyme Laboratories Limited 

Boehringer Mannheim GmbH 

Farmitalia Carlo Erba SpA (Analytical/Diagnostics) 
Gallard-Schlesinger Chemical Mfg. Corp. 
Gibco Division 

ICN Nutritional Blochemicals 

Kohjin Co., Ltd. 

Miles Laboratories, Inc. 

Millipore UK Ltd. 

Novo Industri A/S 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 

Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 

Vector Laboratories, Inc. 

Worthington Diagnostics 


gamma benzene hexachloride 


Pfaltz and Bauer, Inc. 
SERVA Feinbiochemica GmbH 


gamma-globulin 


Accurate Chemical & Scientific Corporation 

American Biological Corp. 

BioDx 

Bio-Rad Laboratories 

Calbiochem 

California Medicinal Chemistry Corporation 

Chemical Dynamics Corporation 

Connaught Laboratories Limited 

Fluka AG 

Hoechst U.K. Ltd. 

HUMAN Institute for Serobacteriological Research 
and Production 

ICN Nutritional Biochemicals 

Immuno Limited 

n.v. Immuno s.a. 

AB Kabi Diagnostica 

Koch-Light Laboratories Ltd. 

Miles Laboratories, Inc. 

North American Biologicals, Inc. 

Northeast Biomedical Laboratories Ltd. 

Paesel GmbH & Co. 

P & S Biochemicals Ltd. 

Pel-Freez Biologicals 

Philadelphia Biologics Center 

P-L Biochemicals, Inc. 

Research Plus, Inc. 

Scientific Protein Laboratories, Inc. 

Sera-Lab Ltd. 

SERVA Feinblochemica GmbH 

Sigma Chemical Company 


gases 


Alltech Associates, Inc. 

Analabs 

Applied Electrochemistry, Inc. 

BDH Chemicals Ltd. 

Fluka AG 

KOR, Incorporated 

Matheson 

Pfaltz and Bauer, Inc. 

Phase Separations Ltd. 

Scott Environmental Technology, Inc. 


Nature 


Signo Trading International Ltd. 
US Services Inc. (Prochem/Isotopes) 


gas-liquid chromatography, 
stationary phases 


Alltech Associates, Inc. 

The Anspec Company, Inc. 
Applied Science Division 
Applied Science Europe B.V. 
BDH Chemicals Ltd. 

Camiab Limited 

Carl Roth GmbH & Co. KG 
Chrompack Nederland BV 
Dyson Instruments 

Field Instruments Co. Ltd. 
Fluka AG 

Reactifs IBF 

Koch-Light Laboratories Ltd. 
L.C. Company, Inc. 
MCB/Harleco 

E. Merck 

Packard Instrument Company, Inc. 
Phase Separations Ltd. 

Pierce Eurochemie B.V. 
Sadtler Research Laboratories 
SERVA Feinbiochemica GmbH 
Spectra-Physics, Inc. 

Supelco, Inc. 

Universal Scientific, Inc. 
Varian Associates Inc. 


gastrin 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 

Beckman Instruments, Inc. 

Beckman Instruments, Inc. (Bioproducts) 
Calbiochem 
California Medicinal Chemistry Corporation 
Cambridge Medical Diagnostics, Inc. 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

Fluka AG 

Immuno Nuclear Corp. l 
International Laboratory Services Ltd. 
Merseyside Laboratories 

Paesel GmbH & Co. 

Peninsula Laboratories, Incorporated 
Pfaltz and Bauer, Inc. 
Radioassay Systems Laboratories, Inc. 
Research Plus, !nc. 

Serono Diagnostics 

SERVA Feinbiochemica GmbH  ' 
Sigma Chemical Company 

Tridom Chemical Inc. 

UCB-Bioproducts l 
United States Biochemical Corporation 
Universal Biologicals Ltd. 


Vega Biochemicals | 


gelatin 


Accurate Chemical & Scientific Corporation 
J.T. Baker Chemical Company 

Carolina Biologicai Supply Company 

Fluka AG i 
Gallard-Schlesinger Chemical Mfg. Corp. 
Koch-Light Laboratories Ltd. 

Paesel GmbH & Co. 

Philip Harris Ltd. 

Rousselot 

SERVA Feinblochemica GmbH 
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Sigma Chemical Company 


Uniscience Ltd. 


United States Biochemical Corporation 


gelatinase 


GEL 


Just published. 
A new handbook for use at 
the laboratory bench 


Gel Electrophoresis of Proteins: 
a practical approach 


Edited by B. Hames and D. Rickwood 


A laboratory aid for ail those wishing to separate 
proteins by gel electrophoresis. All the main 
electrophoretic techniques used for both one and two 
dimensional separations of proteins are covered. 
Essentially a practical book giving detailed recipes and 
step-by-step instructions on the procedures involved in 
all the different types of electrophoretic separation. Of 
instructional use to those unfamiliar with electrophoretic 
techniques and a valuable source of reference for more 
experienced workers. 


Several useful appendices include lists of important 
bibliographies and suppliers of specialist equipment. 


200 pp, 
0 904 147 22 3 (soft) £7.50/US $18.00 (includes 
postage) 

Prepaid orders to 


eu IRL Press 

1 Abbey Street, Eynsham, Oxford OX8 1JJ, England 
1911 Jefferson Davis Highway, Arlington, VA 22202, 
USA 





Pharmacia Inc. 
Pierce Eurochemie B.V. 
Sigma Chemical Company 


gel filtration, polyacrylamide 
beads 


ICN Nutritional Biochemicals 


Paesel GmbH & Co. 
Pfaltz and Bauer, Inc. 
Róhm GmbH 
Uniscience Ltd. 


United States Biochemical Corporation 


gel filtration, agarose beads 


Bio-Rad Laboratories 
Carl Roth GmbH & Co. 
E-Y Laboratories, Inc. 


Field Instruments Co. Ltd. 


Réactifs IBF 

LKB Instruments, Inc. 
LKB-Produkter AB 
M.A. Bioproducts 


Bio-Rad Laboratories 

Chemical Dynamics Corporation 
E-Y Laboratories, Inc. 

Field Instruments Co. Ltd. 
Reactifs IBF 

LKB-Produkter AB 

Packard Instrument Company, Inc. 
Pharmacia Inc. 

Pierce Eurochemie B.V. 


Polysciences, Inc. 
KG 


gel filtration, polystyrene beads 


Alltech Associates, Inc. 
Applied Science Europe B.V. 
Benson Company 

Bio-Rad Laboratories 


Pharmacia Flne Chemicals 


Pharmacia Inc. 
Pierce Eurochemie B.V. 
Polysciences, inc. 


SERVA Feinblochemica GmbH 
Sigma Chemical Company 


gel filtration, dextran beads 


Carl Roth GmbH & Co. 
E-Y Laboratories, Inc. 


Field Instruments Co. Ltd. 
Pharmacia Fine Chemicals 


Chemical Dynamics Corporation 
E-Y Laboratories, Inc. 

Field Instruments Co. Ltd. 
Jones Chromatography inc. 
Kratos Inc. 

MCB/Harleco 

Phase Separations Ltd. 
Pierce Eurochemie B.V. 
Polysciences, Inc. 

KG Sigma Chemical Company 
Supeico, Inc. 

Universal Scientific, Inc. 
Varian Associates Inc. 


109 


GEN 


gentamycin 


Atomergic Chemetals Corp. 

Flow Laboratories Limited 
General Drug and Chemical Corp. 
Gibco Division 

ICN Nutritional Biochemicals 

M.A. Bioproducts 

Nuclear Medical Systems, Inc. 
P-L Biochemicals, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Signo Trading International Ltd. 
Uniscience Ltd. 

United States Biochemical Corporation 


gentamycin acetyl transferase 


Calbiochem 
Paesel GmbH & Co. 
P-L Biochemicals, inc. 


gentiobiose 


Accurate Chemical & Scientific Corporation 
Alltech Associates, Inc. 

Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 

BDH Chemicals Ltd. 

Calbiochem 

Carl Roth GmbH & Co. KG 

Chemical Dynamics Corporation 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
ICN Nutritional Biochemicals 

Koch-Light Laboratories Ltd. 

Paesel GmbH & Co. 

Pfanstiehl Laboratories Inc. 

P-L Biochemicals, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 

United States Biochemical Corporation 


gibberellic acid 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
BDH Chemicals Ltd. 

Calbiochem 

Carl Roth GmbH & Co. KG 
Carolina Biological Supply Company 
Chemical Dynamics Corporation 
East Anglia Chemicals Ltd. 

EM Chemicals 

Fluka AG 

GBI Laboratories Ltd. 

General Drug and Chemical Corp. 
Griffin & George Ltd. 

ICN Nutritional Biochemicals 

KC Biological, Inc. 

Koch-Light Laboratories Ltd. 

E. Merck 

Pfaltz and Bauer, Inc. 

Philip Harris Ltd. 

Polysciences, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
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Signo Trading International Ltd. 

Tridom Chemical Inc. 

Uniscience Ltd. 7 
United States Biochemical! Corporation 


gibberellin A7 


Alfa Products 

Chemical Dynamics Corporation 
ICN Nutritional Biochemicals 
Uniscience Ltd. 


gitaloxigenin 


Accurate Chemical & Scientific Corporation 
Boehringer Mannheim GmbH 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 


gitaloxin 


Accurate Chemical & Scientific Corporation 
Boehringer Mannheim GmbH 

Car! Roth GmbH & Co. KG 

ICN Nutritional Biochemicals 

Pfaltz and Bauer, Inc. 

SERVA Feinblochemica GmbH 


gitoxigenin 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 

Boehringer Mannheim GmbH 

Car! Roth GmbH & Co. KG 

Fluka AG 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 


gitoxin derivatives 


Boehringer Mannheim GmbH 
Carl Roth GmbH & Co. KG 
Fluka AG 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma .Chemica! Company 


. Tridom Chemical Inc. 


glaucine 


Koch-Light Laboratories Ltd. 
Pfaltz and Bauer, Inc. 
Sigma Chemical Company 


gliadin 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Chemical Dynamics Corporation 

Fluka AG 

Freeman Industries Inc. 

Gallard-Schlesinger Chemical Mfg. Corp. 
Paesel GmbH & Co. 


Sigma Chemical Company 
Uniscience Ltd. 
United States Biochemical Corporation 


globin 


Accurate Chemical & Scientific Corporation 
Chemical Dynamics Corporation 
Sigma Chemical Company 


beta-globulin 


Accurate Chemical & Scientific Corporation 
Calbiochem 

Chemical Dynamics Corporation 

Fluka AG 

ICN Nutritional Biochemicals 

Koch-Light Laboratories Ltd. 

Meloy Laboratories, Inc. 

Northeast Biomedical Laboratories Ltd. 
Paesel GmbH & Co. 

Pel-Freez Biologicals 

P-L Biochemicals, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 


globulin, bovine 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

BioDx 

Bio-Rad Laboratories 

Calbiochem 

California Medicinal Chemistry Corporation 
Chemical Dynamics Corporation 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Koch-Light Laboratories Ltd. 

Miles Laboratories, Inc. 

Paesel GmbH & Co. 

Philadelphia Biologics Center 

P-L Blochemicals, Inc. 

Research Plus, Inc. 

Sanbio b.v. 

Scientific Protein Laboratories, Inc. 
SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Uniscience Ltd. 

United States Biochemical Corporation 


globulin, egg 


Accurate Chemical & Scientific Corporation 
Calbiochem 

Research Plus, Inc. 

Sigma Chemical Company 

Uniscience Ltd. 


globulin, rabbit 


Accurate Chemical & Scientific Corporation 
BioDx i 

Calbiochem 

California Medicinal Chemistry Corporation 
Koch-Light Laboratories Ltd. 

Miles Laboratories, inc. 

Paesel GmbH & Co. 

P-L Biochemicals, Inc. 

Research Plus, Inc. 


Nature 


Sanbio b.v. 

Sigma Chemical Company 

Uniscience Ltd. 
United States Biochemical Corporation 


glucagon 


Accurate Chemical & Scientific Corporation 
American Biological Corp. 

Calbiochem 

Cambridge Medical Diagnostics, Inc. 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 
Collaborative Research, Inc. 

Fluka AG 

International Laboratory Services Ltd. 
Merseyside Laboratories 

Novo Industri A/S 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Radioassay Systems Laboratories, Inc. , 
Research Plus, Inc. 

Sequemat Inc. 

Serono Diagnostics 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Uniscience Ltd. 
United States Biochemical Corporation 
Vega Biochemicals 


glucose oxidase 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Beckman Instruments, Inc. (Microbics) 
Beckman-Riic Ltd. 

Biogenzia Lemania SA 

Bio-Rad Laboratories 

Biozyme Laboratories Limited 
Boehringer Ingelheim KG 

Boehringer Mannheim GmbH 
Calbiochem 

Chemical Data Systems, Inc. 

Chemical Dynamics Corporation 
Fermco Biochemics Inc. 

Fisons Scientific Apparatus 

Fiuka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Genzyme Corporation 

Gibco Division 

Henley & Co., Inc. 

Hughes & Hughes Ltd. 

. ICN Nutritional Biochemicals i 
Koch-Light Laboratories Ltd. 

E. Merck 

Miles Laboratories, Inc. 

Millipore UK Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Pierce Chemical Company 

P-L Biochemicals, Inc. 

Röhm GmbH 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 

United States Biochemical Corporation . 
Vector Laboratories, Inc. 


glucose-6-phosphate 
dehydrogenase 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 
Beckman instruments, inc. (Microbics) 
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Biogenzia Lemania SA 

Biozyme Laboratories Limited 
Boehringer Mannheim GmbH 
Calbiochem 

Chemical Data Systems, Inc. 
Chemical Dynamics Corporation 
East Anglia Chemicals Ltd. 
Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Genzyme Corporation 

Gibco Division 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

E. Merck 

Millipore UK Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 

SERVA Feinblochemlca GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 
Uniscience Ltd. 

United States Biochemical Corporation 
Worthington Diagnostics 


glucosidases 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Biozyme Laboratories Limited 

Boehringer Mannheim GmbH 
Calbiochem 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Gibco Division 

ICN Nutritional Biochemicals 

Koch-Light Laboratories Ltd. 

Millipore UK Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 

Róhm GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 


beta-glucuronidase 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Biogenzia Lemania SA 
Boehringer Mannheim GmbH 
Calbiochem 

Chemical Data Systems, Inc. 
Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Réactifs IBF 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

E. Merck 

Miles Laboratories, Inc. 
Millipore UK Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 
Uniscience Ltd. 

Worthington Diagnostics 


I-glutamate dehydrogenase 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 


GLU 


Biozyme Laboratories Limited 
Boehringer Mannheim GmbH 
Calbiochem 

Chemical Data Systems, Inc. 
Chemical Dynamics Corporation 
Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Genzyme Corporation 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

E. Merck 

Miles Laboratories, Inc. 

Millipore UK Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


glutamate-pyruvate 
transaminase 


Accurate Chemical & Scientific Corporation 
Biogenzia Lemania SA 

Boehringer Mannheim GmbH 
Calbiochem 

Chemical Data Systems, Inc. 
Genzyme Corporation 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

United States Biochemical Corporation 
Worthington Diagnostics 


I-glutamic decarboxylase 


BDH Chemicals Ltd. 

Calbiochem 

Chemical Data Systems, Inc. 
Chemical Dynamics Corporation 
Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Koch-Light Laboratories Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 
Worthington Diagnostics 


glutamic dehydrogenase 


BDH Chemicals Ltd. 

Biogenzia Lemania SA 
Boehringer Mannheim GmbH 
Calbiochem 

Chemical Data Systems, Inc. 
Chemical Dynamics Corporation 
Fermco Biochemics Inc. 

Fluka AG 

Hughes & Hughes Ltd. 
Koch-Light Laboratories Ltd. 
Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 
SERVA Feinbiochemica GmbH 
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GLU 


Sigma Chemical Company 
Tridom Chemical Inc. 
Uniscience Ltd. 


glutamic oxaloacetic 
transaminase 


Biogenzia Lemania SA 

Biozyme Laboratories Limited 
Boehringer Mannheim GmbH 
Calbiochem 

Chemical Dynamics Corporation 
Fluka AG 

Genzyme Corporation 
Koch-Light Laboratories Ltd. 
Millipore UK Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Uniscience Ltd. 

United States Biochemical Corporation 
Worthington Diagnostics 


alpha-glutamyl transferase 


Accurate Chemical & Scientific Corporation 
Calbiochem 

Pfaltz and Bauer, Inc. 

Sigma Chemical Company 


glutathione reductase 


Boehringer Mannheim GmbH 
Calbiochem 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

Paesel GmbH & Co. 

P-L. Biochemicals, Inc. 

Sigma Chemical Company 

Tridom Chemical Inc. 

United States Blochemical Corporation 


gluten 


BDH Chemicals Ltd. 

Chemical Dynamics Corporation 

Chori Company Limited 

Freeman Industries Inc. 
Gallard-Schlesinger Chemical Mfg. Corp. 
Sigma Chemical Company 


glyceraldehyde-3-phosphate 
dehydrogenase 


Accurate Chemical & Scientific Corporation 
Beckman Instruments, Inc. (Microbics) 
Biogenzia Lemania SA 

Biozyme Laboratories Limited 

Boehringer Mannheim GmbH 
Calbiochem 

California Medicinal Chemistry Corporation 
Chemical Data Systems, Inc. 

Chemical Dynamics Corporation 

Fermco Biochemics Inc. 

Fluka AG 

ICN Nutritional Biochemicals 

Koch-Light Laboratories Ltd. 

Paesel GmbH & Co. 
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Pfaltz and Bauer, Inc. 

P-L Biochemicals, inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Uniscience Ltd. 


glycerokinase 


Accurate Chemical & Scientific Corporation 


. BDH Chemicals Ltd. 


Beckman Instruments, Inc. (Microbics) 
Biogenzia Lemania SA 

Biozyme Laboratories Limited 
Boehringer Mannheim GmbH 
Calbiochem 

Chemical Dynamics Corporation 
Gallard-Schlesinger Chemical Mfg. Corp. 
Genzyme Corporation 

Koch-Light Laboratories Ltd. 

Millipore UK Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Worthington Diagnostics 


glycerol dehydrogenase 


Biozyme Laboratories Limited 
Boehringer Mannheim GmbH 
Calbiochem 

Chemica! Data Systems, Inc. 
Chemical Dynamics Corporation 
Enzyme Center, Inc. 

Millipore UK Ltd. 

New England Enzyme Centre (T ufts) 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Sigma Chemical Company 

Uniscience Ltd. 

United States Biochemical Corporation 
Worthington Diagnostics 


alpha-glycerophosphate 
dehydrogenase 


Accurate Chemical & Scientific Corporation 
Boehringer Mannheim GmbH 
Calbiochem 

California Medicinal Chemistry Corporation 
Genzyme Corporation 

Koch-Light Laboratories Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Uniscience Ltd. 


glycogen 


Accurate Chemical & Scientific Corporation 
Aldrich Chemica! Co. Ltd. (UK) 
Aldrich Chemicai Company (US) 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
BDH Chemicals Ltd. 

Boehringer Mannheim GmbH 
Calbiochem 

Carolina Biological Supply Company 
Chemical Dynamics Corporation 
Eastern Chemical 


Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

E. Merck 

Paesel GmbH & Co. 

Pfanstiehl Laboratories tnc. 

P-L Biochemicals, Inc. 

Hesearch Plus, Inc. 

Senn Chemicals 

SERVA Felnbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. i 
United States Biochemical Corporation 


glycolipids 


Accurate Chemical & Scientific Corporation 
Applied Science Division 

Applied Science Europe B.V. 

Bast of Copenhagen 

Calbiochem 

Field Instruments Co. Ltd. 

Fluka AG 

Pfaltz and Bauer, Inc. 

Senn Chemicals 

Serdary Research Labs, Inc. 

Sigma Chemical Company 

Supelco, Inc. 

Tridom Chemical Inc. 

United States Biochemical Corporation 


alpha2 3.8S glycoprotein 


Calbiochem 
Hoechst-Behring 


alpha2 HS glycoprotein 


Calbiochem 
Hoechst-Behring 
Hoechst U.K. Ltd. 


glycoprotein, fraction VI, bovine 


Koch-Light Laboratories Ltd. 

Research Plus, Inc. 

Sigma Chemical Company 

United States Biochemical Corporation 


glycoprotein, fraction VI, human 


Research Plus, Inc. 
Sigma Chemical Company 
United States Biochemical Corporation 


beta2 glycoprotein | 


Calbiochem 
Hoechst-Behring 
Hoechst U.K. Ltd. 


glycoproteins 


Accurate Chemical & Scientific Corporation 
American Biological Corp. 

Beckman-Riic Ltd. 

Calbiochem 

Hoechst U.K. Ltd. 

Miles Laboratories, Inc. 

Paesel GmbH & Co. 


Nature 


2 & S Biochemicals Ltd. 
Research Plus, Inc. 

Sigma Chemical Company 
Uniscience Ltd. 


glycosidases 


Bethesda Research Laboratories, Inc. 
Boehringer Mannheim GmbH 
Calbiochem l 

Koch-Light Laboratories Ltd. 

Miles Laboratories, Inc. 

Millipore UK Ltd. 

Pfaitz and Bauer, Inc. 

Röhm GmbH 


glycylglycine 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
BDH Chemicals Ltd. 
Calbiochem 

Chemical Data Systems, Inc. 
Chemical Dynamics Corporation 
Diamed Diagnostics Ltd. 

Fisons Scientific Apparatus 
Fluka AG 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

E. Merck: 

Pfaltz and Bauer, Inc. 
Polysciences, Inc. 

Research Organics, Inc. 
Research Plus, Inc. 

Robeco Chemicals, Inc. 

SAS Pharmaceuticals Ltd. 
Sigma Chemical Company 
Tridom Chemical Inc. 

United States Biochemical Corporation 


glyoxime 


Aldrich Chemical Co. Ltd. (UK) 
Chemical Dynamics Corporation 
Fluka AG 

Frinton Laboratories, Inc. 

Pfaltz and Bauer, Inc. 

Sigma Chemical Company 
Tridom Chemical Inc. 


- 


gonadorelin 


Beckman Instruments, Inc. (Bioproducts) 
California Medicinal Chemistry Corporation 
UCB-Bioproducts 


gonadotropin, serum 


Atomergic Chemetals Corp. 
Calbiochem 

California Medicinal Chemistry Corporation 
Paines and Byrne Ltd. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Schering Aktiengesellschaft 
.Serono Diagnostics ` 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
UCB-Bioproducts 
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gougerotin 


Calbiochem 
P-L Biochemicals, Inc. 
Sigma Chemical Company 


gramicidin 

Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 
Biochemie Gesellschaft m.b.H. 
Boehringer Mannheim GmbH 
Calbiochem 

Carl Roth GmbH & Co. KG 
Chemical, Dynamics Corporation 
Fluka AG 

ICN Nutritional Biochemicals 
P-L Biochemicals, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Uniscience Ltd. 


gramine 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

Aldrich Chemical Company (US) 

Carl Roth GmbH & Co. KG 

Fluka AG l 

Koch-Light Laboratories Ltd. 

Research Plus, Inc. 

SERVA Feinblochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 


grinding agents 


Carolina Biological Supply Company 
Koch-Light Laboratories Ltd. 

Signo Trading International Ltd. 
Structure Probe, Inc. 


griseofulvin 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 

Bate Chemical Company Limited 

Biochemie Gesellschaft m.b.H. 

General Drug and Chemical Corp. 

P-L Biochemicals, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Signo Trading International Ltd. 

Uniscience Ltd. 


growth hormone 


Advanced Laboratory Techniques 
American Biological Corp. 

Calbiochem ` 

California Medicinal Chemistry Corporation 
Cambridge Medical Diagnostics, Inc. 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

Immuno Nuclear Corp. 

Imuco, S.A. ` 

International Laboratory Services Ltd. 

AB Kabi Diagnostica 

Koch-Light Laboratories Ltd. 

Paesel GmbH & Co. 

Radioassay Systems Laboratories, Inc. 
Research Plus, Inc. 

RIA (UK) 


HAP 


Serono Diagnostics 

Sigma Chemical Company 
Signo Trading International Ltd. 
Synde! Laboratories Ltd. 
UCB-Bioproducts 

Universal Biologicals Ltd. 


guanidine 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

Anoroc Scientific, Inc. 

Atomergic Chemetals Corp. 

BDH Chemicals Ltd. 

Calbiochem 

Chemical Dynamics Corporation 

Fisons Scientific Apparatus 
Gallard-Schlesinger Chemical Mfg. Corp. 
General Drug and Chemical Corp. 

E. Merck ~ i 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SAS Pharmaceuticals. Ltd. 

Sigma Chemical Company 

Signo Trading International Ltd. 

United States Biochemical Corporation 


guanidinium-HCl 

Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company. (US) 
Anoroc Scientific, Inc. 

Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 

BDH Chemicals Ltd. 

Bethesda Research Laboratories, Inc. 
Degussa Ltd. 

Fisons Scientific Apparatus 

Fluka AG 
Galliard-Schlesinger Chemical Mfg. Corp. 
Koch-Light Laboratories Ltd. 
Loba-Chemie 

MCB/Harleco 

E. Merck ` 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Polysciences, Inc. 

Research. Organics, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Signo Trading International Ltd. 

United States Biochemical Corporation 


guanidinium thiocyanate 


Atomergic Chemetals Corp. 
Degussa Ltd. 

Fluka AG © 

MCB/Harleco 

Pfaltz and Bauer, Inc. 

Signo Trading International Ltd. 


guatterine 


Sigma Chemical Company 


hapten reagents 


American' Drug Research Institute, Inc. 
Becton Dickinson FACS Systems 
Biosearch 
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HAP 


Cambridge Research Biochemicals Limited 
List Biological Laboratories, Inc. 

Meloy Laboratories, Inc. 

M.P.K. Omega Co. 

Northeast Biomedical! Laboratories Ltd. 
Paesel GmbH & Co. 

Research Organics, Inc. 

Sigma. Chemical Company 

Signo Trading International L td. 

Western Chemica! Research Corporation 


haptoglobin 


Accurate Chemical & Scientific Corporation 
Beckman-Riic Ltd. 

Calbiochem 

Hoechst U.K. Ltd. 

Kent Laboratories Inc. 

Research Plus, Inc. 


harmaline 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Carl Roth GmbH & Co. KG 
Chemical Dynamics Corporation 
Fluka AG 

ICN Nutritional Biochemicals 
Research Plus, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical! Inc. 
Uniscience Ltd. 


harmane 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Carl Roth GmbH & Co. KG 
Chemical Dynamics Corporation 
Fluka AG 

ICN Nutritional Biochemicals 
Research Plus, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 
Uniscience Ltd. 


harmine 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 
Aldrich Ghemical Company (US) 
Carl Roth GmbH & Co. KG 
Fluka AG 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 
Research Plus, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 
Uniscience Ltd. 
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heliomycin 


Calbiochem 


helveticoside 


Accurate Chemical & Scientific Corporation 
Boehringer Mannheim GmbH 
Carl Roth GmbH & Co. KG 

Research Plus, inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 


hemicellulase 


Atomergic Chemetals Corp. 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

Novo Industri A/S 

Paesel GmbH & Co. 

Röhm GmbH ` 

Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


hemiglobin 


Calbiochem 
Carl Roth GmbH & Co. KG 
Research Plus, Inc. 


hemin 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
Carl Roth GmbH & Co. KG 
Chemical Dynamics Corporation 
Chori Company Limited 

Fluka AG 

Freeman Industries Inc. 

Paesel GmbH & Co. 

P-L Biochemicals, Inc. 
Research Plus, Inc. 

Sigma Chemical Company 
Uniscience Ltd. 


hemocyanin 


Atomergic Chemetals Corp. 
Calbiochem 

Pacific Bio-Marine Laboratories, Inc. 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Uniscience Ltd. 

Vector Laboratories, Inc. 
Worthington Diagnostics 


hemoglobin 


Accurate Chemical & Scientific Corporation 
American Laboratories Inc. 

Bethesda Research Laboratories, Inc. 

Biofac A/S 

Calbiochem 

Cappel Laboratories 

Chemical Dynamics Corporation 
Chori:‘Company Limited 


Clin-Tech Ltd. 

Fluka AG ` 

Griffin & George Ltd. 

Koch-Light Laboratories Ltd. 
Paesel GmbH & Co. 

P & S Biochemicals Ltd. 

P-L Biochemicals, Inc. 
Research Plus, Inc. 

Scientific Protein Laboratories, Inc. 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


hemopexin 


Accurate Chemical & Scientific Corporation 
Kent Laboratories Inc. 


heparin 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 

BDH Chemicals Ltd. 

Biochemie Gesellschaft m.b.H. 

Biofac A/S 

Buckton Scott Ltd. 

Calbiochem 

Carolina Biological Supply Company 
Chemical Dynamics Corporation 
Choay Chimie 

Chori Company Limited 

E-Y Laboratories, Inc. 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Gibco Division 

Réactifs IBF 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

LKB Instruments, Inc. 

Novo Industri A/S 

Paines and Byrne Ltd. 

Pfaltz and Bauer, Inc. 

Philadelphia Biologics Center 
Polysciences, Inc. 

Research Plus, Inc. 

Scientific Protein Laboratories, Inc. 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Signo Trading International Ltd. 

United States Biochemical Corporation 


HEPES, buffer 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

Aldrich Chemical Company (US) 

American Biological Corp. ` 

Anoroc Scientific, Inc. 

Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 

BDH Chemicals Ltd. 

Biofluids, Inc. 

bioMérieux S.A. 

Boehringer Mannheim GmbH 
Calbiochem 

Cambridge Research Biochemicals Limited 
Car! Roth GmbH & Co. KG 

Chemica! Data Systems, Inc. 

Chemical Dynamics Corporation 

Comber and Son 

East Anglia Chemicals Ltd. 

Ferak Berlin 

Fisons Scientific Apparatus 


Nature 


Flow Laboratories Limited 

Fluka AG ; 
Gallard-Schlesinger Chemical Mfg. Corp. 
General Drug and Chemical Corp. 
Hoechst-Behring l 

ICN Nutritional Biochemicals 

Irvine Scientific 

Isolab, Inc. 

KC Biological, Inc. 

M.A. Bioproducts 

MCB/Harleco 

E. Merck 

P-L Biochemicals, Inc. 

Polaron Equipment Ltd. 

Polysciences, Inc. 

Research Organics, Inc. 

Research Plus, Inc. 

Sanbio b.v. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Taab Enterprises 

Tridom Chemical Inc. : 
Uniscience Ltd. 

United States Biochemical Corporation 
The Wellcome Foundation Ltd. 


HEPPS, buffer 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 

BDH Chemicals Ltd. 

Calbiochem 

Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

Ferak Berlin 

Fisons Scientific Apparatus 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
General Drug aríd Chemical Corp. 

ICN Nutritional Biochemicals 
MCB/Harleco 

E. Merck 

P-L Biochemicals, Inc. 

Research Organics, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemital Company 

Tridom Chemical Inc. 

Unisciénce Ltd. 

United States Biochemical Corporation 


hetacillin 


Sigma Chemical Company 
Signo Trading International! Ltd. 


hexasterol 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 

Koch-Light Laboratories Ltd. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 


hexokinase 


e Accurate Chemical & Scientific Corporation 
' Atomergic Chemetals Corp. 
BDH Chemicals Ltd. 
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Beckman Instruments, Inc. 

Beckman Instruments, Inc. (Microbics) 
Biogenzia Lemariia SA 

Biozyme Laboratories Limited 
Boehringer Mannheim GmbH 
Calbiochem 

Chemical Data Systems, Inc. 
Chemical Dynamics Corporation 

East Anglia Chemicals Ltd. 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Genzyme Corporation 

Hughes & Hughes Ltd. 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

E. Merck 

Millipore UK Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 
Worthington Diagnostics 


HIMT, plant growth regulator 


Chemical Dynamics Corporation 
ICN Nutritional Biochemicals 
Tridom Chemical Inc. 


hirudin 


Accurate Chemical & Scientific Corporation 
Calbiochem 

Carl Roth GmbH & Co. KG 

Paesel GmbH & Co. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Uniscience Ltd. 


histidase 
ICN Nutritional Biochemicals 
Paesel GmbH & Co. 


Sigma Chemical Company 
Uniscience Ltd. 


histones 

Boehringer Mannheim GmbH 
Carl Roth GmbH & Co. KG 
Fluka AG 

Koch-Light Laboratories Ltd. 
Millipore UK Ltd. 

Sigma Chemical Company 
Syndel Laboratories Ltd. 
Worthington Diagnostics 


homatropine 


Atomergic Chemetals Corp. 
Boehringer Ingelheim KG 

Car! Roth GmbH & Co. KG 
Genéral Drug and Chemical Corp. 
Henley*& Co., Inc. i 
ICN Nutritional Biochemicals 
Pfaltz and Bauer, Inc. 

Research Plus, Inc. 


HPL 


Etablissements Hoques 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 
Uniscience Ltd. 


homatropine hydrobromide 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
Boehringer Ingelheim KG 
Henley & Co., Inc. 

ICN Nutritional Biochemicals 
Inland Alkaloid Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 
Etablissements Roques 

Sigma Chemical Company 


hordenine 


Carl Roth GmbH & Co. KG 
Chemical Dynamics Corporation 
ICN Nutritional Biochemicals 
Pfaltz and Bauer, Inc. 

Sigma Chemical Company 


HPLC, column packing materials 


Alltech Associates, Inc. 

The Anspec Company, Inc. 
Applied Science Division 
Applied Science Europe B.V. 
J.T. Baker Chemical Company 
J.T. Baker Chemicals B.V. 

BDH Chemicals Ltd. 

Beckman Instruments, Inc. 
Beckman Instruments, Inc. (Altex) 
Benson Company 

Bethesda Research Laboratories, Inc. 
Bio-Rad Laboratories 

Camlab Limited 

Chemical Dynamics Corporation 
Chrompack Nederland BV 
Cruachan Chemical Co. Ltd. 
Du Pont de Nemours International S.A. 
ES Industries 

Field Instruments Co. Ltd. 

W.R. Grace & Co. 

Hamilton Company 

Réactifs IBF 

Jones Chromatography Inc. 
Koch-Light Laboratories Ltd. 
Kratos Inc. 

LKB Instruments, Inc. 
LKB-Produkter AB 
MCB/Harleco 

E. Merck 

Micromeritics Instrument Corporation 
P & S Biochemicals Ltd. 

Phase Separations Ltd. 

Pierce Eurochemie B.V. 

The Separations Group (Vydac) 
SERVA Feinbiochemica GmbH 
Shandon Southern Products 
Sigma Chemical Company 
Spectra-Physics, Inc. 

Supelco, Inc. 

SynChrom, inc. 

Tridom Chemical Inc. 

Uniscience Ltd. 
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HPL 


Universal Scientific, Inc. 
Varian Associates Inc. 
Waters Associates, Inc: 


HPLC, ion-pairing reagents 
Alltech Associates, Inc. 

The Anspec Company, Inc. 

J.T. Baker Chemical Company 
J.T. Baker Chemicals B.V. 

BDH Chemicals Ltd. 

Beckman Instruments, inc. 
Beckman. Instruments; Inc. (Altex) 
Chrompack Nederland BV 

Field Instruments. Co. Ltd. 

Fisons Scientific Apparatus 

Fluka AG 

Jones Chromatography inc. 
Phase Separatioris Ltd. 
Uniscience Ltd. 

Universal Scientific, Inc. 

Varian Associates Inc. 

Waters Associates, Inc. 


HPLC, pre-packed columns 


Alltech Associates, Inc., 

The Anspec Company, Inc. 
Applied Science Division 

J.T. Baker Chemical Company 
J.T. Baker Chemicals B.V. 

BDH Chemicals Ltd. — 
Beckman Instruments, Inc. 
Beckman Instruments, Inc. (Altex) 
Benson Company 

Bio-Rad Laboratories 

Camlab Limited 

Carolina Biological Supply Company 
Chromatix 

Chrompack Nederland BV 

Du Pont de Nemours International S.A. 
ES Industries 

Field Instruments Co. Ltd. 
Hamilton Company 

Helena Laboratories 

Jones Chromatography Inc. 

` Kratos Inc. 

LKB Instruments, Inc. 
LKB-Produkter AB 
MCB/Harleco 

Micromeritics Instrument Corporation 
Packard Instrument Company, Inc. 
P & S Biochemicals Ltd. 

Phase Separations Ltd. 

Pierce Eurochemie B.V. 

The Separations Group (Vydac) 
Shandon Southern Products 
Spectra-Physics, Inc. 

Supelco, Inc. 

SynChrom, Inc. 

Tridom Chemical Inc. 

Uniscience Ltd. 

Universal Scientific, Inc. 

Varian Associates Inc. 

Watérs Associates, Inc. 


HPLC, purified solvents 
Alltech Associates, Inc. 

Thé Anspec Company, Inc. . 

Applied Science Europe B.V. ` 


Ashland Chemical Company ` 
J.T. Baker Chemical Company 
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J.T. Baker Chemicals B.V. 

BDH Chemicals Ltd. 

Burdick & Jackson Laboratories, Inc. 
Chemical Dynamics Corporation 
Field Instruments Co. Ltd. 

Fisons Scientific Apparatus 

Fluka AG 

Koch-Light Laboratories Ltd. 
LaPine Scientific Co. 

E. Merck 

Packard instrument Company, Inc. 
Pierce Eurochemie' B.V. 

Supelco, Inc. 

Tridom Chemical Inc. 

Universal Scientific, Inc. 

Varian Associates Inc., 

Waters Associates, Inc. 


HPTLC supplies 


The Anspec Company, Inc. 

J.T. Baker Chemical Company 
BDH Chemicals Ltd: 

Camlab Limited 

Field Instruments Co. Ltd. 
Fotodyne Inc. ` 

Jones Chromatography Inc. 
Kontes ^. 

MCB/Harleco 

E. Merck 

Pierce Eurochemie B.V. 

SERVA Feinblochemica GmbH 
Supelco, Inc. ` 

Uniscience Ltd. 

Universal Sciehtific, Inc. 


human chorionic gonadotropin 


American Biological Corp. 

The Arnel Products Company, Inc. 
Atomergic Chemetals Corp. 

Beckman Instruments, Inc. (Bioproducts) 
BioDx 

Calbiochem 

California Medicinal Chemistry Corporation 
Cambridge Medical Diagnostics, Inc. 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

General Drug and Chemica! Corp. 
Immuchem Corp." 

Imuco; S. A. 

International Laboratory Services Ltd. 
Meloy Laboratories, Inc. 

Paesel GmbH & Co. ` 

Paines and Byrne Ltd. 

Peninsula Laboratories, Incorporated 
Radioassay Systems Laboratories, !nc. 
Research Plus, Ine. 

Roussel Corporation 

Schering Aktiengesellschaft 

Serono Diagnostics 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Syndel Laboratories Ltd. 
UCB-Bioproducts 

Uniscience Ltd. 

Wellcome Reagents Limited 


human placental lactogen 


Advanced Laboratory Techniques 
American Biological Corp. 
California Medicinal Chemistry Corporation 


Cambridge Medical Diágnostics, Inc. 
Cambridge Research Biochemicals Limited 
ICN Nutritional Biochemicals 

Imuco, SA ` 

International Laboratory Services Ltd. 
Paesel GmbH & Co. 

Radioassay Systems Laboratories, Inc. 
Serono Diagnostics 

UCB-Bioproducts 

Uniscience Ltd. 


humulon 
ICN Nutritional Biochemicals 


Sigma Chemical Company 
Uniscience Ltd. 


hyaluronic acid 


Accurate Chemical & Scientific Corporation 
American Laboratories Inc. 

Atomergic Chemetals Corp. 

BDH Chemicals Ltd. 

Biogenzia Lemania SA " 

Boehringer Mannheim GmbH 
Calbiochem 

Chemical Dynamics Corporation 
Diagnostic, Inc. í 
Ferak Berlin 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Koch-Light Laboratories Ltd. 

Paesel GmbH & Co. 

Pfaitz and Bauer; Inc. 

P-L Biochemicals, Inc. 

Robeco Chemicals, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

United States Biochemical Corporation 


hyaluronidase 

Accurate Chémical & Scientific Corporation 
Atomergic Chemetáls Corp. 
BDH Chemicals: Ltd. 

Biochemie Gesellschaft m.b.H. 
Biogénzia Lemania SA ` 
Biozyme Laboratories Limited 
Boehringer Mannheim GmbH 
Calbiochem 

Choay Chimie 

Flüka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Hughes & Hughes Ltd. 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

E. Merck 

Miles Laboratories, Inc. 
Millipore UK Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 

Polaron Equipment Ltd. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Taab Enterprises 

Uniscience Ltd. 

Worthington Diagnostics 


hydrastine hydrochloride 


Atomergic Chemetals Corp. 
Carl Roth GmbH & Co. KG 


Nat 


HYO | The Acknowledged 
symbol of Excellence 
Since 1959 


HPLC Solvents 
from Burdick 
& Jackson 


Fluka AG | beta-hydroxybutyrase 
ICN Nutritional Biochemicals 
Inland Alkaloid Co. 

Pfaltz and Bauer, Inc. 
Research Plus, Inc. 

Sigma Chemical Company 
United States Biochemical Corporation ' 


Pfaltz and Bauer, inc. 


hydroxybutyrate dehydrogenase 


Boehringer Mannheim GmbH 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 

Sigma Chemical Company 


Purified to the exacting 
requirements of HPLC, 
gas chromatography, 
fluorescence and 
spectrophotometric 
analysis. 


hydrocortisone 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. | 
Bate Chemical Company Limited 
Collaborative Research, Inc. ' Farmitalia-Carlo Erba SpA (Industrial) 
Fluka AG Fluka AG 


Henley & Co., Inc. Pfaltz and Bauer, Inc. 
ICN Nutritional Biochemicals Research Plus, Inc. 


Koch-Light Laboratories Ltd. | 


hydroxycobalamin 


E. Merck 
Paesel GmbH & Co. 


Pfaltz and Bauer, Inc. 


Radioassay Systems Laboratories, Inc. 


Research Plus, Inc. 
Robeco Chemicals, Inc. 
Rousse! Corporation 


Schering Aktiengesellschaft 


Serono Diagnostics 


SERVA Felnbiochemica GmbH 
Sigma Chemical Company 
Signo Trading International Ltd. 


Tridom Chemical Inc. 
Uniscience Ltd. 


Roussel Corporation 
Sigma Chemical Company 
Tridom Chemical Inc. 
Uniscience Ltd. 


hydroxymercuribenzoic acid 


Aldrich Chemical Company (US) 
Calbiochem 

Fluka AG 

Pfaltz and Bauer, inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


Acetone 

Acetonitrile 
Benzene 

Butanol- 1 

Butanol-2 

n-Butyl Acetate 
Buty! Chloride 
Carbon Tetrachlonde 
Chlorobenzene 
Chloroform 
Cyclohexane 
Cyclopentane 
o-Dichlorobenzene 
Diethyl Carbonate 
Dimethyl Acetamide 
Dimethyl Formamide 
Dimethyl Sulfoxide 
Dioxane 
2-Ethoxyethanol 


.R. Ethyl Acetate 
| Td i Eiern D 
: nitrobenz loguanosine thylene Dichlonde 
hydrophobic chromatography, y 3 Heptane 
alkyl agaroses Calbiochem Hexadecane 


Pfaltz and Bauer, Inc. 


Hexane 


Bethesda Research Laboratories, Inc. ae i 


Field Instruments Co. Ltd. I Methanol 


LKB Instruments, Inc. i Lo : 2-Methoxyethano! 
Miles Laboratories, Inc. hydroxy-5-nitrobenzylthioinosine 2-Methoxyethy! Acetate 


. Methyl t-Butyl Ether 
P & S Biochemicals Ltd. Calbiochem Methyl Ethyl Ketone 
Pharmacia Fine Chemicals 


Methyl Isoamyl Ketone 

Sigma Chemical Company Mes E 

ethyl n-Propyi Ketone 
hydroxypyruvic acid phosphate E 
dimethyl ketal . Nonane 
Pentane 
Petroleum Ether 
beta-Phenethylamine 


hydrophobic chromatography, 


E Gibco Division 
amino alkyl agaroses 


ICN Nutritional Biochemicals 
Sigma Chemical Company 


bk 
Bethesda Research Laboratories, inc. 
" Tridom Chemical Inc. 


Field Instruments Co. Ltd. Pyridine 

LKB Instruments, Inc. Tetrahydrofuran 
MCB/Harleco Toluene 

Miles Laboratories, inc. ; Trichloroethylene 

P & S Biochemicals Ltd. : hyoscine Trichlorotrifluoroethane 


i 2,2,4- Trimethylpentane 
Pharmacia Fine Chemicals Accurate Chemical & Scientific Corporation Water for HPL 
Pierce Chemical Company 


Aldrich Chemical Company (US) o-Xylene 
Pierce Eurochemie B.V. 


` Atomergic Chemetals Corp. 
Sigma Chemical Company BDH Chemicals Ltd. 


Carl Roth GmbH & Co. KG 
Chemical Dynamics Corporation 


Fluka AG Call or write for more information. 


E ee e BURDICK & JACKSON 
LABORATORIES, INC. 


Inland Alkaloid Co. 
1953 South Harvey Street 


Pfaltz and Bauer, inc. 
Etablissements Roques 

Muskegon, Michigan U.S.A. 49442 
(616) 726-3171 


Propylene Carbonate 


3-hydroxyacyl-Co-A 
dehydrogenase 


Boehringer Mannheim GmbH 
Koch-Light Laboratories Ltd. 
* Paesel GmbH & Co. 
P-L Biochemicals, Inc. 
Sigma Chemical Company 


SERVA Felnblochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 
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HYO 


hyoscyamine 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 
Boehringer Ingelheim KG 

Carl Roth GmbH & Co. KG 
Chemical Dynamics Corporation 
Fluka AG 

Henley & Co., Inc. 

ICN Nutritional Biochemicals 
Inland Alkaloid Co. 

Pacific Gateway Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 
Etablissements Roques 

Roussel Corporation 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


beta-hypophamine 


Sigma Chemical Company 
Uniscience Ltd. 


IgA 


Accurate Chemical & Scientific Corporation 

American Biological Corp. 

Beckman-Riic Ltd. 

Calbiochem 

California Medicinal Chemistry Corporation 

Cappel Laboratories 

Electro-Nucleonics, Inc. 

Hoechst U.K. Ltd. 

HUMAN Institute for Serobacteriological Research 
and Production 

ICN Nutritional Biochemicals 

Kent Laboratories Inc. 

Northeast Biomedical Laboratories Ltd. 

Paesel GmbH & Co. 

Research Plus, Inc. 

Sanbio b.v. 

Sera-Lab Ltd. 

Sigma Chemical Company 

Wellcome Reagents Limited 


IgD 


Accurate Chemical & Scientific Corporation 
American Biological Corp. 

Calbiochem 

Kent Laboratories Inc. 

Paesel GmbH & Co. 

Research Plus, Inc. 

Sera-Lab Ltd. 

Sigma Chemical Company 


IgE 


Accurate Chemical & Scientific Corporation 
American Biological Corp. 

Calbiochem 

California Medicinal Chemistry Corporation 
Kent Laboratories Inc. 

Paesel GmbH & Co. 

Research Plus, Inc. 

Sera-Lab Ltd. 

Sigma Chemical Company 


IgG 


Accurate Chemical & Scientific Corporation 
Advanced Laboratory Techniques 
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American Biological Corp. 

Beckman-Riic Ltd. 

Calbiochem 

California Medicinal Chemistry Corporation 

Cappel Laboratories 

Electro-Nucleonics, Inc. 

Genetic Systems Corporation 

Hoechst U.K. Ltd. 

HUMAN Institute for Serobacteriological Research 
and Production 

ICN Nutritional Biochemicals 

Kent Laboratories Inc. 

Miles Laboratories, Inc. 

Northeast Biomedical Laboratories Ltd. 

Paesel GmbH & Co. 

Pel-Freez Biologicals 

Research Plus, Inc. 

Sanbio b.v. 

Sera-Lab Ltd. 

Sigma Chemical Company 

Vector Laboratories, Inc. 

Wellcome Reagents Limited 


IgM 


Accurate Chemical & Scientific Corporation 

American Biological Corp. 

Beckman-Riic Ltd. 

Calbiochem 

California Medicinal Chemistry Corporation 

Cappel Laboratories 

Electro-Nucleonics, Inc. 

Hoechst U.K. Ltd. 

HUMAN Institute for Serobacteriological Research 
and Production 

Kent Laboratories Inc. 

Miles Laboratories, Inc. 

Northeast Biomedical Laboratories Ltd. 

Paesel GmbH & Co. 

Pel-Freez Biologlcais 

Research Plus, Inc. 

Sanbio b.v. 

Sera-Lab Ltd. 

Sigma Chemical Company 

Wellcome Reagents Limited 


imidazole buffer solution 


Atomergic Chemetals Corp. 
BDH Chemicals Ltd. 
Boehringer Mannheim GmbH 
Calbiochem 

Cambridge Research Biochemicals Limited 
Fisons Scientific Apparatus 
Gibco Division 

ICN Nutritional Biochemicals 
n.v. Immuno s.a. 

P-L Biochemicals, Inc. 
Research Organics, Inc. 
Sigma Chemical Company 


immobilized enzyme, 
acetylcholinesterase 


ICN Nutritional Biochemicals 
Millipore UK Ltd. 

M.P.K. Omega Co. 

Pfaltz and Bauer, Inc. 


immobilized enzyme, alcohol 
dehydrogenase 
ICN Nutritional Biochemicals 


Millipore UK Ltd. 
M.P.K. Omega Co. 


Pfaltz and Bauer, Inc. 
Sigma Chemical Company 


immobilized enzyme, aldolase 


ICN Nutritional Biochemicals 
Pfaltz and Bauer, Inc. 
Sigma Chemical Company 


immobilized enzyme, amylase 


General Drug and Chemical Corp. 
ICN Nutritional Biochemicals 
MCB/Harleco 

Millipore UK Ltd. 

Pfaltz and Bauer, Inc. 

Reliance Brooks Inc. 

Sigma Chemical Company 


immobilized enzyme, 
asparaginase 


ICN Nutritional Biochemicals 
Millipore UK Ltd. 

Pfaltz and Bauer, Inc. 
Sigma Chemical Company 


immobilized enzyme, beta- 
glucuronidase 


ICN Nutritional Biochemicals 
Millipore UK Ltd. 

Pfaltz and Bauer, Inc. 
Sigma Chemical Company 


immobilized enzyme, 
carboxypeptidase A 


ICN Nutritional Biochemicals 
Millipore UK Ltd. 

Pfaltz and Bauer, Inc. 
Sigma Chemical Company 


immobilized enzyme, alpha- 
chymotrypsin 


ICN Nutritional Biochemicals 
Millipore UK Ltd. Kai 
Pfaltz and Bauer, Inc. 

Sigma Chemical Company 


immobilized enzyme, creatine 
phosphokinase 


ICN Nutritional Biochemicals 
Millipore UK Ltd. 

M.P.K. Omega Co. 

Pfaltz and Bauer, Inc. 
Sigma Chemical! Company 


immobilized enzyme, ficin 


Chori Company Limited 

ICN Nutritional Biochemicals 
Pfaltz and Bauer, Inc. 
Sigma Chemical Company 
Uniscience Ltd. 


Nature 


immobilized enzyme, glucose 
oxidase 


Bio-Rad Laboratories 

Boehringer Mannheim GmbH 

Farmitalia Carlo Erba SpA (Analytical/Diagnostics) 
Gibco Division 

ICN Nutritional Biochernicals 

Millipore UK Ltd. 

Pfaltz and Bauer, Inc. 

Sigma Chemical Company 

Uniscience Ltd. 


immobilized enzyme, glucose-6- 
phosphate dehydrogenase 

Gibco Division 

ICN Nutritional Biochemicals 

Millipore UK Ltd. 

Pfaltz and Bauer, Inc. 


Sigma Chemical Company 
Uniscience Ltd. 


immobilized enzyme, | 
glyceraldehyde-3-phosphate 
dehydrogenase 


ICN Nutritional Biochemicals 
Pfaltz and Bauer, Inc. 

RIA (UK) 

Sigma Chemical Company 


immobilized enzyme, alpha- 
glycerophosphate 
dehydrogenase 


ICN Nutritional Biochemicals 
Pfaltz and Bauer, Inc. 


immobilized enzyme, hexokinase 


ICN Nutritional Biochemicals 
Millipore UK Ltd. 

M.P.K. Omega Co. 

Pfaltz and Bauer, Inc. 
Sigma Chemical Company 


immobilized enzyme, lactate 
dehydrogenase 

ICN Nutritional Biochemicals 

Millipore UK Ltd. 


Pfaltz and Bauer, Inc. 
Sigma Chemical Company 


immobilized enzyme, malate 
dehydrogenase 


ICN Nutritional Biochemicals 
Millipore UK Ltd. 

Pfaltz and Bauer, Inc. 
Sigma Chemical Company 


immobilized enzyme, 
neuraminidase 


ICN Nutritional Biochemicals 
Millipore UK Ltd. 
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Pfaltz and Bauer, Inc. 
Sigma Chemical Company 


immobilized enzyme, papain 


General Drug and Chemical Corp. 
ICN Nutritional Biochemicals 
Millipore UK Ltd. 

Pfaltz and Bauer, Inc. 

Sigma Chemical Company 
Uniscience Ltd. 


immobilized enzyme, peroxidase 


California Medicinal Chemistry Corporation 
ICN Nutritional Biochemicals 

Millipore UK Ltd. 

Pfaltz and Bauer, Inc. 

Sigma Chemical Company 


immobilized enzyme, 
phosphatase, alkaline 


Bethesda Research Laboratories, Inc. 
ICN Nutritional Biochemicals 

Millipore UK Ltd. 

Pfaltz and Bauer, Inc. 

Sigma Chemical Company 


immobilized enzyme, 
phosphoglucose isomerase 


ICN Nutritional Biochemicals 
Pfaltz and Bauer, Inc. 
Sigma Chemical Company 


immobilized enzyme, 3- 
phosphoglyceric 
phosphokinase 


ICN Nutritional Biochemicals 
Pfaltz and Bauer, Inc. 

RIA (UK) 

Sigma Chemical Company 


immobilized enzyme, 
phospholipase A 


ICN Nutritional Biochemicals 
Pfaltz and Bauer, Inc. 
Sigma Chemical Company 


immobilized enzyme, protease 


ICN Nutritional Biochemicals 
Millipore UK Ltd. 

Pfaltz and Bauer, Inc. 

Röhm GmbH 

Sigma Chemical Company 


immobilized enzyme, pyruvate 
kinase 


ICN Nutritional Biochemicals 
Millipore UK Ltd. 

Pfaltz and Bauer, Inc. 
Sigma Chemical Company 





























Free 
catalog covers 


100 affinity-isolated 
antibodies 


They're all here: FITC, TRITC, Peroxidase, 
Alkaline Phosphatase, and Biotin in a 
handy four-page brochure. Major 
categories include 


= Goat Antibodies to Human Proteins 

a Goat F(ab’)2 Fractions to Human 
Immunoglobulins—Fluorescein 
Conjugates 

€ Goat Anti-Mouse Reagents 

€ Second Antibodies to Rabbit IgG and 
Goat IgG 


These high-avidity antibodies are free 
of human serum proteins and are priced 
at a fraction of what you would expect 
to pay. 


Many more products will be added to the 
range during 1982! 


For a free catalog and price list, contact: 
ay. 
1 Edwards Court G ô 
PO. Box 4463 TA 


Burlingame, CA 94010* (415) 342-8991 









Tago, Inc. 


immobilized enzyme, 
ribonuclease A 


Boehringer Mannheim GmbH 
ICN Nutritional Biochemicals 
Millipore UK Ltd. 

Pfaltz and Bauer, Inc. 

Sigma Chemical Company 
Uniscience Ltd. 

Worthington Diagnostics 


immobilized enzyme, triose 
phosphate isomerase 


ICN Nutritional Biochemicals 
Pfaltz and Bauer, Inc. 


immobilized enzyme, trypsin 


Boehringer Mannheim GmbH 
General Drug and Chemical Corp. 
Gibco Division 

ICN Nutritional Biochemicals 
Millipore UK Ltd. 

Pfaltz and Bauer, Inc. 

Pierce Chemical Company 
Röhm GmbH 

Sigma Chemical Company 
Uniscience Ltd. 

Worthington Diagnostics 


immobilized enzyme, urease 


Boehringer Mannheim GmbH 

E-Y Laboratories, Inc. 

Farmitalia Carlo Erba SpA (Analytical/Diagnostics) 
General Drug and Chemical Corp. 

ICN Nutritional Biochemicals 
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Millipore UK Ltd. 
Pfaltz and Bauer, Inc. 
Sigma Chemical Company 


immunodiffusion products 


American Hospital Supply (UK) Ltd. 
BDH Chemicals Ltd. 
bioMérieux S.A. 

Bio-Rad Laboratories 
Biotest-Serum-Institut GmbH 
Bioware Products 

Cedarlane Laboratories Limited 
Cordis Laboratories, Inc. 
Corning Medical & Scientific 
DAKO-immunoglobulins a/s, DAKOPATTS A/S 
Hoechst-Behring 

Hoechst U.K. Ltd. 

Réactifs IBF 

ICL Scientific 

Immuno Limited 

n.v. Immuno s.a. 

Indiana Biolab 

Isolab, Inc. 

Kallestad Laboratories, Inc. 
Kent Laboratories Inc. 

LKB Instruments, Inc. 
LKB-Produkter AB 

M.A. Bioproducts 

Marine Colloids Division 
Mercia-Brocades Limited 
Meridian Diagnostics, Inc. 
Miles Laboratories, Inc. 
Mirob Laboratories Inc. 
Northeast Biomedical Laboratories Ltd. 
Pharmacia Fine Chemicals 
Research Plus, Inc. 

` Sera-Lab Ltd. 

Seward Laboratory 

Sigma Chemical Company 
Signo Trading International Ltd. 
Uniscience Ltd. 


immunoelectrophoresis supplies 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 
Beckman Instruments, inc. 
Biogenzia Lemania SA 
Bio-Rad Laboratories 

Cordis Laboratories, Inc. 
Corning Medical & Scientific 
Helena Laboratories 
Hoechst-Behring 

ICL Scientific 

Immuno Limited 

n.v. Immuno s.a. 
Inter-Medico 

Isolab, Inc. 

Kallestad Laboratories, Inc. 
LKB Instruments, Inc. 
LKB-Produkter AB 

M.A. Bioproducts 

Marine Colloids Division 
MCB/Harleco 
Mercia-Brocades Limited 
Miles Laboratories, Inc. 
Pharmacia Fine Chemicals 
Pharmacia Inc. 
Polysciences, Inc. 
Sartorius Filters, Inc. 
Shandon Southern Products 
. Sigma Chemical Company 
Tridom Chemical Inc. 
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indicators, pH and redox 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 

BDH Chemicals Ltd. 

Carolina Biological Supply Company 
Chemical Data Systems, Inc. 

Comber and Son 

East Anglia Chemicals Ltd. 

Eastern Chemical 

EDT Research 

Extech International Corp. 

Fisons Scientific Apparatus 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
GBI Laboratories Ltd. 

General Drug and Chemical Corp. 
Koch-Light Laboratories Ltd. 
Loba-Chemie 

MCB/Harleco 

Medical Chemical Corp. 

Medical Wire & Equipment Co. 

Micro Filtration Systems 

Peboc Limited 

Pfaltz and Bauer, Inc. 

Philip Harris Ltd. 

Polysciences, Inc. 

Raymond A. Lamb 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Signo Trading International Ltd. 
Société Chimique Pointet Girard-Réactifs RAL 
Taylor Chemicals, Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


indole-3-acetic acid 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Alfa Products 

Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
BDH Chemicals Ltd. 
Boehringer Mannheim GmbH 
Calbiochem 

Carl Roth GmbH & Co. KG 
Carolina Biological Supply Company 
Chemical Dynamics Corporation 
East Anglia Chemicals Ltd. 
Eastern Chemical 

Fisons Scientific Apparatus 
Fluka AG 

GBI Laboratories Ltd. 

General Drug and Chemical Corp. 
Griffin & George Ltd. 

ICN Nutritional Biochemicals 

KC Biological, Inc. 

Koch-Light Laboratories Ltd. 

E. Merck 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Philip Harris Ltd. 

Polysciences, Inc. 

Research Organics, Inc. 
Research Plus, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 


Uniscience Ltd. 
United States Biochemical Corporation 


indole-3-butyric acid 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Alfa Products 

Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
BDH Chemicals Ltd. 

Calbiochem 

Carolina Biological Supply Company 
Chemical Dynamics Corporation 
East Anglia Chemicals Ltd. 

Eastern Chemical 

Fisons Scientific Apparatus 

Fluka AG 

GB! Laboratories Ltd. 

ICN Nutritional Biochemicals 

KC Biological, Inc. 

Koch-Light Laboratories Ltd. 

E. Merck 

Pfaltz and Bauer, Inc. 
Polysciences, Inc. 

Research Organics, Inc. 

Research Plus, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


indole-3-lactic acid 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 

Koch-Light Laboratories Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 


indole-3-propionic acid 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

Aldrich Chemical Company (US) 

Alfa Products E 
Atomergic Chemetals Corp. 
Calbiochem 

Fluka AG 

GBI Laboratories Ltd. 

Koch-Light Laboratories Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Organics, Inc. 

Research Plus, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


inositol 


Accurate Chemical & Scientific Corporation » 
Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 


Nature 
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Alfa Products 
Analabs . 
Atomergic Chemetals Corp. | 
J.T. Baker Chemical Company 
BDH Chemicals Ltd. 
Calbiochem 

Carl Roth GmbH & Co. KG 
Chemical Dynamics Corporation 
East Anglia Chemicals Ltd. 
Eastern Chemical 

Fluka AG 

Gailard-Schleslnger Chemical Mfg. Corp. 
General Drug and Chemical Corp. 
ICN Nutritionál Biochemicals 

KC Biological, Inc. 

Kirkman Laboratories, Inc. 

Koch-Light Laboratories Ltd. 

E. Merck 

Pfaltz and Bauer, Inc. 

Pfanstiehl Laboratories Inc. 

Philip Harris Ltd. 

Research Plus, Inc. 

Robeco Chemicals, Inc. 

SAS Pharmaceuticals Ltd. 

Sigma Chemical Company 

Tridom Chemical Inc. 

United States Biochemical Corporation 


insulin 


Accurate Chemical & Scientific Corporation 
American Biological Corp. ! 
Atomergic Chemetals Corp. 

BDH Chemicals Ltd. 

Bethesda Research Laboratories, Inc. 
Calbiochem 

Cambridge Medical Diagnostics, Inc. 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 
Collaborative Research, Inc. 

Connaught Laboratories Limited 


Fluka AG ' 


Immuno Nuclear Corp. 

Imuco, S.A. 

Novo Industri A/S 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 
Radioassay. Systems Laboratories, Inc. 
Research Plus, Inc. 

Sequemat Inc. 

Serono Diagnostics 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Signo Trading International Ltd. 
Tridom Chemical Inc. 
Uniscience Ltd. 

The Wellcome Foundation Ltd. 


interferons 


Advanced Biotechnologies, Inc. 
Atomergic Chemetals Corp. 
Collaborative Research, Inc. 
Enzyme Center, Inc. 
Flow Laboratorles Limited 
Hoechst-Behring 
Interferon Sciences, inc. 
International Genetics Corporation 
Meloy Laboratories, Inc. 
Paesel GmbH & Co. 
Philadelphia Biologics Center 
Sigma Chemical Company 
Uniscience Ltd. 
‘United States Biochemical Corporation 
The Wellcome Foundation Ltd. 
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Vitrogen 100™ Collagen 


Advantage are: 


Economy: saves the time-consuming 
process of extracting and 
testing rat-tail collagen. 

Versatility: con be used for coating 
surfaces, forming gels, 
cloning, forming semi-solid 
suspensions. 

Time-saving: Vitrogen 100 collagen is 
sterile, ready-to-use with 
no powders to mix. 

Efficient: tested for compatibility 
with mammolian cell types. 


Vitrogen 100 Collagen is a trademark of 
Collagen Corporation. 


Circle No. on Reader Enquiry Card. 























































HAT Media 


Flow Laboratories now offer a range of 
HAT media for use in the production of 
monoclonal antibodies: 


1X DMEM with HAT 

1X RPMI 1640 with HAT 
50X HAT solution 

50X HT solution 


Each product is extensively quality 
controlled for its ability to select cells with 
functioning HGPRT mechanisms by the use 
of mouse myeloma and hybridoma cell 
types. 


Mouse myeloma cell lines are also 
available. 


Circle No. on Reader Enquiry Card. 


Lectins 


Flow Laboratories’ range of lectins 
provides optimum performance in 
procedures involving karyotype studies 
and lymphocyte transformation: 


Phytohaemagglutinin 
Concanavalin A 
Pokeweed Mitogen 
Wheatgerm Agglutinin 
Soya Bean Agglutinin 
Peanut Agglutinin 


Circle No. on Reader Enquiry Card. 





Flow Laboratories 

PO Box 17 

Second Avenue, Industrial Estate 
Irvine KA12 8NB, Scotland 

Tel: (0294) 72121 Telex: 77231 Flow G 
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interleukin Il, human 


Advanced Biotechnologies, Inc. 
Bethesda Research Laboratories, Inc. 
Collaborative Research, Inc. 
Electro-Nucleonics, Inc. 

Uniscience Ltd. 


interleukin Il, mouse 


Bethesda Research Laboratories, Inc. 
Collaborative Research, Inc. ' 
Uniscience Ltd. 


intrinsic factor 


Biofac A/S 

- Calbiochem 

Chemical Dynamics Corporation 

ICN Nutritional Biochemicals 

Scientific Protein Laboratories, Inc. 
Sigma Chemical Company 

Tridom Chemical Inc. | 

United States Biochemical Corporation 


inulin 

Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 

BDH Chemicals Ltd. 

Calbiochem 

Carl Roth GmbH & Co. KG 

Carolina Biological Supply Company 
Chemical Dynamics Corporation 

Difco Laboratories 

Eastern Chemical 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Griffin & George Ltd. 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

E. Merck 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Pfanstiehl Laboratories Inc. 

P-L Biochemicals, Inc, 
Polysciences, Inc. 

Senn Chemicals 

SERVA Feinblochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


invertase 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 

BDH Chemicals Ltd. 

Boehringer Mannheim GmbH 
Calbiochem 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Griffin & George Ltd. 

ICN Nutritional Biochemicals 

Koch-Light Laboratories Ltd. 

E. Merck 

Novo Industri A/S 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Röhm GmbH 
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SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 
Uniscience Ltd. 


in vitro DNA packaging kits 


Bethesda Research Laboratories, Inc. 
Meloy Laboratories, Inc. 
Uniscience Ltd. 


in vitro mRNA translation kits 


American Biological Corp. 

Bethesda Research Laboratories, Inc. 
Collaborative Research, Inc. 

Enzo Biochem, Inc. 

New England Nuclear 

Uniscience Ltd. 


in vitro transcription kits 


Bethesda Research Laboratories, Inc. 
Collaborative Research, Inc. 

New England Nuclear 

Uniscience Ltd. 


iodinated compounds 


ACF Chemiefarma NV 

Aldrich Chemical Company (US) 
American Biological Corp. 
Atomergic Chemetals Corp. 
Calbiochem 

Cambridge Medical Diagnostics, Inc. 
Collaborative Research, Inc. 
Fluka AG 

General Drug and Chemical Corp. 
Hoechst-Behring 

Immunex 

Immuno Nuclear Corp. 

imuco, S.A. 

Kallestad Laboratories, Inc. 
Koch-Light Laboratories Ltd. 
KOR, Incorporated 

Meéloy Laboratories, Inc. 

New England Nuclear 

Nordiclab OY 

Nuclear Medical Systems, Inc. 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Radioassay Systems Laboratories, Inc. 
RIA (UK) m 
Serono Diagnostics 

Signo Trading International Ltd. 


iodination reagents 


Aldrich Chemical Company (US) 
BDH Chemicals Ltd. 
Bio-Rad Laboratories 
Cambridge Medical Diagnostics, Ine 
E-Y Laboratories, Inc. 

Fluka AG 

Hoechst-Behring 

Immunex ` 

Koch-Light Laboratories Ltd. 
New England Nuclear 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Pierce Chemical Company 
Sanbio b.v. 


Sigma Chemical Company 
Signo Trading International Ltd. 


ion-exchange chromatography, 
benzoylated DEAE cellulose 


Accurate Chemical & Scientific Corporation 


Bio-Rad Laboratories 


Boehringer Mannheim GmbH 
Field Instruments Co. Ltd. 
Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


ion-exchange chromatography, 
carboxymethyl agarose beads 


Accurate Chemical & Scientific Corporation 
Bio-Rad Laboratories ` 

Field Instruments Co. Ltd. 

LKB Instruments, Inc. 

Pharmacia Fine Chemicals 

Pharmacia Inc. - 

Pierce Eurochemie B.V. 

Sigma Chemical Company 


ion-exchange chromatography, 
carboxymethyl cellulose 


Accurate Chemical & Scientific Corporation 
J.T. Baker Chemical Company 

BDH Chemicals Ltd. 

Bio-Rad Laboratories 

Brinkmann Instruments, Inc. 

California Medicinal Chemistry Corporation 
Camlab Limited 

Carl Roth GmbH & Co. KG 

Field Instruments Co. Ltd. 

Fisons Scientific Apparatus 

Fluka AG ~ 

General Drug and Chemical Corp. 

Jones Chromatography Inc. 

Koch-Light Laboratories Ltd. 

Pierce Chemical Company 

Pierce Eurochemie B.V. 

Polysciences, Inc. 

Robeco Chemicals, Inc. 

Schleicher & Schuéll, AG (Switzerland) 
Schleicher & Schuell, Inc. (US/Canada) 
Schleicher & Schiill GmbH (Worldwide) 
SERVA Feinbiochemica GmbH’ 

Sigma Chemical Company 


ion-exchange chromatography, 
carboxymethyl dextran beads 


Field Instruments Co. Ltd. 
LKB Instruments, inc. 
Pharmacia Fine Chemicals 
Pharmacia Inc. 


ion-exchange chromatography, 
chelating resins 


Atomergic Chemetals Corp. 


J.T. Baker Chemical Company 


BDH Chemicals Ltd. 


Bio-Rad Laboratories 
Field Instruments Co. Ltd. 


Rohm and Haas (UK) Limited 


SERVA Feinbiochemica GmbH 


Nature 
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ion-exchange chromatography, 
DEAE agarose beads 


Bio-Rad Laboratories 

Field Instruments Co. Ltd. 
LKB Instruments, Inc. 
Pharmacia Fine Chemicals 
Pharmacia Inc. ` 
Sigma Chemical Company 


ion-exchange chromatography, 
DEAE cellulose ` 


Accurate Chemical & Scientific Corporation 
J.T. Baker Chemical Company 

BDH Chemicals Ltd. 

Bio-Rad Laboratories 

Brinkmann Instruments, Inc. 

California Medicinal Chemistry Corporation 
Camlab Limited 

Comber and Son 

Field Instruments Co. Ltd. 

Fisons Scientific Apparatus 

Jones Chromatography Inc. 

Koch-Light Laboratories Ltd. 

Micro Filtration Systems 

Pharmacia Fine Chemicals 

Pharmacia Inc. 

Pierce Chemical Company 

Schleicher & Schueli, AG (Switzerland) 
Schleicher & Schuell, Inc. (US/Canada) 
Schleicher & Schill GmbH (Worldwide) 
SERVA Felnbiochemica GmbH 

Sigma Chemical Company 

Uniscience Ltd. 

Universal Scientific, Inc. 


ion-exchange chromatography, 
DEAE dextran beads 


Field Instruments Co. Ltd. 
LKB Instruments, Inc. 
Pharmacia Fine Chemicals 
Pharmacia Inc. 
Polysclences, Inc. 


lon-exchange chromatography, 
ECTEOLA cellulose ` ` 


Accurate Chemical & Scientific Corporation 
J.T. Baker Chemicai Company 

BDH Chemicals Ltd. 

Bio-Rad Laboratories 

Brinkmann Instruments, Inc. 

Camlab Limited 

Field Instruments Co. Ltd. 

Fisons Scientific Apparatus 

Micro Filtration Systems ` 

Schleicher & Schuell, AG (Switzerland) 
Schleicher & Schuell; Inc. (US/Canada) 
Schleicher & Schill GmbH (Worldwide) 
SERVA Feinbiochemica GmbH 

Sigma Chemical Company’ 


ion-exchange chromatography, 
HPLC specialty resins 


Alltech Associates, Inc. 


^ The Anspec Company, Inc. 


Benson Company 
Bio-Rad Laboratories 
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Camlab Limited 

Dionex Corporation 

Field Instruments Co. Ltd. 
Hamilton Company ` 

Jones Chromatography Inc. 
Kratos Inc. : 

E. Merck 

P & S Biochemicals Ltd. 
The Separations Group (Vydac) 
Sigma Chemical Company 
SynChrom, Inc. 

Uniscience Ltd. 

Universal Scientific, Inc. 
Varian Associates Inc. 
Waters Associates, Inc. 


ion-exchange chromatography, 
hydroxyapatite 


Bethesda Research Laboratories, Inc. 


ion-exchange chromatography, 
2-hydroxypropylamine 
cellulose E 


Bio-Rad Laboratories 
Field Instruments Co. Ltd. 


ion-exchange chromatography, 
ion retarding resins 


The Anspec Company, Inc. 
Bio-Rad Laboratories 

Field Instruments Co. Ltd. 
Sigma Chemical Company 
Uniscience Ltd. : 


ion-éxchange chromatography, 
mixed bed resins 


J.T. Baker Chemical Company 
BDH Chemicals Ltd. 

Benson Company ' 

Bio-Rad Laboratories 

Chemical Dynamics Corporation 
Field Instruments Co. Lid. 

Fluka AG 

General Drug and Chemical Corp. 
Hamilton Company 

LKB Instruments, Inc. 

Rohm and Haas (UK) Limited 
SERVA Felnblochemica GmbH 
Uniscience Ltd. ` 


ion-exchange chromatography, 
phosphocellulose 


J.T. Baker Chemical Company 

Bio-Rad Laboratories ` 

Field Instruments Co. Ltd. 

Jones Chromatography Inc. 

Schleicher & Schuell, AG (Switzerland) 
Schleicher & Schuell, Inc. (US/Canada) 
Schleicher & Schüll GmbH (Worldwide) 
SERVA Felnbiochemica GmbH 

Sigma Chemical Company 


ION 


ion-exchange chromatography, 
pre-packed columns 


Alltech Associates, Inc. 

The Anspec Company, Inc. 
Bio-Rad Laboratories 

Camlab Limited 

Carolina Biological Supply Company 
Chromatix 

Field Instruments Co. Ltd. 
Hamilton Company 

Isolab, Inc. 

Kratos Inc. 

MCB/Harleco 

E. Merck 

The Separations Group (Vydac) 
SERVA Felnbiochemica GmbH 
SynChrom, Inc. 

Uniscience Ltd. 

Varian Associates Inc. 


ion-exchange chromatography, 
QAE dextran beads 


Field Instruments Co. Ltd. 
Pharmacla Fine Chemicals 
Pharmacia Inc. 


ion-exchange chromatography, 
quaternary ammonium 
polystrene resins 


BDH Chemicals Ltd. 

Benson Company 

Bio-Rad Laboratories 

Dionex Corporation 

Field Instruments Co. Ltd. 
LKB-Produkter AB 
Research Plus, Inc. 

Rohm and Haas (UK) Limited 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Universal Scieritific, Inc. 
Varian Associates Inc. 


ion-exchange chromatography, 
sulfonic acid polystyrene 
resins 


Aldrich Chemical Co. Ltd. (UK) 

BDH Chemicals Ltd. 

Beckman Instruments, Inc. (Bioproducts) 
Benson Company 

Bio-Rad Laboratories 

California Medicinal Chemistry Corporation 
Cruachan Chemical Co. Ltd. 

Dionex Corporation 

Field Instruments Co. Ltd. 

Hamilton Company 

Polysciences, Inc. 

Rohm and Haas (UK) Limited 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Universal Scientitic, Inc. 

Varian Associates Inc. 
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ION 


ion-exchange chromatography, 


sulfopropyl dextran beads 


Field Instruments Co. Ltd. 
Pharmacia Fine Chemicals 
Pharmacia Inc. ~ — 


ion-exchange chromatography; 


TEAE cellulose 
Accurate Chemical & Scientific Corporation 
` Bio- Rad Laboratories’ 
Field Instruments Co. Ltd. 
Schleicher & Schuell, AG (Switzerland) 
Schleicher & Schuell, Inc. (US/Canada) 
Schleicher & Schill GmbH (Worldwide) 
SERVA Feinblochemica GmbH 
Sigma Chemical Company 


ion-exchange’ chromatography, 
tertiary/quaternary amine 
styrene resins 


Benson Company. 

Bio-Rad Laboratories 

Field Instruments Co. Ltd. 
Hamilton Company 

Rohm and Haas (UK) Limited 
Sigma Chemical Company 


ioriophores 


Calbiochem 

Fluka AG 

Sigma Chemical Company 
Signo Trading International Ltd. 


isoascorbic acid 


Accurate Chemical & Scientific Corporation 
Alfa Products 

Garl Roth GmbH & Co. KG 

Fiuká AG 

Koch-Light Laboratories Ltd. 

Research Plus, Inc. 

SERVA Feinblochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. ` 


isoboldine 
Pfaltz and Bauer, Inc. 
Sigmá Chemical Company 


isocitric dehydrogenase 


BDH Chemicals Ltd. 
Boehringer Mannheim GmbH 
ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 

Sigma Chemical Company 
Tridom Chemical Inc. 
Uniscience Ltd. 
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isoelectric point markers 


Accurate Chemical & Scientific Corporation 
American Hospital.Supply (UK) Ltd. 

BDH Chemicals Ltd. 

Marine Colloids Division 

National Diagnostics Inc. 

Ptiarmacia Fine Chemicals 

Pharmacia Inc. l 


. SERVA Feinbiochemica GmbH 


isolectins, Bandeiraea 
simplicifloia 


Accurate.Chemilcal & Scientific Corporation 
Calbiocherri 

California Medicinal Chemistry Corporation 
Cedarlané Laboratories Limited 

E-Y Laboratories, Inc. 

Paesel GmbH & Co. 

Pierce Chemical Company 

Polysciences, Inc. 

Sanbio b.v. 

Sigma Chemical Company ` 

Tissue Culture Services Ltd. 

Zymed Laboratories 


isopropyl-beta-D-thio- 
galactopyranoside 


Accurate Chemical & Scientific Corporation 
Calbiochem 

Cambridge Research Biochemicals Limited 
Gibco Division ` 

Pdesel GmbH & Co. 

Pfaltz.and, Bauer, Inc. 

P-L Blochemicals, inc. 

Research Plus, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 

Sigma Chemicat Company 

Tridom Chemical Inc. 


isopropyl-beta-thio- 
glucopyranoside 


Accurate Chemical & Scientific Corporation 
Calbiochem 

Cambridge Research Biochemicals Limited 
Gibco Division 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 


isotachophoresis supplies 


LKB Instruments, Inc. 


isotocin . 
California Medicinal Chemistry Corporation 
Cambridge Research Biochemicals Limited 


Paesel GmbH & Co. 
Peninsula Laboratories, Incorporated 


- 


SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Syndel Laboratories Ltd. 

Tridom Chemical Inc. 
UCB-Bioproducts 

Vega Biochemicals 

juvenile hormone 
Accurate Chemical & Scientific Corporation 
American Biological Corp. 
Calbiochem 

Chémical Dynamics Corporation 
Fluka AG. y 

Paesel GmbH & Co. 

Reseårch Plus, Inc. 

Sigma Chemical Company 
Tridom Chemical Inc. 


kallekrein 


Biochemie Gesellschaft m.b.H. 
Calbiochem , 

California Medicinal Chemistry Corporation 
Chemical Dynamics Corporation 

Sigma Chemical Company 


kanamycin 

Boehringer Mannheim GmbH 
Chemical Dynamics Corporation 
Fiow Laboratories Limited 
General Drug and Chemical Corp. 
Gibco Division . 

P-L Biochemicals, Inc. 

SERVA Feinblochemica GmbH 
Sigma Chemical Company 

Signo Trading International Ltd. 
Uniscience Ltd. 

United States Biochemical Corporation 


kanamycin. acetyl transferase 


Calbiochem 
Pfaltz and Bauer, Inc. 
P-L Biochemicals, Inc. 


kasugamycin 
Boehringer Mannheim GmbH 
Calbiochem 

P-L Biochemicals, Inc. 

Sigma Chemical Company 


keratin 

Atomergic Chemetals Corp. 
EM Chemicals 

Fluka AG 

Freeman Industries Inc. 

ICN Nutritional Biochemicals 
Paesel GmbH & Co. 
Sigma Chemical Company 
Tridom Chemical inc. 
Uniscience Ltd. 

United States Biochemical Corporation 


kinetin 
Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 


Nature 


I 


Aldrich Chemical Company (US) 
BDH Chemicals Ltd. 
Boehringer Mannheim GmbH 
Calbiochem 

Carl Roth GmbH & Co. KG 
Carolina Biologica! Supply Company  . 
Chemical Dynamics Corporation 
Flow Laboratories Limited 
Fluka AG 

Griffin & George Ltd. 

ICN Nutritional Biochemicals 

KC Biological, Inc. 

Koch-Light Laboratories Ltd. 

E. Merck 

M.P.K. Omega Co. 

Pfaltz and Bauer, Inc. 
Polysciences, Inc. 

Research Organics, Inc. 
Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 
Uniscience Ltd. 

United States Biochemical Corporation 


kinetin riboside 


Accurate Chemical & Scientlfic Corporation 
Aldrich Chemical Company (US) 
Chemical Dynamics Corporation 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

M.P.K. Omega Co. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


lactalbumin 


Accurate Chemical A Sclentific Corporation 
Atomergic Chemetals Corp. 

BDH Chemicals Ltd. 

Calbiochem 

California Medicinal Chemistry Corporation 
Carl Roth GmbH & Co. KG 

Chori Company Limited 


- Freeman Industries !nc. 


Gallard-Schlesinger Chemical Mfg. Corp. 
ICN Nutritional Biochemicals | 
Koch-Light Laboratories Ltd. 

Pacific Gateway Co. 

Paesel GmbH & Co. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


beta-lactamase 


BDH Chemicals Ltd. 
Calbiochem 
Genzyme Corporation 
Gibco Division 
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for high quality 
topical research 
biochemicals: 


e Antisera and Immunochemicals 
e Blood Fractions 

e Steroids 

€ Enzymes 

@ Peptides 

e Substrates 

€ Carbohydrates 

€ Products for Genetic Engineering 
€ Hormones, Growth Factors 
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€ Prostaglandins 
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Diagnostika. Pharmazeutika 
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Federal Republic of Germany 
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LAC 


Pfaltz and Bauer, Inc. 
PHLS Centre for Applied Microbiology and 
Research 


lactate dehydrogenase and 
isoenzymes 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Beckman Instruments, Inc. 

Biogenzia Lemania SA 

Biozyme Laboratories Limited 

Boehringer Mannheim GmbH 
Calbiochem 

California Medicinal Chemistry Corporation 
Chemical Data Systems, Inc. 

Chemical Dynamics Corporation 

Clin-Tech Ltd. 

Fermco Biochemics Inc. 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Hughes & Hughes Ltd. 

Koch-Light Laboratories Ltd. 

E. Merck 

Miles Laboratories, Inc. 

Millipore UK Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 

Sigma Chemical Company 

Worthington Diagnostics 


lactoferrin 


Atomergic Chemetals Corp. 
Calbiochem 
Hoechst-Behring 

Hoechst U.K. Ltd. 
Research Plus, inc. 

Sigma Chemical Company 


lactoglobulins 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Calbiochem 

E-Y Laboratories, Inc. 

Fluka AG 

Koch-Light Laboratories Ltd. 

Millipore UK Ltd. 

Northeast Biomedica! Laboratories Ltd. 
Sigma Chemical Company 

Uniscience Ltd. 


lactoperoxidase 


BDH Chemicals Ltd. 

Bio-Rad Laboratories 
Boehringer Mannheim GmbH 
Calbiochem 

California Medicinal Chemistry Corporation 
E-Y Laboratories, Inc. 

Millipore UK Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Blochemicals, inc. 

Sigma Chemical Company 
Uniscience Ltd. 

Vector Laboratories, Inc. 
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laminarin 


Calbiochem 

Carl Roth GmbH & Co. KG 
Chemical Dynamics Corporation 
Paesel GmbH & Co. 

Pfanstiehl Laboratories Inc. 

P-L Biochemicals, Inc. 

Senn Chemicals 

SERVA Felnbiochemica GmbH 
Sigma Chemical Company 
Trídom Chemical Inc. 

United States Biochemical Corporation 


laminarinase 


Calbiochem 

Pfaltz and Bauer, Inc. 
Röhm GmbH 

Sigma Chemical Company 


lanadoxin 


Boehringer Mannheim GmbH 
Carl Roth GmbH & Co. KG 
Gibco Division 

Research Plus, Inc. 

SERVA Feinblochemica GmbH 


lanatosides 


Accurate Chemical & Sclentific Corporation 
Boehringer Mannheim GmbH 

Carl Roth GmbH & Co. KG 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 

Tridom Chemical Inc. 


lectin, Bauhinia purpurea 


Accurate Chemical & Scientific Corporation 
California Medicinal Chemistry Corporation 
E-Y Laboratories, Inc. 

Philadelphia Biologics Center 

Polysciences, Inc. 

Sanbio b.v. 

Tissue Culture Services Ltd. 


lectin, castor bean, Ricinus 
communis 


Accurate Chemical & Scientlfic Corporation 
^BDH Chemicals Ltd. 

Bethesda Research Laboratories, Inc. 
Boehringer Mannheim GmbH 
Calbiochem 

California Medicinal Chemistry Corporation 
Cedarlane Laboratories Limited 

Chemical Dynamics Corporation 

E-Y Laboratories, Inc. 

Réactifs IBF 

LKB Instruments, Inc. 

Paesel GmbH & Co. 

P-L Biochemicals, Inc. 

Polysciences, Inc. 

Research Plus, Inc. 

Sanbio b.v. 

Senn Chemicals 

SERVA Feinblochemica GmbH 

Sigma Chemical Company 

Tissue Culture Services Ltd. 


Uniscience Ltd. 

United States Biochemical Corporation 
Vector Laboratories, Inc. 

Zymed Laboratories 


lectin, garden pea, Pisum 
sativum 


Accurate Chemical & Sclentific Corporation 
BDH Chemicals Ltd. 

Calbiochem 

California Medicinal Chemistry Corporation 
Cedarlane Laboratories Limited 

E-Y Laboratories, Inc. 

Paesel GmbH & Co. 

P-L Biochemicals, Inc. 

Polysciences, Inc. 

Sanbio b.v. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tissue Culture Services Ltd. 

Uniscience Ltd. 

Vector Laboratories, Inc. 


lectin, gorse, Ulex europaeus 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Bethesda Research Laboratories, Inc. 
Biotest-Serum-Institut GmbH 
Boehringer Mannheim GmbH 
Calbiochem 

California Medicinal Chemistry Corporation 
Cedarlane Laboratories Limited 

E-Y Laboratories, Inc. 

Réactifs IBF 

Miles Laboratories, Inc. 

Millipore UK Ltd. 

Paesel GmbH & Co. 

Philadelphia Biologics Center 
Polysciences, Inc. 

Sanbio b.v. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tissue Culture Services Ltd. 
Vector Laboratories, Inc. 

Zymed Laboratories 


lectin, Helix pomatia 


Accurate Chemical & Scientific Corporation 
Bethesda Research Laboratories, Inc. 
Biotest-Serum-Institut GmbH 

Boehringer Mannheim GmbH 
Calbiochem 

California Medicinal Chemistry Corporation 
Chemical Dynamics Corporation 

E-Y Laboratories, Inc. 

Réactifs IBF 

LKB Instruments, Inc. 

Paesel GmbH & Co. 

Pharmacia Fine Chemicals 

Pharmacia Inc. 

Polysciences, Inc. 

Research Plus, Inc. 

Sanbio b.v. 

Sigma Chemical Company 

Tissue Culture Services Ltd. 

Unisclence Ltd. 

United States Biochemical Corporation 


Nature 


lectin, horse gram, Dolichos 
biflorus 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Bethesda Research Laboratories, Inc. 
Biotest-Serum-Institut GmbH 

California Medicinal Chemistry Corporation 
Cedarlane Laboratories Limited 

E-Y Laboratories, Inc. 

Paesel GmbH & Co. 

Philadelphia Biologics Center 
Polysciences, Inc. 

Sanbio b.v. 

Senn Chemicals 

SERVA Feinblochemica GmbH 

Sigma Chemical Company 

Tissue Culture Services Ltd. 

Uniscience Ltd. 

Vector Laboratories, Inc. 

Zymed Laboratories 


lectin, horseshoe crab, Limulus 


polyphemus 


Accurate Chemical & Scientific Corporation 
Bethesda Research Laboratories, Inc. 
California Medicinal Chemistry Corporation 
E-Y Laboratories, Inc. 

Réactifs IBF 

Millipore UK Ltd. 

Paesel GmbH & Co. 

Pierce Chemical Company 

Polysclences, Inc. 

Sanbio b.v. 

Senn Chemicals 

Sigma Chemical Company 

Tissue Culture Services Ltd. 

Uniscience Ltd. 


lectin, kidney bean, Phaseolus 
vulgaris 


Accurate Chemical & Sclentific Corporation 
BDH Chemicals Ltd. 

Calbiochem 

California Medicinal Chemistry Corporation 
Cedarlane Laboratories Limited 

Chemical Dynamics Corporation 

E-Y Laboratories, Inc. 

Réactifs IBF 

Paesel GmbH A Co. 
_ Pharmacia Inc. 

Polysciences, Inc. 

Sanbio b.v. 

Senn Chemicals 

SERVA Felnblochemica GmbH 

Sigma Chemical Company 

Tissue Culture Services Ltd. 

Uniscience Ltd. 

Vector Laboratories, Inc. 

The Wellcome Foundation Ltd. 

Zymed Laboratories 


lectin, lentil, Lens culinaris 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 
Bethesda Research Laboratories, Inc. 
: Boehringer Mannheim GmbH 
Calbiochem 
California Medicinal Chemistry Corporation 
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Cedarlane Laboratories Limited 
Chemical Dynamics Corporation 
E-Y Laboratories, Inc. 

Réactifs IBF 

LKB Instruments, inc. 

Miles Laboratorles, Inc. 
Paesei GmbH & Co. 

P & S Biochemicals Ltd. 
Pharmacia Fine Chemicals 
Pharmacia Inc. 

P-L Blochemicals, inc. 
Polysciences, Inc. 

Research Plus, Inc. 

Sanbio b.v. 

Senn Chemicals 

SERVA Feinblochemica GmbH 
Sigma Chemical Company 
Tissue Culture Services Ltd. 
Uniscience Ltd. 

Vector Laboratories, Inc. 
Zymed Laboratories 


lectin, lima bean, Phaseolus 
limensis 


Accurate Chemical & Scientific Corporation 
Calbiochem 

California Medicinal Chemistry Corporation 
Enzo Biochem, Inc. 

E-Y Laboratories, Inc. 

Polysciences, Inc. 

Sigma Chemical Company 

Tissue Cuiture Services Ltd. 


lectin, lotus, Tetragonolobus 
purpureas 


Accurate Chemical & Scientific Corporation 
California Medicinal Chemistry Corporation 
E-Y Laboratories, Inc. 

Miles Laboratories, Inc. 

Philadelphia Biologics Center 

Pierce Chemical Company 

Sigma Chemical Company 

Tissue Culture Services Ltd. 


lectin, osage orange, Maclura 
pomifera 


Accurate Chemical A Scientific Corporation 
Bethesda Research Laboratories, Inc. 
Calbiochem 

California Medicinal Chemistry Corporation 
E-Y Laboratories, Inc. 

Pierce Chemical Company 

Polysciences, Inc. 

Sanbio b.v. 

Sigma Chemical Company 

Tissue Culture Services Ltd. 

Uniscience Ltd. 


lectin, pokeweed mitogen, 
Phytolacca americana 


Accurate Chemical & Scientific Corporation 
Bethesda Research Laboratories, Inc. 
Boehringer Mannheim GmbH 

Calbiochem 

California Medicinal Chemistry Corporation 
Chemical Dynamics Corporation 


LECTINS 


The widest commercially 
available range including: 


Lectin-Gels (Avidin, Protein A, 
Dextran, Sulphate and Heparin). 


Lectin — Labelled (Fluorescein, 
Rhodamine, Peroxidase, Ferritin, 
Biotin and Colloidal Gold 
Particle) 

Ricin Alpha Chain Kit (Rack TM) 
Lectin-Kits 

Anti-Lectins 


Biotin/ Avidin System 


One-Step Protein 
Radioiodination Columns. 


TISSUE CULTURE 
SERVICES LIMITED 
EY 
LABORATORIES, IN 





SOLE U.K. 
AGENTS FOR 








ANTIBODIES 


UNLABELLED OR LABELLED 


FITC TRITC PEROXIDASE ALKALINE 
PHOSPHATASE BIOTIN 

Free of human serum proteins 

High avidity antibodies 

Priced at a fraction of what you would expect 
to pay for affinity isolated antibodies. 


SECOND ANTIBODIES INCLUDE: 

Goat Anti Rabbit IgG 

Swine Anti Goat IgG 

Rabbit Anti Goat IgG 

Goat Anti Mouse IgG — Special formulation 
for hybridoma screening 


ANTIBODIES TO HUMAN PROTEINS 
INCLUDE: 

Goat Anti Human IgG 

Goat Anti Human IgA 

Goat Anti Human IgM 

Goat Anti Human IgE 

Goat Anti Human IgD 

Goat Anti Human Immumoglobulin (Polyvalent) 
Goat Anti Human Kappa-Fab 

Goat Anti Human Lambda-Fab 

Goat Anti Human Fibrinogen 

Goat Anti Human Transferrin 


For more information, including full catalogue 
write or phone: 


TCS 


TISSUE CULTURE SERVICES LIMITED 
10 Henry Road, Slough SL1 2QL 
Telephone: 

Slough 36068 Telex: 848443 


SOLE U.K. TAGÓ 
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LEC 


E-Y Laboratories, Inc. 

Flow Laboratories Limited 
Réactifs IBF 

LKB Instruments, Inc. 

Pierce Chemical Company 

P-L Biochemicals, Inc. 
Polysciences, Inc. 

Sanbio b.v. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tissue Culture Services Ltd. 
Uniscience Ltd. 

United States Biochemical Corporation 


lectin, potato, Solanum 
tuberosum 


Accurate Chemical & Scientific Corporation 
California Medicinal Chemistry Corporation 
E-Y Laboratories, Inc. 

Miles Laboratories, Inc. 

P-L Biochemicals, Inc. 

Sanbio b.v. 

Tissue Culture Services Ltd. 


lectin, soy bean, Glycine max 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Bethesda Research Laboratories, Inc. 
Boehringer Mannheim GmbH 
California Medicinal Chemistry Corporation 
Chemical Dynamics Corporation 
Enzo Biochem, Inc. 

E-Y Laboratories, Inc. 

Flow Laboratories Limited 

Fluka AG 

Réactifs IBF 

LKB Instruments, Inc. 

Miles Laboratories, Inc. 

Paesel GmbH & Co. 

Pharmacia Fine Chemicals 
Pharmacia Inc. 

P-L Biochemicals, Inc. 
Polysciences, Inc. 

Sanbio b.v. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemicat Company 

Tissue Culture Services Ltd. 
Uniscience Ltd. 

Vector Laboratories, Inc. 


lectin, wheat germ, Triticus 
vulgaris 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Bethesda Research Laboratories, Inc. 
Boehringer Mannheim GmbH 
Calbiochem 

California Medicina! Chemistry Corporation 
Cedarlane Laboratories Limited 

Enzo Biochem, Inc. 

E-Y Laboratories, Inc. 

Flow Laboratories Limited 

Fluka AG 

Reactifs IBF 

LKB Instruments, Inc. 

Miles Laboratories, Inc. 

Paesel GmbH & Co. 
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Pharmacia Fine Chemicals 
Pharmacia Inc. 

P-L Biochemicals, Inc. 
Polysciences, Inc. 

Sanbio b.v. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tissue Culture Services Ltd. 
Uniscience Ltd. 

Vector Laboratories, Inc. 
zymed Laboratories 


lectin, wisteria, Wisteria 
florabunda 


Accurate Chemical & Scientific Corporation 
California Medicinal Chemistry Corporation 
Chemical Dynamics Corporation 

E-Y Laboratories, Inc. 

Pierce Chemical Company 

Polysciences, Inc. 

Sanbio b.v. 

Sigma Chemical Company 

Tissue Culture Services Ltd. 


lectin sources, ground seeds 


Accurate Chemical & Scientific Corporation 
California Medicinal Chemistry Corporation 
E-Y Laboratories, Inc. 

Philadelphia Biologics Center 

P-L Biochemicals, Inc. 

Sigma Chemical Company 

Tissue Culture Services Ltd. 


lectins, biotin labeled 


Accurate Chemical & Scientific Corporation 
Cedarlane Laboratories Limited 

E-Y Laboratories, Inc. 

Sanbio b.v. 

Sera-Lab Ltd. 

SERVA Feinbiochemlca GmbH 

Sigma Chemical Company 

Tissue Culture Services Ltd. 

Vector Laboratories, Inc. 

Zymed Laboratories 


lectins, ferritin labeled 


Accurate Chemical & Scientific Corporation 
California Medicinal Chemistry Corporation 
E-Y Laboratories, Inc. 

LKB Instruments, Inc. 

Miles Laboratories, Inc. 

Paesel GmbH & Co. 

Polysciences, Inc. 

Sanbio b.v. 

SERVA Feinbiochemica GmbH 

Tissue Culture Services Ltd. 

Vector Laboratories, Inc. 

Zymed Laboratories 


lectins, fluorescein 
isothiocyanate labeled 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Calbiochem 

California Medicinal Chemistry Corporation 


Cedarlane Laboratories Limited 
E-Y Laboratories, Inc. 

Fluka AG 

Réactifs IBF 

LKB Instruments, Inc. 

Meloy Laboratories, Inc. 
Miles Laboratories, Inc. 
Paesel GmbH & Co. 

Pierce Chemical Company 
Polysciences, Inc. 

Sanbio b.v. 

Sera-Lab Ltd. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tissue Culture Services Ltd. 
Vector Laboratories, Inc. 
Zymed Laboratories 


lectins, immobilized 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Bethesda Research Laboratories, Inc. 
California Medicinal Chemistry Corporation 
Gedarlane Laboratories Limited 

E-Y Laboratories, Inc. 

Réactifs IBF 

LKB Instruments, Inc. 

Miles Laboratories, Inc. 

Paesel GmbH & Co. 

Pharmacia Fine Chemicals 

Pharmacia Inc. 

P-L Biochemicals, Inc. 

Sanbio b.v. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tissue Culture Services Ltd. 

Vector Laboratories, Inc. 

Zymed Laboratories 


lectins, peroxidase labeled 


Accurate Chemical & Scientific Corporation 
California Medicinal Chemistry Corporation 
Cedarlane Laboratories Limited 

E-Y Laboratories, Inc. 

Miles Laboratories, Inc. 

Paesel GmbH & Co. 

Polysciences, Inc. 

Sanbio b.v. 

Sera-Lab Ltd. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tissue Culture Services Ltd. 

Vector Laboratories, Inc. 

Zymed Laboratories 


leucine aminopeptidase 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Biozyme Laboratories Limited 

Boehringer Mannheim GmbH 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Hughes & Hughes Ltd. 

Koch-Light Laboratories Ltd. 

E. Merck 

Millipore UK Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Sigma Chemical Company 

Uniscience Ltd. 


Nature 


leucóagglutinin;.kidney bean, 
Phaseolus vulgaris 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. — 
California Medicinal Chemistry Corporation 
Cedarlane Laboratories Limited 

E-Y Laboratories, Inc. 

Fluka AG ~ 

Réactifs IBF 

Oy Medix AB  . 

Pharmacia Fine Chemicals 

Pharmacia Inc. - 

Polyscierices, Inc. 

Sanbio bv. . 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tissue Culture Services Ltd. 

Vector Laboratories, Inc. 

Zymed Laboratories 


leucocytes 

Advanced Biotechnologies, Inc. 
Calbiochem 

n.v. Immuno s.a. 

Meloy Laboratories, Inc. 
North American Biologicals, Inc. 
Philadelphia Biologics Center 


leucoxine 


Sigma Chemical Company 


leupeptin 

Accurate Chemical & Sclentific Corporation 
Beckman Instruments, Inc. 

Beckman Instruments; Inc. (Bioproducts) 
Califórnia Medicinal. Chemistry Corporation 
Merseyside Laboratories 

Paesel GmbH & Co. 

Peninsula Laboratories, Incorporated 
Research Plus, Inc. ` 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

United States Biochemical Corporation 
Universal Biologicals Ltd. 

Vega Biochemicals 


. lincomycin 


Gibco Division 
Sigma Chemical Company 


lipase 

Accurate Chemical & Scientific Corporation 
American Laboratories Inc. 

Atomergic Chemetals Corp. 

BDH Chemicals Ltd. 

Backman Instruments, Inc. (Microbics) 
Biogenzia Lemania SA 

Boehringer Ingelheim KG 

Boehringer Mannheim GmbH 

Calbiochem 

Carolina Biological Supply Company 

Chemical Data Systems, Inc. 

; Chemical Dynamics Corporation 

East Anglia Chemicals Ltd. 

Farmitalia Carlo Erba SpA (Analytical/Diagnostics) 
Farmitalia-Carlo Erba SpA (Industrial) 
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Fermco Biochemics Inc. 
Fluka AG . 


a 


Gallard-Schlesinger Chemical Mfg. Corp. 


Genzyme Corporation 

Griffin & George Ltd. 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 
Meloy Laboratories, Inc, 

E. Merck ` ` 

Miles Laboratories, Inc. 
Millipore UK Ltd. 

Novo Industri A/S 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Philip Harris .Ltd. 

P-L Biochemicals, Inc. 
Reliance Brooks Inc. 

Röhm GmbH 
Scientific Protein Laboratories, Inc. 
SERVA Feinbiochemica ‘GmbH 
Sigma Chemical Company 
Uniscience Ltd. 

Worthington Diagnostics 


lipase substrates 


American Laboratories Inc. 

BDH Chemicals Ltd. 

Calbiochem 

Cambridge Research Biochemicals Limited 
Carolina Biological Supply Company 
Chemical. Dynamics Corporation 

Fluka AG . 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

Meloy Laboratories, Inc. 

E. Merck — 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Organics, Inc. 

Research Plus; Inc. 

Senn Chemicals ] 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

United States Biochemical Corporation 


lipase-TG 
Calbiochem 
Meloy Laboratories, Iric. 


alpha-lipoic acid 


Accurate Chemical & Scientific Corporation 


BDH Chemicals Ltd. 

Chémical Dynamics Corporation 
Fluka AG `> 

Koch-Light Laboratories Ltd. 
Pfaltz and Bauer, Inc. 

Research Plus, Inc. . 
SERVA Feinbioctiemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 
Uniscience Ltd. : 
United States Biochemical Corporation 


lipotropins 


Accurate Chemical & Scientific Corporation 


American Biological Corp. 
Cambridge Research Biochemicals Limited 


LIQ 


Chemical Dynamics Corporation 
Merseyside Laboratories 

Paesel GrribH & Co. 

Peninsula Laboratories, Incorporated 
SERVA Feinbiochemica GmbH 
UCB-Bioproducts 

Universal Biologicals Ltd. 


lipoxidase 

Accurate Chemical & Scientific Corporation 
Biozyme"Laboratories Limited 

Fiuka AG 

ICN Nutritional Biochemicals 

Koch-Light Laboratories Ltd. 

Paesel GmbH & Co. 

P-L Biochemicals, Inc. 

Sigma Chemical Company 

Tridom Chemical Inc. 


liquid chromatography products 


Alltech Associates, Inc. 

The.Anspec Company, Inc. 

Applied Science Division 

Applied Science Europe B.V. 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
Bast of Copenhagen 

BDH Chemicais Ltd. 

Beckman Instruments, Inc. 

Beckman Instruments, Inc. (Altex) 
Benson Company 

Bethesda Research Laboratories, Inc. 
Bio-Rad Laboratories 

Camlab Limited 

Carolina Biological Supply Company 
Chemica! Dynamics Corporation 
Chromatix l 

Collaborative Research, inc. 
Dionex Corporation 

Dyson Instruments 
Electro-Nucleonics, Inc. 

ES Industries 

Field Instruments Co. Ltd. 

Fisons Scientific Apparatus 

Fluka AG 

Genera! Drug and Chemical Corp. 
Gordon-Keeble, inc. 

W.R. Grace & Co. 

Harnilton Company 

Helena Laboratories 

Réactifs IBF 

ICN Nutritional Biochemicals 

Isolab, Inc. 

Jones Chromatography Inc. 

Kontes 

Kratos Inc. 

L.C. Company, !nc. 

LKB-Produkter AB 

MCB/Harleco 

E. Merck 

Micromeritics Instrument Corporation 
Milton Roy Company 

Pharmacia Fine Chemicals 
Pharmacia Inc. 

Phase Separations Ltd. 

Pierce Eurochemie B.V. 

Schleicher & Schuell, AG (Switzerland) 
Schleicher & Schuell, Inc. (US/Canada) 
Schlelcher & Schüll GmbH (Worldwide) 
The Separations Group (Vydac) 
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LIV 


SERVA Feinblochemica GmbH 
Shandon Southern Products ` 
Signo Trading International Ltd. 
Spectra-Physics, Inc. 

Supelco, Inc. 

Uniscience Ltd. 

Universal Scientific, Inc. 

Varian Associates Inc. 

Wheaton Scientific 

Wright Scientific Ltd. 


living organisms 


Advanced Biotechnologies, Inc. 
Biosystems, Inc. ` 

Carolina Biological Supply Company 
Charles River Breedirig Labs 

Griffin & George Ltd. 

Gulf Specimen Co., Inc. 

M.A. Bioproducts 

Marshall Research Animals, Inc. 
Meloy Laboratories, Inc. 

E. Merck 

Olac 1976 Ltd. 

Pacific Bio-Marine Laboratories, Inc. 
Philip Harris Ltd. 

Reliance Brooks Inc. 

Signo Trading International Ltd. 
South American Primates, Inc. 
University Micro Reference Laboratory, Inc. 


lobeline 


Accurate Chemical & Scientific Corporation 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 
Bate Chemical Company Limited 
Boehringer Ingelheim KG 

Carl Roth GmbH & Co. KG 
Chemical Dynamics Corporation 
Fluka AG 

Henley & Co., Inc. 

ICN Nutritional Biochemicals 
Inland Alkaloid Co. 

Research Plus, Inc. 

Roussel Corporation 

SERVA Feinbiochemica GmbH 
Sigma Chemical Gompany 
Uniscience Ltd. 


lubricants 


Acheson Colloids Company 
Atomergic Chemetals Corp. 
Carolina Biological Supply Company 
KOR, Incorporated 

E. Merck 

Philip Harris Ltd. 

Polysciences, Inc. 

Signo Trading International Ltd. 


luciferase, firefly 


Accurate Chemical & Scientific Corporation 


Analytical Luminescence Laboratory 
Boehringer Manrihelm GmbH 
Calbiochem Í . 
Carolina Biologica! Supply Company 
Comber and Son 

ICN Nutritional Biochemicals 
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Paesel GmbH Å Co. 

Pfaltz and Bauer, Inc. 

SERVA Feinblochemica GmbH 
Sigma Chemical Company 
Uniscience Ltd. 

Worthington Diagnostics 


. luciferase, Photobacterium 


fischeri 


Analytical Luminescence Laboratory 
Boehringer Mannheim GmbH ~ 
ICN Nutritional Biochemicals ` 
Millipore UK Ltd. 

Pfaltz and Bauer, Inc. 

Sigma Chemical Company 
Uniscience Ltd. 


lumiflavine 


Accurate Chemical & Scientific Corporation 


Fluka AG 
Sigma Chemical Company 


luteinizing hormone 


Advanced Laboratory Techniques 
American Biological Corp. 

The Arnel Products Company, Inc. , 
Boehringer Mannheim GmbH 
Calbiochem 

California Medicinal Chemistry Corporation 
Cambridge Medical Diagnostics, Inc. 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 
Immunex 

Immuno Nuclear Corp. 

Imuco, S.A. 

International Laboratory Services Ltd. 
Paesel GmbH & Co. 

Radioassay Systems Laboratories, Inc. 
Flesearch Plus, Inc. i 

RIA (UK) 

Sigma Chemical Company 

Synde! Laboratories Ltd. 
UCB-Bioproducts 

Vega Biochemicals 

Wellcome Reagents Limited 


luteinizing hormone-follicle 


stimulating hormone, releasing 


hormone 


American Biological Corp. 
Beckman Instruments, Inc. 


Beckman Instruments, Inc. (Bioproducts) 


Biofac A/S 

Biosearch 

Calbiochem 

California Medicinal Chemistry Corporation 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 
Collaborativé Research, Inc. 

Immuno Nuclear Corp. 

Merseyside Laboratories 

Paesel GmbH & Co. 

Peninsula Laboratories, Incorporated 
Research Plus, Inc. 

Serono Diagnostlcs 

SERVA Feinblochemica GmbH 


Sigmà Chemical Company 
UCB-Bioproducts 
Universal Biologicals Ltd. 


luteoskyrin 


Applied Science Division 

Calbiochem 

Cambridge Research Biochemicals Limited 
Senn Chemicals 

Sigma Chemical Company 


luteotropic hormone 


American Biological Corp. 

Boehringer Mannheim GmbH 

California Medicinal Chemistry Corporation 
Cambridge Research Biochemicals Limited 
Paesel GmbH & Co. 

Radioassay Systems Laboratories, Inc. 
Research Plus, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company ` 
UCB-Bioproducts 


lycopersicin 
Research Plus, Inc. 
Sigma Chemical Company 


lymphocytes 


Advanced Biotechnologies, Inc. 
Biosystems, Inc. 
Biotest-Serum-Institut GmbH 
Calbiochem 

Genetic Systems Corporation 
Gibco Division ` 

n.v. Immuno s.a. 

Meloy Laboratories, Inc. 
Philadelphia Biologics Center 


lymphocyte separation materials 


Accurate Chemical & Scientific Corporation 


Carolina Biological Supply Company 
Cedarlane Laboratories Limited 

Flow Laboratories Limited 
Gallard-Schlesinger Chemica! Mfg. Corp. 
Hybritech Incorporated 

M.A. Bioproducts 

Meloy Laboratories, Inc. 

New England Nuclear 

Northeast Biomedical Laboratories Ltd. 
Sanbio b.v. 

Sigma Chemical Company 


lysergic acid diamide 


Applied Science Division 
Gibco Division 
Schering Aktiengeselischaft 


lysine decarboxylase 


BDH Chemicals Ltd. 

Calbiochem 

Fiuka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Koch-Light Laboratories Ltd. 


Nature 


E 


Paesei GmbH & Co. 
Pfaltz and Bauer, Inc. 
Sigma Chemical Company 


lysostaphin 


Sigma Chemical Company 


lysozyme 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 

BDH Chemicals Ltd. l 
Biofac A/S 

Biogenzia Lemania SA 

Biozyme Laboratories Limited 

Boehringer Mannheim GmbH 
Calbiochem 

California Medicinal Chemistry Corporation 
Chemical Data Systems, Inc. 

Chemical Dynamics Corporation 

Chori Company Limited 

E-Y Laboratories, Inc. 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Hughes & Hughes Ltd. 

ICN Nutritional Biochemicals 

Koch-Light Laboratories Ltd. 

E. Merck 

Miles Laboratories, !nc. 

Millipore UK Ltd. 

Pacific Gateway Co. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 

Research Plus, Inc. 

Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. ; 
Worthington Diagnostics 


macroglobulin 


Accurate Chemical & Sclentific Corporation 
Calbiochem 

Hoechst U.K. Ltd. 

Research Plus, Inc. 


alpha 2 macroglobulin 


Accurate Chemical & Sclentific Corporation 
Boehringer Mannheim GmbH 

Calbiochem 

Hoechst U.K. Ltd. 

ICL Scientific 

Research Plus, Inc. 

Sigma Chemical Company 


magnesidin 


Calbiochem 


malate dehydrogenase 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Biogenzia Lemania SA 

Biozyme Laboratories Limited 

Boehringer Mannhelm GmbH 

Calbiochem 

California Medicinal Chemistry Corporation 
Chemical Dynamics Corporation 
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Clin-Tech Ltd. 

East Anglia Chemicals Ltd. 
Fermco Biochemics Inc. 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Genzyme Corporation 

Gibco Division 

Hughes & Hughes Ltd. 
Koch-Light Laboratories Ltd. 

E. Merck 

Miles Laboratories, Inc. 
Millipore UK Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 
Research Plus, Inc. 

RIA (UK) 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Worthington Diagnostics 


maleic acid hydrazide 


Accurate Chemical & Sclentific Corporation 
Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Alfa Products 
Atomergic Chemetals Corp. 

BDH Chemicals Ltd. 

Carolina. Biological Supply Company 
Fluka AG ! 
Griffin & George Ltd. 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

Pfaltz and Bauer, Inc. 

Philip Harris Ltd. 

Polysciences, Inc. 

Research Organics, Inc: 

SERVA Feinblochemica GmbH 
Sigma Chemical Company 

Signo Trading International Ltd. 
Trans World Chemicals, Inc. 

Tridom Chemical inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


maltase 


Atomergic Chemetals Corp. 
Boehringer Mannheim GmbH 
Calbiochem 

Enzyme Center, Inc. 

Koch-Light Laboratories Ltd. 

New England Enzyme Centre (Tufts) 
Pfaltz and Bauer, Inc. 

Sigma Chemical Company 

Tridom Chemical Inc. 


alpha-mannosidase 


Boehringer Mannhelm GmbH 
Miles Laboratories, Inc. 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Sigma Chemical Company 


mass spectroscopy supplies 


American Biological Corp. 
Fiuka AG 

Koch-Light Laboratories Ltd. 
KOR, Incorporated 


MEL 












SOUTH AMERICAN 
PRIMATES, INC. 





Squirrel monkeys, Owl 
monkeys, Marmosets, 
Capuchins, 
and other species 


Sales - Boarding 
Services 


Save money, save 
space, save time 
Contact us 







P.O. Box 970768 
Miami, Florida 33197 
Tel. (305) 233-6422 


Signo Trading International Ltd. 
Stohler Isotope Chemicals, Inc. 


alpha-melanocyte stimulating 
hormone 


Beckman Instruments, Inc. 

Beckman Instruments, inc. (Bioproducts) 
Calbiochem 

California Medicinal Chemistry Corporation 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

Immuno Nuclear Corp. 

Merseyside Laboratories 

Paesel GmbH & Co. 

Peninsula Laboratories, Incorporated 
Research Plus, Inc. 

SERVA Feihbiochemica GmbH 

Sigma Chemical Company 
UCB-Bioproducts 

Universal Biologicals Ltd. 

Vega Biochemicals 


melanostatin 


California Medicinal Chemistry Corporation 
Cambridge Research Biochemicals Limited 
Merseyside Laboratories 

Peninsula Laboratories, Incorporated 
UCB-Bioproducts 


melatonin 


Accurate Chemical & Sclentific Corporation 
Cambridge Research Biochemicals Limited 
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MEL 


Chemical Dynamics Corporation 
Fluka AG 

Koch-Light Laboratories Ltd. 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 


mellitin 


Accurate Chemical & Scientiflc Corporation 
Cambridge Research Biochemicals Limited 
Pfaltz and Bauer, Inc. 

Sequemat Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 


melphalan 


Sigma Chemical Company 
The Wellcome Foundation Ltd. 


memory peptide 


Biosearch 

Cálifornia Medicinal Chemistry Corporation 
Cambridge Research Biochemicals Limited 
SERVA Feinbiochemica Smor 

Vega Biochemicals ` 


menadione 


Accurate Chemical & Scientific Corporation 
Aldrich ‘Chemical Company (US) 
Atomergic Chemetals .Corp. 

BDH Chemicals Ltd. 

Chemical Dynamics Corporation 
Eastern Chemical 

EM Chemicals 

Fluka AG 

Freeman Industries Inc. 

General Drug and Chemical Corp. 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

E. Merck 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Robeco Chemicals, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

United States Biochemical Corporation 


MES, buffer 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

Aldrich Chemical Company (US) 

Anoroc Scientific, Inc. ` 

Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 

BDH Chemicals Ltd. 

Boehringer Mannheim GmbH 
Calbiochem l 

Cambridge Research Biochemicals Limited 
Carl Roth GmbH & Co. KG 

Chemica! Data Systems, Inc. 

Chemical Dynamics Corporation 
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Corning Medical & Scientific 

East Anglia Chemicals Ltd. 

Ferak Berlin 

Fisons Scientific Apparatus 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Genera! Drug and Chemical Corp. 

ICN Nutritional Biochemicals : 

Isolab, Inc. 


. MCB/Harleco 


E. Merck 

P-L Biochemicals, Inc. 
Polysciences, Inc. 

Research Organics, Inc. 

Research Plus, Inc. ' 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


mescaline 


Applied Science Division 
Sigma Chemical Company 


meso-erythritol 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co.Ltd. (UK) 
Aldrich Chemical Company (US) 
Alltech Associates, Inc. ' 
Applied Science Division 

J.T. Baker Chemical Company 
Chemical Dynamics Corporation 
Eastern Chemical 

Fluka AG 
Gallard-Schlesinger Chemical Mfg. Corp. 
Koch-Light Laboratories Ltd. 

E. Merck . 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Pfanstiehl Laboratories Inc. 

P-L Biochemicals, Inc. 
Research Plus, Inc. 

SAS Pharmaceuticals Ltd. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 


metabolites/ metabolic 
" intermediates 


J.T. Baker Chemical Company 
BDH’ Chemicals Lid. ` 
Boehringer Mannheim GmbH 
Fluka AG  — 

E. Merck , 

Pfaltz and Bauer, Inc. 

Research Organics, Inc. 

Sigma Chemical Company 
Signo Trading International Ltd. 


methacillin 


General Drug and Chemical Corp. 
Signo Trading International Ltd. 


methionine-S-methyl sulfonium 
chloride 


Aldrich Chemical, Co. Ltd. (UK) 
Atomergic Chemetals Corp. 

Eastern Chemical ` 

Pfaltz and Bauer, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

United States Biochemical Corporation 


methotrexate 


Aldrich Chemical Company (US) 
Calbiochem i 

Chemical Dynamics Corporation 
Fluka AG 

SERVA Felnbiochemica GmbH 
Sigma Chemical Company^ 
Uniscience Ltd. ' 


2-methoxy-5-nitrotropone 


Calbiochem 
Chemical Dynamics Corporation 
Koch-Light Laboratories Ltd. 


2-methyl-4-amino-1-naphthol 


Aldrich Chemical Co. Ltd. (UK) 
Pfaltz and Bauer, Inc.. 

Sigma Chemical Company 
Tridom Chemical Inc. 
Uniscience Ltd. 


1-methyl- 3-carboxylamide-2- 
pyridone ` 


Aldrich Chemical Co. Ltd. (UK) 
Pfaltz and Bauer, Inc. 
Tridom Chemical Inc. 


methyl cholanthrene 


Aldrich Chemical Co. Ltd. (UK) 
Fluka AG 

Pfaltz and Bauer, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical. Company 
Tridom Chemical Inc. 

Uniscience Ltd. 


methyl cobalamin 


Atomergic Chemetals Corp. 
BDH Chemicals Ltd. 

Pfaltz and Bauer, Inc. 
Sigma Chemical Company 


methyl mercury 


Pfaltz and Bauer, Inc. 
Signo Trading International Ltd. 


2-methyl-1,4-naphthoquinone 
Aldrich Chemical Co. Ltd. (UK) 


Aldrich Chemical Company (US) 


Nature 


BDH Chemicals Ltd. 
Eastern Chemical 

Fluka AG 

Koch-Light Laboratories Ltd. 
Pfaltz and Bauer, Inc. 
Research Plus, inc. 

Sigma Chemical Company 
Tridom Chemical Inc. 
Uniscience Ltd. 


methylnitro nitrosoguanidine 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Fluka AG 

Pfaltz and Bauer, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 


methyl nitrosoaminomethyl 
benzamide 


Sigma Chemical Company 


5-methyl-2-0xo-4-imidazoline- 
caproic acid 


Aldrich Chemical Co. Ltd. (UK) 
Pfaltz and Bauer, Inc. 

Sigma Chemical Company 
Uniscience Ltd. 


methylsterimatocystin 


Paesel GmbH & Co. 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


methylumbelliferyl sugars 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Boehringer Mannheim GmbH 

Calbiochem 

Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 
Gallard-Schlesinger Chemical Mfg. Corp. 
Koch-Light Laboratories Ltd. 

Paesel GmbH & Co. 

P-L Biochemicals, Inc. 

Research Plus, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 


metrizamide 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 

Atomergic Chemetals Corp. 
Gallard-Schlesinger Chemical Mfg. Corp. 
Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 


micamycin A 


Calbiochem 
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POLYSCIENCES INC, 
a member of NATURES’ 
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POLYSCIENCES LTD 


34 Tenter Road 


Moulton Park 
Northampton 


UNITED KINGDOM 


as our European Distributor for a 
wide range of products 
from ACRYLAMIDE to WRIGHT’S STAIN 


micamycin B 


Calbiochem 


micrococcal nuclease 


Boehringer Mannheim GmbH 

Millipore UK Ltd. 

Paesel GmbH & Co. 

PHLS Centre for Applied Microbiology and 
Research 

P-L Biochemicals, Inc. 

Sigma Chemical Company 

Uniscience Ltd. 

Worthington Diagnostics 


beta 2 microglobulin 


Accurate Chemical & Scientific Corporation 
Research Plus, Inc. 


microparticles, acrylamide 
beads 


Bio-Rad Laboratories 

E-Y Laboratories, Inc. 
Polysciences, Inc. 

Sigma Chemical Company 
UCB-Bioproducts 


microparticles, agarose beads 


E-Y Laboratories, Inc. 
LKB Instruments, Inc. 


M.A. Bioproducts 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


microparticles, aminated 


Bio-Rad Laboratories 
Sigma Chemical Company 


microparticles, carboxylated 


Bio-Rad Laboratories 
Duke Scientific Corp. 
Polysciences, Inc. 





microparticles, density marker 


beads 


Pharmacia Fine Chemicals 
Sigma Chemical Company 


microparticles, dyed 


Duke Scientific Corp. 
Polysciences, Inc. 
Sigma Chemical Company 


microparticles, fluorescent 


Duke Scientific Corp. 
Kallestad Laboratories, Inc. 
Polysciences, Inc. 
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MIC 


microparticles, glass beads 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Duke Scientific Corp. 

Electro-Nucleonics, Inc. 

Fluka AG 

Glen Creston Instruments Ltd. 

Particle Data Laboratories 

Pierce Chemical Company 

Polysciences, Inc. 

Sigma Chemical Company 


microparticles, hydroxylated 


Polysciences, Inc. 
Sigma Chemical Company 


microparticles, latex 


Duke Scientific Corp. 

Particle Data Laboratories 
Polysciences, inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


. microparticles, monodisperse 


Duke Scientific Corp. 
Particle Data Laboratories 
Polysciences, Inc. 


microparticles, PVP colloidal 
silica 


Pharmacia Fine Chemicals 


microparticles, silica 


Alitech Associates, Inc. 

J.T. Baker Chemical Company 
BDH Chemicals Ltd. 

Bio-Rad Laboratories 

Degussa Ltd. 

Duke Scientific Corp. 

Glen Creston Instruments Ltd. 
Henley & Co., inc. 

Koch-Light Laboratories Ltd. 

E. Merck 

The Separations Group (Vydac) 
SERVA Feinbiochemica GmbH 
Shandon Southern Products 


microscopy supplies, chemicals 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

Aifa Products 

Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 

BDH Chemicals Ltd. 

Carolina Biological Supply Company 

Chemical Dynamics Corporation 

Clin-Tech Ltd. 

Comber and Son 

DAKO-immunoglobulins a/s, DAKOPATTS A/S 
Difco Laboratories 

Electron Microscope Supplies 

E-Y Laboratories, Inc. 

Fisons Scientific Apparatus 

Fluka AG E 
Gallard-Schlesinger Chemical Mfg. Corp. 
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GBI Laboratories Ltd. 

General Drug and Chemical Corp. 
Griffin & George Ltd. 

Koch-Light Laboratories Ltd. 
Ladd Research Industries, Inc. 
LaPine Scientific Co. 

Medical Chemical Corp. 

E. Merck 

Pfaltz and Bauer, Inc. 

Philip Harris Ltd. 

Polaron Equipment Ltd. 
Polysciences, Inc. 

Raymond A. Lamb 

Rowley Biochemical Institute 
SERVA Feinbiochemlca GmbH 
Sigma Chemical Company 
Signo Trading International Ltd. 
Structure Probe, Inc. 

Taab Enterprises 

Tridom Chemical Inc. 


microscopy supplies, 
cytochemical markers 


Aldrich Chemical Co. Ltd. (UK) 
Carolina Biological Supply Company 


- E-Y Laboratories, Inc. 


Fluka AG 

Réactifs IBF 

E. Merck 

Northeast Biomedical Laboratories Ltd. 
Philip Harris Ltd. 

Polaron Equipment Ltd. 

Polysciences, Inc. 

Sigma Chemical Company 

Signo Trading International Ltd. 

Taab Enterprises 


microscopy supplies, 
dehydrating agents 


J.T. Baker Chemical Company 
BDH Chemicals Ltd. 

Carolina Biological Supply Company 
Difco Laboratories 

Fisons Scientific Apparatus 
Fluka AG 

GBI Laboratories Ltd. 

Griffin & George Ltd. 

Koch-Light Laboratories Ltd. 
Ladd Research Industries, Inc. 
Philip Harris Ltd. 

Polaron Equipment Ltd. 
Polysciences, Inc. 

Howley Biochemical Institute 
SERVA Feinbiochemica GmbH 
Shandon Southern Products 
Sigma Chemical Company 
Signo Trading International Ltd. 
Structure Probe, Inc. 

Taab Enterprises 


microscopy supplies, electron 
microscopy stains 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 

BDH Chemicals Ltd. 

Comber and Son 

E-Y Laboratories, Inc. 


Fisons Scientific Apparatus 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Koch-Light Laboratories Ltd. 

Ladd Research Industries, Inc. 

E. Merck 

National Diagnostics Inc. 

Northeast Biomedical Laboratories Ltd. 
Polaron Equipment Ltd. 

Polysciences, Inc. 

Raymond A. Lamb 

Sanbio b.v. 

Signo Trading International Ltd. 

Structure Probe, Inc. 

Taab Enterprises 

Tridom Chemical Inc. 


microscopy supplies, 
embedding media 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 

BDH Chemicals Ltd. 

R.P. Cargille Laboratories, Inc. 
Carolina Biological! Supply Company 
Clin-Tech Ltd. 

Comber and Son 

Difco Laboratories 

Du Pont de Nemours International S.A. 
Ferak Berlin 

Fisons Scientific Apparatus 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
GBI Laboratories Ltd. 

Koch-Light Laboratories Ltd. 

Ladd Research Industries, Inc. 
Masters Chemical Company 

E. Merck 

Philip Harris Ltd. 

Polaron Equipment Ltd. 
Polysciences, Inc. 

Raymond A. Lamb 

SERVA Feinbiochemica GmbH 
Shandon Southern Products 

Signo Trading International Ltd. 
Structure Probe, Inc. 

Taab Enterprises 

Tridom Chemical Inc. 

Triton Instruments Ltd. 


microscopy supplies, fixatives 


Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
BDH Chemicals Ltd. 

Carolina Biological Supply Company 
Clin-Tech Ltd. 

Comber and Son 

Difco Laboratories 

Electron Microscope Supplies 
Fisons Scientific Apparatus 

Fluka AG 

GBI Laboratories Ltd. 

Griffin & George Ltd. 

Hughes & Hughes Ltd. 

Koch-Light Laboratories Ltd. 

Ladd Research Industries, Inc. 
LIP. (Equipment and Services) Ltd. 
Medical Chemical Corp. 

E. Merck 

National Diagnostics Inc. 

Philip Harris Ltd. 


Nature 


Polaron Equipment Ltd. 
Poiysciences, Inc. 

Rowley Biochemical institute 

SERVA Felnblochemica GmbH 
Shandon Southem Products 

Sigma Chemical Company 

Signo Trading International Ltd. 
Structure Probe, Inc. , 
Taab Enterprises 


microscopy supplies, 
fluorescent dyes 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 

BBL Microbiology Systems 

BDH Chemicals Ltd. 

BioDx 

Carolina Biological Supply Company 
Clin-Tech Ltd. 

DAKO-immunoglobulins a/s, DAKOPATTS A/S 
Difco Laboratories 

Fisons Sclentific Apparatus 

Fluka AG 

Koch-Light Laboratories Ltd. 

E. Merck 

Northeast Biomedical Laboratories Ltd. 
Polysclences, Inc. 

Raymond A. Lamb 

Research Organics, Inc. 

Roboz Surgical Instrument Co. Inc. 

Rowley Biochemical Institute 

Sanbio b.v. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Signo Trading International Ltd. 

Société Chimique Pointet Girard-Réactifs RAL 
Structure Probe, Inc. 

Tridom Chemical Inc. 


microscopy supplies, grids 


Electron Microscope Suppiies 
GBI Laboratories Ltd. 

Ladd Research Industries, Inc. 
LKB Instruments, Inc. 
Polaron Equipment Ltd. 
Polysclences, Inc. 

Signo Trading International Ltd. 
Structure Probe, Inc. 

Taab Enterprises 


microscopy supplies, immersion 
oils 


Accurate Chemical & Scientific Corporation 
Aiomergic Chemetals Corp. 

J.T. Baker Chemical Company 
BDH Chemicals Ltd. 

R.P. Cargille Laboratories, Inc. 

Carl Roth GmbH & Co. KG 

Carolina Biological Supply Company 
Clin-Tech Lid. 

Comber and Son 

Difco Laboratories 

Fisons Scientific Apparatus 

GBI! Laboratories Ltd. 

Hughes & Hughes Ltd. 

Koch-Light Laboratories Ltd. 

Medical Chemical Corp. 

E. Merck 
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Philio Harris Ltd. 

Polaron Equipment Ltd. 
Polysclences, Inc. 

Raymond A. Lamb 

SERVA Feinbiochemica GmbH 
Signo Trading International Ltd. 
Structure Probe, Inc. 

Tridom Chemical Inc. 

Triton Instruments Ltd. 


microscopy supplies, optical 
aids 


R.P. Cargille Laboratories, Inc. 
Carl Roth GmbH & Co. KG 
Carolina Biological Supply Company 
Comber and Son 

GBI Laboratories Ltd. 

Ladd Research Industries, Inc. 
E. Merck 

Philip Harris Ltd. 

Polaron Equipment Ltd. 
Polysciences, Inc. 

Signo Trading International Ltd. 
Structure Probe, Inc. 

Triton Instruments Ltd. 


minocycline 


General Drug and Chemical Corp. 
Sigma Chemical Company 





mithromycin 


Gallard-Schlesinger Chemical Mfg. Corp. 
P-L Biochemicals, Inc. 

Sigma Chemicai Company 

Signo Trading Internationa! Ltd 


mitomycin 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Calbiochem 

Car! Roth GmbH & Co. KG 

Chemical Dynamics Corporation 

ICN Nutritional Biochemicals 

P-L Biochemicals, inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Taab Enterprises 

Uniscience Ltd. 

United States Biochemical Carporation 


molecular weight standards 


Accurate Chemical & Sclentitic Corporation 
J.T. Baker Chemical Company 

BDH Chemicals Ltd. 

Bethesda Research Laboratones, Inc 

Bio Logicals, Inc. 

Bio-Rad Laboratories 

Boehringer Mannheim GmbH 

Fluka AG 

Gallard-Schtesinger Chemical Mfg. Corp. 
Genetic Research Instrumentaton Ltd 
Isolab, Inc. 

MCB/Harleco 
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MOL 


E. Merck 

Miles Laboratories, Inc. 
Pacific Biotech, inc. 
Pharmacia Fine Chemicals 
Pharmacia Inc. 

Pierce Chemical Company 
Polysciences, Inc. 

Research Plus, Inc. 

RIA (UK) 

SERVA Feinbiochemica GmbH 
Shandon Southern Products 
Sigma Chemical Company 
Signo Trading International Ltd. 
Tridom Chemical Inc. 
Uniscience Ltd. 


molecular weight standards, 
radiolabeled 


Bethesda Research Laboratories, Inc. 
New England Nuclear 
Signo Trading International Ltd. 


molsin 


Calbiochem 


monellin 


Accurate Chemical & Scientific Corporation 
Sigma Chemical Company 
Uniscience Ltd. 


monoglycerides 


Accurate Chemical & Scientific Corporation 
Applied Science Division 

Bast of Copenhagen 

Calbiochem 

Field Instruments Co. Ltd. 

Fluka AG 

Koch-Light Laboratories Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Senn Chemicals 

Serdary Research Labs, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Supelco, Inc. 

Tridom Chemical Inc. 

United States Biochemical Corporation 


MOPS, buffer 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

Aldrich Chemical Company (US) 

American Biological Corp. 

Anoroc Scientific, Inc. 

Atomergic Chemetals Corp. 

BDH Chemicals Ltd. 

Calbiochem 

Cambridge Research Biochemicals Limited 
Carl Roth GmbH & Co. KG 

Chemical Data Systems, Inc. 

Chemical Dynamics Corporation 

Corning Medical & Scientific 

East Anglia Chemicals Ltd. 

Ferak Berlin 

Fisons Scientific Apparatus 
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Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
General Drug and Chemical Corp. 
ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

E. Merck 

P-L Biochemicals, Inc. 
Polysciences, Inc. 

Research Organics, Inc. 

‘Research Plus, inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. . 

United States Biochemical Corporation 


Morgan's base 


Sigma Chemical Company 


motilin 


Cambridge Research Biochemicals Limited 
Fluka AG 

Merseyside Laboratories 

Paesel GmbH & Co. 

Peninsula Laboratorles, Incorporated 
Research Plus, Inc. 

Sigma Chemical Company 

Tridom Chemical Inc. 

Vega Biochemicals 


mRNA, rabbit giobin 


Bethesda Research Laboratories, Inc. 
Collaborative Research, Inc. 

Miles Laboratories, Inc. 

Sigma Chemical Company 


mucin 


Accurate Chemical & Scientific Corporation 
American Laboratories Inc. 

Atomergic Chemetals Corp. 

Biofac A/S 

Boehringer Mannheim GmbH 
Chemical Dynamics Corporation 
Koch-Light Laboratories Ltd. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 

Research Plus, inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 
Worthington Diagnostics 


muramic acid 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Calbiochem 

Chemical Dynamics Corporation 
Koch-Light Laboratories Ltd. 
Pfaltz and Bauer, Inc. 

Pfanstiehl Laboratories Inc. 

P-L Biochemicals, Inc. 
Research Plus, Inc. 

SERVA Feinblochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 


muramidase 


Biogenzia Lemania SA 
Callfornia Medicinal Chemistry Corporation 
Fluka AG 

Koch-Light Laboratories Ltd. 
Miles Laboratories, Inc. 
Millipore UK Ltd. 

Paesel GmbH & Co. 

Pfaitz and Bauer, Inc. 

SERVA Feinblochemica GmbH 
Sigma Chemical Company 
Uniscience Ltd. 

Worthington Diagnostics 


muscararine 


, SERVA Feinbiochemica GmbH 


mutagenicity, transformation 
and toxicity study services 


American Drug Research Institute, Inc. 
EAL Corporation 

Indiana Biolab 

Institute for Biomedical Research 
Meloy Laboratories, Inc. 


mutarotase 


Boehringer Mannheim GmbH 
Koch-Light Laboratories Ltd. 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Sigma Chemical Company 


mycostatin 


Calbiochem 

Gibco Division 

P-L Biochemicals, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Uniscience Ltd. 

United States Biochemical Corporation 


myoglobin 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Calbiochem 

Chemical Dynamics Corporation 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Koch-Light Laboratories Ltd. 

Miles Laboratories, Inc. 

Paesel GmbH & Co. 

RIA (UK) 

Sequemat Inc. 

Sigma Chemical Company 

Uniscience Ltd. 

United States Biochemical Corporation 


myo inositol derivatives 


BDH Chemicals Ltd. 
Calbiochem 

Chemical Dynamics Corporation 
Paesel GmbH & Co. 


Nature 


A 


P-L Biochemicals, Inc. 
Research Plus, Inc. 

SAS Pharmaceuticals Ltd. 
Sigma Chemical Company 
Tridom Chemical Inc. 


myokinase 


Biozyme Laboratories Limited 
Boehringer Mannheim GmbH 
Calbiochem 

Chemical Data Systems, Inc. 
Fluka AG 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Sigma Chemical Company 
Uniscience Ltd. 


myosin 
Bethesda Research Laboratories, Inc. 


California Medicinal Chemistry Corporation 
Sigma Chemical Company 


myristoyl choline salts. 


Accurate Chemical & Scientific Corporation 
Koch-Light Laboratories Ltd. 

Pfaltz and Bauer, Inc. 

Research Organics, inc. 

Research Plus, Inc. 

SERVA Feinblochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 


NAD/diaphorase 


Boehringer Mannheim GmbH 
Clin-Tech Ltd. 

Pfaltz and Bauer, Inc. 

Sigma Chemical Company 
Uniscience Ltd. 


NAD-pyrophosphorylase 


Boehringer Mannheim GmbH 
Pfaltz and Bauer, Inc. 
Uniscience Ltd. 


NADH-peroxidase 


Boehringer Mannheim GmbH 
Pfaltz and Bauer, Inc. 

Sigma Chemical Company 
Uniscierice Ltd. 


nafcillin 


Sigma Chemical Company 
Signo Trading International Ltd. 


nalidixic acid 


Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 
Boehringer Mannheim GmbH 
Chemical Dynamics Corporation 
Fluka AG 
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General Drug and Chemical Corp. 

P-L Biochemicals, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

United States Biochemical Corporation 


t 


naphthalene-acetic acid 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) . 
Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company. 
BDH Chemicals Ltd. 

Calbiochem , ` 

Carolina Biological Sech? Company 
Ferak Berlin 

Flow Laboratories Limited 

Fluka AG : 

Griffin & George Ltd. 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

Pacific Gateway Co. 

Pfaltz and Bauer, Inc. . 
Polysciences, Inc. 

Research Plus, Inc. 

Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


naphthoxy acetic acid 


Accurate Chemical & Scientific Corporation 
Carolina Biological Supply Company 

Fluka AG 

General Drug and Chemical Corp. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Sigma Chemical Company 

Syndel Laboratories Ltd. 

Tridom Chemical! Inc. 


beta-naphthoxy-acetic acid 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

Aldrich Chemical Company (US) 
Carolina Biological Supply Company 
Chemical Dynamics Corporation 
Fluka AG 

ICN Nutritional Biochemicals 

Pfaltz and Bauer, Inc. 

Research Organics, Inc. 

Sigma Chemical Company 

Syndel Laboratories Ltd. 

Trans World Chemicals, Inc. 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


naphthyl sugars 


Accurate Chemical & Scientific Corporation 
Fluka AG 

Koch-Light Laboratories Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Senn Chemicals 

Sigma Chemical Company 

Tridom Chemical Inc. 


NEU 


naphthylamine 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Analabs . 

BDH Chemicals Ltd. 

Buckton Scott Ltd. 

Ferak Berlin 

General Drug and Chemical Corp. 
Koch-Light Laboratories Ltd. 
Research Plus, Inc. 

Senn Chemicals 

SERVA Feinblochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 


neomycin 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 

Bate Chemical Company Limited 

BDH Chemicals Ltd. 

Boehringer Mannheim GmbH 
Calbiochem ` 

Cari Roth GmbH & Co. KG 

Chemical Dynamics Corporation 
General Drug and Chemical Corp. 
Gibco Division 

Novo Industri A/S 

P-L Biochemicals, Inc. 

Research Plus, Inc. 

Roussel Corporation 

SERVA Feinblochemica GmbH 
Sigma Chemical Company 

Signo Trading International Ltd. 
Uniscience Ltd. 

United States Biochemical Corporation 
The Wellcome Foundation Ltd. 


neriitoxin 


Boehringer Mannheim GmbH 


nerve growth factor 


Advanced Biotechnologies, Inc. 

American Biological Corp. 

Bethesda Research Laboratories, Inc. 
California Medicinal Chemistry Corporation 
Collaborative Research, Inc. 

Paesel GmbH & Co. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Uniscience Ltd. 


neuraminidase 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Bethesda Research Laboratories, Inc. 
Boehringer Mannheim GmbH 
Calbiochem 

Chemical Data Systems, Inc. 
Gallard-Schlesinger Chemical Mfg. Corp. 
Hoechst U.K. Ltd. 

ICN Nutritional Biochemicals 

Koch-Light Laboratories Ltd. 

E. Merck 

Millipore UK Ltd. 

Paesel GmbH & Co. 

Research Plus, Inc. 

Sigma Chemical Company 
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NEU 


Taab Enterprises 
Uniscience Ltd. 
The Wellcome Foundation Ltd. 


neurophysin 


Paesel GmbH & Co. 

RIA (UK) 

Sigma Chemical Company 
UCB-Bioproducts 


neurotensin. 

Accurate Chemical & Scientific Corporation 
Beckman Instruments, Inc. 

Beckman Instruments, Inc. (Bioproducts) 
California Medicina! Chemistry Corporation 
Cambridge Research Biochemicals Limited 
Immuno Nuclear Corp. 

Merséyside Laboratories 

Paesel GmbH & Co. . 

Peninsula Laboratories, Incorporated 
Research Plus, Inc. 

Sigma Chemical Company 
UCB-Bioproducts 

United.States Biochemical Corporation 
Universal Biologicals Ltd. 

Vega Biochemicals 


neurotoxin 3 


Calbiochem 
Sigma Chemical Company 


neurotransmitter analogs 


Biosearch 

Cambridge Research Biochemicals Limited 
Fluka AG 

Sigma Chemical Company 


neurotransmitters 


BDH Chemicals Ltd. 

Biosearch 

Cambridge Research Biochemicals Limited 
Fluka AG 

Sigma Chemical Company 


niacin 

Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
Bate Chemical Company Limited 
Calbiochem : 
Chemical Dynamics Corporation 
East Anglia Chemicals Ltd. . 
Fluka AG 

Freeman Industries Inc. 

General Drug and Chemical Corp. 
ICN Nutritional Biochemicals 
Kirkman Laboratories, Inc. 
Koch-Light Laboratories Ltd. 
Lonza AG 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Robeco Chemicals, Inc. 

Schering Aktiengesellschaft 
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SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical inc. 

United States Biochemical Corporation 


niacinamide 
Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 


Bate Chemical Company Limite 


Calbiochem 
Chemical. Dynamics Corporation 
Degussa Ltd. 

Fluka AG 

Freeman Industries Inc. 

General Drug and Chemical Corp. 
ICN Nutritional Biochemicals 

KC Biological, Inc. 

Kirkman Laboratories, Inc. 
Koch-Light Laboratories Ltd. 
Lonza AG 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Schering Aktiengeselischaft 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


nick translation kits 


Amersham International Ltd. 

J.T. Baker Chemical Company 
Bethesda Research Laboratories, Inc. 
Collaborative Research, Inc. 

Enzo Biochem, Inc. 

New England Nuclear 

Uniscience Ltd. 


nicotinamide adenine 
dinucleotide 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Biogenzia Lemania SA : 

Boehringer Mannheim GmbH 
Calbiochem 
Chemical Dynamics Corporation 
Clin-Tech Ltd. 

Fluka AG . ; 
Gallard-Schlesinger Chemical Mfg. Corp. 
ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

Kohjin Co., Ltd. 

E. Merck 

Pacific Gateway Co. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemlca GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


nicotinamide adenine 
dinucleotide phosphate 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 


BDH Chemicals Ltd. 

Biogenzia Lemania SA 
Boehringer Mannheim GmbH 
Calbiochem 

Chemical Dynamics Corporation 
Clin-Tech Ltd. 

Fluka AG 
Gallard-Schlesinger Chemical Mfg. Corp. 
ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 
Kohjin Co., Ltd. 

E. Merck 

Pacific Gateway Co. 

Paesel GmbH & Co. 

P-L Biochemicals, Inc. 
Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


nicotinic acid 


Accurate Chemical & Scientific Corporation 
Aldrich Chemica! Co. Ltd. (UK) ) 
Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 

BDH Chemicals Ltd. 

Calbiochem ` 

Carolina Biological Supply Company 
Chemical Dynamics Corporation 

East, Anglia Chemicals Ltd. 

Fluka AG 

General Drug and Chemical Corp. 

ICN Nutritional Biochemicals 

KC Biological, Inc. 

Kirkman Laboratories, Inc. 

Koch-Light Laboratories Ltd. 

Lonza AG 

E. Merck ` 

Pacific Gateway Co. 

Paesel GmbH & Co. 

Pfaltz and.Bauer, Inc. 

Research Pius, Inc. 

Schering Aktiengesellschaft 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


niddamycin 


Calbiochem 


nigeran 


Calbiochem 

Koch-Light Laboratories Ltd. 
Paesel GmbH & Co. 
Tridom Chemical Inc. 


ninhydrin reagents 


J.T. Baker Chemical Company 

BDH Chemicals Ltd. 

Beckman Instruments, Inc. (Bioproducts) 
Beckman-Riic Ltd., 

Carolina Biological Supply Company 


Nature 


Chemical Dynamics Corporation 
East Anglia Chemicals Ltd. 
Fisons Scientific Apparatus 
Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Koch-Light Laboratories Ltd. 
LKB-Produkter AB 
MCB/Harleco 

E. Merck 

Pierce Chemical Company 
Research Plus, Inc. 

Sequemat Inc. 

Sigma Chemical Company 


nitrate reductase 


Millipore UK Ltd. 
Paesel GmbH & Co. 
Sigma Chemical Company 


nitrobiphenyl 


Aldrich Chemica! Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Alfa Products 

Analabs 

Fluka AG 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Sigma Chemical Company 
Tridom Chemical Inc. 


nitrocellulose pre-cut circles 


J.T. Baker Chemical Company 

Electron Microscope Supplies 

Enzo Biochem, Inc. 

Micro Filtration Systems 

Millipore UK Ltd. 

New England Nuclear 

Nuclepore Corporation 

Polaron Equipment Ltd. 

Sartorius Filters, Inc, 

Schlelcher & Schuell, AG (Switzerland) 
Schleicher & Schuell, Inc. (US/Canada) 
Schleicher & Schull GmbH (Worldwide) 
Structure Probe, Inc. 


nitrocellulose pre-cut squares 


Bio-Rad Laboratories 
Electron Microscope Supplies 
Micro Filtration Systems 
New England Nuclear 
Nuclepore Corporation 
Sartorius Filters, Inc. 
Schleicher & Schuell, AG (Switzerland) 
Schleicher & Schuell, Inc. (US/Canada) 
Schleicher & Schill GmbH (Worldwide) 


nitrocellulose rolis 


Bio-Rad Laboratories 

Electron Microscope Supplies 

Micro Filtration Systems 

Millipore UK Ltd. 

Nuclepore Corporation 

Schleicher & Schuell, AG (Switzerland) 
Schleicher & Schuell, Inc. (US/Canada) 
Schleicher & Schill GmbH (Worldwide) 
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nitrocellulose sheets 


J.T. Baker Chemical Company 
Bethesda Research Laboratories, Inc. 
Bio-Rad Laboratories 

Electron Microscope Supplies 

Enzo Biochem, Inc. 

Micro Filtration Systems 

Millipore UK Ltd. 

New England Nuclear 

Nuclepore Corporation 

Sartorius Filters, Inc. 

Schleicher & Schuell, AG (Switzerland) 
Schleicher & Schuell, Inc. (US/Canada) 
Schleicher & Schull GmbH (Worldwide) 
Uniscience Ltd. 


nitronitropropyl guanidine 


Sigma Chemical Company 
Tridom Chemical Inc. 


p-nitrophenyl-2-acetamido-deoxy 
sugars 


Accurate Chemical & Scientific Corporation 
Calbiochem 

Cambridge Research Biochemicals Limited 
Koch-Light Laboratories Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L. Biochemicals, Inc. 

Research Plus, Inc. 

Senn Chemicals 

Sigma Chemical Company 

Tridom Chemical Inc. 


p-nitrophenyl sugars 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Boehringer Mannheim GmbH 
Calbiochem 

Cambridge Research Biochemicals Limited 
Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
ICN Nutritional Biochemicals 

Koch-Light Laboratories Ltd. 

E. Merck 

Paesel GmbH & Co. 

Pfaltz and Bauer, inc. 

P-L Biochemicals, Inc. 

Research Organics, Inc. 

Research Plus, Inc. 

Senn Chemicals 

Sigma Chemical Company 

Tridom Chemical Inc. 


nitrosobenzene 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
BDH Chemicals Ltd. 

Fluka AG 

King's Laboratory, Inc. 

Pfaltz and Bauer, Inc. 

Sigma Chemical Company 
Thermo Electron Corporation 
Tridom Chemical Inc. 


NIT 


nitrosobutyl propylamine 


Aldrich Chemical Co. Ltd. (UK) 
Sigma Chemical Company 
Uniscience Ltd. 


nitrosodibuytlamine 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd (UK) 
Alfa Products 

The Ames Laboratories Inc 
Analabs 

Pfaltz and Bauer, Inc. 

SERVA Feinblochemica GmbH 
Sigma Chemical Company 
Thermo Electron Corporation 
Tridom Chemical Inc. 
Uniscience Ltd. 


nitrosodiethanolamine 


Aldrich Chemical Co. Ltd. (UK) 
Pfaltz and Bauer, Inc. 

Sigma Chemical Company 
Thermo Electron Corporation 
Tridom Chemical Inc. 
Uniscience Ltd. 


nitrosodiethylamine 


Aldrich Chemical Co. Ltd. (UK) 
The Ames Laboratories Inc 
Analabs 

Fluka AG 

Pfaltz and Bauer, Inc. 

SERVA Felnblochemica GmbH 
Sigma Chemical Company 
Thermo Electron Corporation 
Tridom Chemical Inc. 
Uniscience Ltd. 


nitrosodimethylamine 


Aldrich Chemical Co. Ltd (UK) 
Aldrich Chemical Company (US) 
Alfa Products 

Alltech Associates, Inc. 

The Ames Laboratories Inc. 
Analabs 

Pfaltz and Bauer, Inc. 

Sigma Chemical Company 
Supelco, Inc. 

Thermo Electron Corporation 
Tridom Chemical Inc. 


nitrosodiphenylamine 


Aldrich Chemical Co. Ltd. (UK) 
Alltech Associates, Inc 
Analabs 

Fluka AG 

Loba-Chemie 

Pfaltz and Bauer, Inc. 

Sigma Chemical Company 
Supelco, Inc. 

Thermo Electron Corporation 
Tridom Chemical Inc. 
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NIT 


nitrosodipropylamine 


Aldrich Chemical! Co. Ltd. (UK) 
Alltech Associates, Inc. 

The Ames Laboratories Inc. 
Analabs 

Pfaltz and Bauer, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Supelco, Inc. 

Thermo Electron Corporation 
Tridom Chemical Inc. 


nitrosoethylbutylamine 


Aldrich Chemical Co. Ltd. (UK) 
Alfa Products 

The Ames Laboratories Inc. 
Pfaltz and Bauer, Inc. 

Sigma Chemical Company 
Thermo Electron Corporation 
Tridom Chemical Inc. 


nitrosoethylurea 


Aldrich Chemical Co. Ltd. (UK) 
East Anglia Chemicals Ltd. 
Fluka AG 

King’s Laboratory, Inc. 

Pfaltz and Bauer, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Thermo Electron Corporation 
Tridom Chemical Inc. 
Uniscience Ltd. 


| 
nitrosomethylaniline 


Aldrich Chemical Co. Ltd. (UK) 
Analabs 

Pfaltz and Bauer, Inc. 

Sigma Chemical Company 
Thermo Electron Corporation 
Tridom Chemical Inc. 
Uniscience Ltd. 


nitrosomethylbutylamine 


Aldrich Chemical Co. Ltd. (UK) 
Pfaltz and Bauer, Inc. 

Sigma Chemical Company 
Thermo Electron Corporation 
Tridom Chemical Inc. 


nitrosomethylethylamine 


Aldrich Chemical Go. Ltd. (UK) 
The Ames Laboratories Inc. 
Pfaltz and Bauer, Inc. 

Sigma Chemical Company 
Thermo Electron Corporation 
Tridom Chemical Inc. 


nitrosomethylglycine ethyl ester 


Aldrich Chemical Co. Ltd. (UK) 
Sigma Chemical Company 
Thermo Electron Corporation 
Tridom Chemical Inc. 
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nitrosomethylurea 


Aldrich Chemical Co. Ltd. (UK) 
Alfa Products 

East Anglia Chemicals Ltd. 
King’s Laboratory, Inc. 

Pfaltz and Bauer, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Thermo Electron Corporation 


. Tridom Chemical Inc. 


Uniscience Ltd. 


nitrosomorpholine 


Aldrich Chemical Co. Ltd. (UK) 
Analabs 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Thermo Electron Corporation 
Tridom Chemical Inc. 
Uniscience Ltd. 


nitrosonaphthol 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Alfa Products 

J.T. Baker Chemical Company 
BDH Chemicals Ltd. 

Eastern Chemical 

Fluka AG 

Koch-Light Laboratories Ltd. 
Loba-Chemie 

Pfaltz and Bauer, Inc. 

Sigma Chemical Company 
Thermo Electron Corporation 
Tridom Chemical Inc. 


nitrosonaphthol disulfonic acid 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Fluka AG 

Koch-Light Laboratories Ltd. 
Pfaltz and Bauer, Inc. 

Sigma Chemical Company 
Thermo Electron Corporation 
Tridom Chemical Inc. 


nitrosonitroethyl guanidine 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Pfaltz and Bauer, Inc. 

Sigma Chemical Company 
Thermo Electron Corporation 
Tridom Chemical Inc. ` 


nitrosonitromethyl guanidine 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Pfaltz and Bauer, Inc. 

Sigma Chemical Company 
Thermo Electron Corporation 
Tridom Chemical Inc. 


nitrosonitropropylamine 


Aldrich Chemical Co. Ltd. (UK) 
Pfaltz and Bauer, Inc. 

Thermo Electron Corporation 
Tridom Chemical Inc. 


nitrosopiperazine carboxylic 
acid ethyl ester 


Pfaltz and Bauer, Inc. 
Sigma Chemical Company 
Thermo Electron Corporation 


nitrosopiperidine 


Aldrich Chemical Co. Ltd. (UK) 
Analabs 

Pfaltz and Bauer, Inc. 

SERVA Feinbiochemica GmbH 
Sigma: Chemical Company 
Thermo Electron Corporation 
Tridom Chemical Inc. 
Uniscience Ltd. 


nitrosopyrrolidine 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
The Ames Laboratories Inc. ` 
Analabs 

Fluka AG 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Sigma Chemical Company 
Thermo Electron Corporation 
Tridom Chemical Inc. 


nitroso R salt 


Aldrich Chemical Co. Ltd. (UK) 

Aldrich Chemical Company (US) 

BDH Chemicals Ltd. 

Eastern Chemical 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Koch-Light Laboratories Ltd. 

Loba-Chemie 

Sigma Chemical Company 

Tridom Chemical Inc. ` 


nitrosotriamino pyrimidine 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Pfaltz and Bauer, Inc. 

Sigma Chemical Company 
Thermo Electron Corporation 


nonactin 


Accurate Chemical & Scientific Corporation 
Boehringer Mannheim GmbH 

Fluka AG 

P-L Biochemicals, Inc. 

Sigma Chemical Company 

Uniscience Ltd. 


Nature 


noradrenalin (see also 
norepinephrine) 


Aldrich Chemical Company (US) 

BDH Chemicals Ltd. 

Fluka AG 

Koch-Light Laboratories Ltd. 
Pfaltz and Bauer, Inc. i 
SERVA Feinbiochemica GmbH 

Sigma Chemica! Company 

Tridom Chemical Inc. 


norcholenic acid 


Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Tridom Chemical Inc. 


norepinephrine (see also: 
noradrenalin) 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 

Chemical Dynamics Corporation 

Fluka AG 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinblochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 


19-nortestosterone 


Accurate Chemical & Scientific Corporation 
Chemical Dynamics Corporation 
Fluka AG 

Henley & Co., Inc. 

Koch-Light Laboratories Ltd. 
Pfaltz and Bauer, Inc. 
. Research Plus, Inc. 

Schering Aktiengesellschaft 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Unisclence Ltd. 


noscapine 


Atomergic Chemetals Corp. 
Boehringer Ingelheim KG 
' Sigma Chemical Company 


novobiocin 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Boehringer Mannheim GmbH 

P-L Biochemicals, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Uniscience Ltd. 


nuciferoline 


Sigma Chemical Company 
nuclease Bal 31 


J.T. Baker Chemical Company 
Bethesda Research Laboratories, Inc. ` 
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New England BioLabs, Inc. 
Uniscience Ltd. 


nuclease, mung bean 


P-L Biochemicals, Inc. 


nuclease, N. crassa 


P-L Biochemicals, Inc. 


nuclease P1 


Bethesda Research Laboratories, Inc. 
Boehringer Mannheim GmbH 
Calbiochem 

Paesel GmbH & Co. 

P-L Biochemicals, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Uniscience Ltd. 


nuclease S1 


Bethesda Research Laboratories, Inc. 
Boehringer Mannheim GmbH 
Miles Laboratories, Inc. 
Millipore UK Ltd. 

New England Nuclear 

Paesel GmbH & Co. 

P-L Biochemicals, Inc. 
Hesearch Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Uniscience Ltd. 

Worthington Diagnostics 


nucleohistone 


Sigma Chemical Company 


nucleoside-5'-diphosphate 
kinase 


Boehringer Mannheim GmbH 
Sigma Chemical Company 


nucleoside monophosphate 


kinase 


Boehringer Mannheim GmbH 
Paesel GmbH & Co. 
Sigma Chemical Company 


nucleoside phosphorylase 


Boehringer Mannheim GmbH 
Paesel GmbH & Co. 

Sigma Chemical Company 
Uniscience Ltd. 


nucleosides and 
deoxyribonucleosides 


J.T. Baker Chemical Company 
Biosearch 

Boehringer Mannheim GmbH 
Calbiochem 


Chemical Dynamics Corporation 
Collaborative Research, Inc. 
Cruachan Chemical Co. Ltd. 
Fluka AG 

Henley & Co., Inc. 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 
Kohjin Co., Ltd. 

E. Merck 

Merseyside Laboratories 

M.P.K. Omega Co. 

Pacific Gateway Co. 

Paesel GmbH & Co. 

Pfanstiehl Laboratories Inc. 

P-L Biochemicals, Inc. 
Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Uniscience Ltd. 

United States Biochemical Corporation 
Vega Biochemicals 


nucleoside triphosphates 


J.T. Baker Chemical Company 
Biosearch 

Boehringer Mannheim GmbH 
Calbiochem 

Chemical Dynamics Corporation 
Collaborative Research, Inc. 
Cruachan Chemical Co. Ltd. 
Fluka AG 

Henley & Co., Inc. 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 
M.P.K. Omega Co. 

Paesel GmbH & Co. 

P-L Biochemicals, Inc. 
Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Uniscience Ltd. 


nucleotides 


J.T. Baker Chemical Company 
BDH Chemicals Ltd. 

Blosearch 

Boehringer Mannheim GmbH 
Calbiochem 

Chemical Dynamics Corporation 
Collaborative Research, Inc. 
Cruachan Chemical Co. Ltd. 
Fluka AG 

Henley & Co., Inc. 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 
Kohjin Co., Ltd. 

Merseyside Laboratories 

M.P.K. Omega Co. 

Pacific Gateway Co. 

Paesel GmbH & Co. 

P-L Blochemicals, Inc. 
Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Uniscience Ltd. 

United States Biochemical Corporation 
Vega Biochemicals 
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NUC 
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NUC 


nucleotides, cyclic 


J.T. Baker Chemical Company 
BDH Chemicals Ltd. 
Boehringer Mannheim GmbH 
Calbiochem 

Chemical Dynamics Corporation 
Fluka AG 

Henley & Co., Inc. 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 
Pacific Gateway Co. 

Paesel GmbH & Co. 

P-L Biochemicals, Inc. 
Research Plus, Inc. 

Sigma Chemical Company 
Uniscience Ltd. 

United States Biochemical Corporation 


nucleotides, ethenoadenosine 


M.P.K. Omega Co. 

P-L Biochemicals, Inc. 
Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Uniscience Ltd. 


nucleotides, mercurated 


Calbiochem 

M.P.K. Omega Co. 

P-L Blochemicals, Inc. 
Research Plus, Inc. 


nucleotides, protected 


Bethesda Research Laboratories, Inc. 
Biosearch 

Chemical Dynamics Corporation 
Collaborative Research, Inc. 
Cruachan Chemical Co. Ltd. 

Fluka AG 

Merseyside Laboratories 

M.P.K. Omega Co. 

Pacific Gateway Co. 

Paesel GmbH & Co. 

P-L Biochemicals, Inc. 

Research Plus, Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 
Vega Biochemicals 


nucleotides, trinitrophenyl 


Blosearch 

ICN Nutritional Biochemicals 
M.P.K. Omega Co. 

P-L Biochemicals, Inc. 
Research Plus, Inc. 
Uniscience Ltd. 


nystatin 


Accurate Chemical & Scientific Corporation 
American Cyanamid Co. 

Atomergic Chemetais Corp. 

Bate Chemical Company Limited 

BDH Chemicals Ltd. 

Chemical Dynamics Corporation 

ICN Nutritiona! Biochemicals 

SERVA Feinbiochemica GmbH 
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Sigma Chemical Company 

Signo Trading International Ltd. 
Uniscience Ltd. 

United States Biochemical Corporation 


ochratoxin 


Aldrich Chemical Company (US) 
Applied Science Division - 


- Calbiochem 


Cambridge Research Biochemicals Limited 
Senn Chemicals 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 


ocopodine 


Sigma Chemical Company 


oleandomycin 


Accurate Chemical & Scientific Corporation 
Pfaltz and Bauer, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Uniscience Ltd. 


oleandrigenia 


Boehringer Mannheim GmbH 
Carl Roth GmbH & Co. KG 
SERVA Feinbiochemica GmbH 


oligo and polynucleotides 


Bethesda Research Laboratories, Inc. 
Bio Logicals, Inc. 

Blosearch 

Boehringer Mannheim GmbH 
Chemical Dynamics Corporation 
Choay Chimie 

Collaborative Research, Inc. 
Cruachan Chemical Co. Ltd. 

Fluka AG 

ICN Nutritional Biochemicals 

M.P.K. Omega Co. 

Pacific Gateway Co. 

Paesel GmbH & Co. 

P-L Biochemicals, Inc. 

Research Plus, Inc. 

Sequemat Inc. 

Sigma Chemical Company 
Uniscience Ltd. 

United States Biochemical Corporation 
Vega Biochemicals 


oligomycin 


Accurate Chemical & Scientific Corporation 
Boehringer Mannheim GmbH 

Calbiochem 

Fluka AG 

P-L Blochemicals, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Uniscience Ltd. 

United States Biochemical Corporation 


oligonucleotidase 


Pfaitz and Bauer, Inc. 


oligonucleotides, insolubilized 


Bio Logicals, Inc. 

Blosearch 

Collaborative Research, Inc. 
Réactifs IBF 

M.P.K. Omega Co. 
Pharmacia Fine Chemicals 
Sequemat Inc. 

Sigma Chemical Company 


oligonucleotides, primer 


Bethesda Research Laboratories, Inc. 
Bio Logicals, Inc. 

Blosearch 

Boehringer Mannheim GmbH 
Collaborative Research, Inc. 
Cruachan Chemical Co. Ltd. 
M.P.K. Omega Co. 

New England BioLabs, Inc. 
Paesel GmbH & Co. 

P-L Biochemicals, Inc. 

Sigma Chemical Company 
Uniscience Ltd. 


oligonucleotides, protected 


Bethesda Research Laboratories, Inc. 
Bio Logicals, Inc. 

Biosearch 

Collaborative Research, Inc. 
Cruachan Chemical Co. Ltd. 
Fluka AG 

Merseyside Laboratories 
M.P.K. Omega Co. 

P-L Blochemicals, inc. 
Sequemat Inc. 

Uniscience Ltd. 

Vega Biochemicals 


oligonucleotides, synthetic 
linkers 


Bethesda Research Laboratories, Inc. 
Bio Logicals, Inc. 

Blosearch 

Boehringer Mannheim GmbH 
Collaborative Research, Inc. 
Cruachan Chemical Co. Ltd. 
Fluka AG 

Hana Biologics, Inc. 
Merseyside Laboratories 

M.P.K. Omega Co. 

New England BioLabs, inc. 
Paesel GmbH & Co. 

P-L Blochemicals, Inc. 

The Separations Group (Vydac) 
Sequemat Inc. 

Uniscience Ltd. 


olivomycin 


Calbiochem 
P-L Biochemicals, Inc. 
Sigma Chemical Company 


Nature 


organometallic compounds 


Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
BDH Chemicals Ltd. 

East Anglia Chemicals Ltd. 
Eastern Chemical 

Fluka AG 


General Drug and Chemical Corp. 


Gien Creston Instruments Ltd. 
Koch-Light Laboratories Ltd. 


Sankyo Organic Chemicals Co., Ltd. 


Sigma Chemical Company 
Signo Trading International Ltd. 


ornithine transcarbamylase 


Paesel GmbH & Co. 
Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 
Sigma Chemical Company 


orotidine-5'-phosphate 


pyrophosphorylase 


Boehringer Mannheim GmbH 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Sigma Chemical Company 


ouabain 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 
BDH Chemicals Ltd. 
Boehringer Mannheim GmbH 
Calbiochem 

Carl Roth GmbH & Co. KG 
Chemical Dynamics Corporation 
Fluka AG 

ICN Nutritional Biochemicals 
Inland Alkaloid Co. 

Pfaitz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 
Uniscience Ltd. 


ovalbumin 


Atomergic Chemetals Corp. 
Calbiochem 

Chemical Dynamics Corporation 
Fluka AG 

Koch-Light Laboratories Ltd. 
Miles Laboratories, Inc. 
Millipore UK Ltd. 

Paesel GmbH & Co. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


United States Biochemical Corporation 


Worthington Diagnostics 


oxonate 
Calbiochem 
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oxytetracycline 


Accurate Chemical & Scientific Corporation 
Bate Chemical Company Limited 

BDH Chemicals Ltd. 

Calbiochem 

Fluka AG 

General Drug and Chemical Corp. 
Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 

SAS Pharmaceuticals Ltd. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Signo Trading International Ltd. 
Syndel Laboratories Ltd. 

United States Biochemical Corporation 


oxythiamine chloride 


Chemical Dynamics Corporation 
Research Organics, Inc. 
Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Uniscience Ltd. 


oxytocin 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetais Corp. 

Bate Chemical Company Limited 
Beckman Instruments, Inc. 

Beckman Instruments, Inc. (Bioproducts) 
Calbiochem 

California Medicinal Chemistry Corporation 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

Fluka AG 

Immuno Nuclear Corp. 

Koch-Light Laboratories Ltd. 

Merseyside Laboratories 

Paesel GmbH & Co. 

Peninsula Laboratories, Incorporated 
Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 
UCB-Bioproducts 

United States Biochemical Corporation 
Universal Biologicals Ltd. 

Vega Biochemicals 


pachyman 


Calbiochem 

Paesel GmbH & Co. 

Tridom Chemical Inc. 

United States Biochemical Corporation 


palatinose 


Aldrich Chemical Company (US) 
Atomergic Chemetais Corp. 
BDH Chemicals Ltd. 

Carl Roth GmbH & Co. KG 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 
Paesel GmbH & Co. 


PAN 


P-L Biochemicals, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 


pancreatic polypeptide 


Accurate Chemical & Scientific Corporation 
Cambridge Research Biochemicals Limited 
Merseyside Laboratories 

Paesel GmbH & Co. 

SERVA Feinbiochemica GmbH 

Universal Biologicals Ltd. 


pancreatin 


Accurate Chemical & Scientific Corporation 
American Laboratories Inc. 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
BDH Chemicals Ltd. 

Biochemie Gesellschaft m.b.H 
Carolina Biological Supply Company 
Chemical Dynamics Corporation 
East Anglia Chemicals Ltd. 

E-Y Laboratories, Inc. 

Fisons Scientific Apparatus 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Gibco Division 

Griffin & George Ltd. 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

E. Merck 

Paesel GmbH & Co. 

Paines and Byrne Ltd. 

Pfaltz and Bauer, Inc. 

Philip Harris Ltd. 

Research Plus, Inc. 

Scientific Protein Laboratories, inc 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 

Worthington Diagnostics 


pancreozymin 


California Medicinal Chemistry Corporat.on 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

Fluka AG 

Merseyside Laboratories 

Paesel GmbH & Co. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 


pangamic acid 


Atomergic Chemetals Corp. 

Chemical Dynamics Corporation 
Eastern Chemical 

ICN Nutritional Biochemicals 

Pfaltz and Bauer, Inc. 

Research Plus, inc. 

Senn Chemicals 

Tridom Chemical Inc. 

United States Biochemical Corporation 
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pantethine 


Accurate Chemical & Scientific Corporation 
Research Plus, Inc. 

Sigma Chemical Company 

Uniscience Ltd. 


pantothenic acid 


Accurate Chemical & Scientific Corporation 
J.T. Baker Chemical Company 
BDH Chemicals Ltd. 

Calbiochem 

Chemical Dynamics Corporation 
East Anglia Chemicals Ltd. 

Fluka AG 

General Drug and Chemical Corp. 
ICN Nutritional Biochemicals 
Kirkman Laboratories, Inc. 
Koch-Light Laboratories Ltd. 
Pacific Gateway Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Sigma Chemical Company 
Tridom Chemical Inc. 

Uniscience Ltd. 


pantothenol 


Atomergic Chemetals Corp. 
Chemical Dynamics Corporation 
Fluka AG 

ICN Nutritional Biochemicals 
Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Sigma Chemical Company 
Tridom Chemical Inc. 
Uniscience Ltd. 


papain 


ABM Chemicals Limited 
Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 
BDH Chemicals Ltd. 

Biofac A/S 
Biotest-Serum-Institut GmbH 
Boehringer Ingelheim KG 
Boehringer Mannheim GmbH 
Calbiochem 

Chemical Data Systems, Inc. 
Chemical Dynamics Corporation 
Clin-Tech Ltd. 

Fisons Scientific Apparatus 
Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Hughes & Hughes Ltd. 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

E. Merck 

Millipore UK Ltd. 

Paesel GmbH & Co. 

P & S Biochemicals Ltd. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 
Research Plus, Inc. 

Róhm GmbH 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 
Uniscience Ltd. 

United States Biochemical Corporation 
Worthington Diagnostics 


Nature 


paper chromatography, 
cellulose acetate membrane 


Applied Science Europe B.V. 

Beckman Instruments, Inc. 

Field Instruments Co. Ltd. 

Helena Laboratories 

MCB/Harleco 

Micro Filtration Systems 

Pierce Eurochemie B.V. 

Schleicher & Schuell, AG (Switzerland) 
Schleicher & Schuell, Inc. (US/Canada) 
Schleicher & Schill GmbH (Woridwide) 
Sigma Chemical Company 

Uniscience Ltd. 


paper, for electrophoresis 


Comber and Son 

Genetic Research Instrumentation Ltd. 
Micro Filtration Systems 

Philip Harris Ltd. 

Schleicher & Schuell, AG (Switzerland) 
Schleicher & Schuell, Inc. (US/Canada) 
Schleicher A Schill GmbH (Worldwide) 
Shandon Southern Products 


para-aminobenzoic acid 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
J.T. Baker Chemical Company 
BDH Chemicals Ltd. 

British Tar Products 

East Anglia Chemicals Ltd. 
Fluka AG 

ICN Nutritional Biochemicals 

KC Biological, Inc. 

Koch-Light Laboratories Ltd. 

E. Merck 

Orgamol S.A. 

Pfaltz and Bauer, Inc. 

Research. Plus, Inc. 

Sigma Chemical Company 
Tridom Chemical Inc. 


parathyroid hormone 


American Biological Corp. 

Beckman Instruments, Inc. 
Beckman Instruments, Inc. (Bioproducts) 
Biofac A/S 

California Medicinal Chemistry Corporation 
Cambridge Medical Diagnostics, Inc. . 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 
Collaborative Research, Inc. 

Immuno Nuclear Corp. 
Merseyside Laboratories 

Paesel GmbH & Co. 

Peninsula Laboratories, Incorporated 
Sigma Chemical Company 

Universal Biologicals Ltd. 


parvalbumin 
Sigma Chemical Company 


Directory of Biologicals 


patulin 


Aldrich Chemical Company (US) 

Applied Science Division 

Calblochem 

Cambridge Research Biochemicals Limited 
Carl Roth GmbH & Co. KG 

Senn Chemicals 

SERVA Feinblochemica GmbH 

Sigma Chemical Company 


pectinase 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 
Carolina Biological Supply Company 
Fluka AG 

Grindsted Products A/S 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

Novo Industri A/S 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Philip Harris Ltd. 

Röhm GmbH 

SERVA Feinblochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 


penicillamine 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 

BDH Chemicals Ltd. 

Biochemie Gesellschaft m.b.H. 
Chemical Dynamics Corporation 

Fluka AG 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

United States Biochemical Corporation 


penicillin 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 

Bate Chemical Company Limited 
BDH Chemicals Ltd. 

Biochemie Gesellschaft m.b.H. 
Biofluids, Inc. 

Calbiochem 

Carolina Biological Supply Company 
Chemical Dynamics Corporation 
Flow Laboratories Limited 

Fluka AG 

Gibco Division 

Griffin & George Ltd. 

ICN Nutritional Biochemicals 

M.A. Bioproducts 

Novo Industri A/S 

P-L Biochemicals, Inc. 

SERVA Feinblochemica GmbH 
Sigma Chemical Company 

Signo Trading International Ltd. 
Unisclence Ltd. 

United States Biochemical Corporation 


PEP 


Bio-Active 
Peptides 


e Guaranteed 
biologically 
active 

e Highest purity 


Boehringers ^ 
» £ poehringer 
Mannheim C7 
Biochemicals 


7941 Castleway Drive 
P.O. Box 50816 
Indianapolis, Indiana 46250 


Tel. (317) 849-9350 
Toll Free 800-428-5433 


available in the U.S. only 





penicillinase 


Accurate Chemical & Scientific Corporation 

Atomergic Chemetals Corp. 

BDH Chemicals Ltd. 

Gallard-Schlesinger Chemical! Mfg. Corp. 

Genzyme Corporation 

ICN Nutritional Biochemicals 

Koch-Light Laboratories Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

PHLS Centre for Applied Microbiology and 
Research 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Uniscience Ltd. 


pepsin 


Accurate Chemical & Scientific Corporation 
American Laboratories Inc. 

Atomergic Chemetals Corp. 

BDH Chemicals Ltd. 

Biofac A/S 

Biozyme Laboratories Limited 

Boehringer Mannheim GmbH 

Calbiochem 

Carolina Biological Supply Company 
Chemical Data Systems, Inc. 

Chemical Dynamics Corporation 

East Anglia Chemicals Ltd. 

Fisons Scientific Apparatus 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
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PEP 


Gibco Division 

Griffin & George Ltd. 

Hughes & Hughes Ltd. 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

E. Merck 

Millipore UK Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Philip Harris Ltd. 

P-L Biochemicals, Inc. 
Research Plus, Inc. . 

Scientific Protein Laboratories, Inc. 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 
Uniscience Ltd. 

Worthington Diagnostics 


peptide building blocks 


J.T. Baker Chemical Company 

BDH Chemicals Ltd. 

Biosearch 

Calbiochem 

California Medicinal Chemistry Corporation 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 
Degussa Ltd. 

Fluka AG 

Koch-Light Laboratories Ltd. 
Merseyside Laboratories 

Paesel GmbH & Co. 

Peboc Limited 

Peninsula Laboratories, Incorporated 
Pfaltz and Bauer, Inc. 

Research Organics, Inc. 

Research Plus, Inc. 

Senn Chemicals 

Sequemat Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 
UCB-Bioproducts 

United States Biochemical Corporation 
Universal Biologicals Ltd. 

Vega Biochemicals 


peptide building blocks, 
protected 


J.T. Baker Chemical Company 
Biosearch 

California Medicinal Chemistry Corporation 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

Degussa Ltd. 

Fluka AG 

Koch-Light Laboratories Ltd. 

Merseyside Laboratories 

Paesel GmbH & Co. 

Peninsula Laboratories, Incorporated 
Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Senn Chemicals 

Sequemat Inc. 

SERVA Feinbiochemica GmbH 
UCB-Bioproducts 

United States Biochemical Corporation 
Universal Biologicals Ltd. 

Vega Biochemicals 
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peptide substrates 


Accurate Chemical & Scientific Corporation 
Bast of Copenhagen 

BDH Chemicals Ltd. 

Beckman Instruments, Inc. (Bloproducts) 
Biosearch 

Calbiochem 

California Medicinal Chemistry Corporation 
Cambridge Research Biochemicals Limited 


. Chemical Dynamics Corporation 


Fluka AG 

AB Kabi Diagnostica, 

Koch-Light Laboratories Ltd. 
Merseyside Laboratories 

Miles Laboratories, Inc. 

Paesel GmbH & Co. 

Peninsula Laboratories, Incorporated 
Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
UCB-Bioproducts 

Uniscience Ltd. 

United States Biochemical Corporation 
Universal Biologicals Ltd. 

Vega Bjochemicals 


peptides, biologically active 


Accurate Chemical & Scientific Corporation 
Advanced Biotechnologies, Inc. 

American Biological Corp. 

Laboratorios Andromaco S.A. 

Beckman Instruments, Inc. 

Beckman Instruments, Inc. (Bioproducts) 
Beckman-Riic Ltd. 

Biofac A/S 

Biosearch 

Calbiochem 

California Medicinal Chemistry Corporation 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 
Collaborative Research, Inc. 

Fluka AG 

Koch-Light Laboratories Ltd. 

Merseyside Laboratories 

Miles Laboratories, Inc. 

Paesel GmbH & Co. 

Peninsula Laboratories, Incorporated 
Pierce Chemical Company 

Pierce Eurochemie B.V. 

Polysciences, Inc. 

Radioassay Systems Labofatories, Inc. 
Research Plus, Inc. 

RIA (UK) 

Senn Chemicals 

SERVA Feinblochemica GmbH 

Sigma Chemical Company 

Syndel Laboratories Ltd. 
UCB-Bioproducts 

Uniscience Ltd. 

United States Biochemical Corporation 
Universal Biologicals Ltd. 

Vega Biochemicals 


peroxidase 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Beckman Instruments, Inc. (Microbics) 
Biogenzia Lemania SA 

Biozyme Laboratories Limited 


Boehringer Mannheim GmbH 
Calbiochem : 
Chemical Data Systems, Inc. 
Chemical Dynamics Corporation 
Clin-Tech Ltd. 

East Anglia Chemicals Ltd. 
Fermco Biochemics Inc. 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Hughes & Hughes Ltd. 

ICN Nutritional Biochemicals 
Inter-Medico 

Koch-Light Laboratories Ltd. 

E. Merck , 

Miles Laboratories, Inc. 
Millipore UK Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, inc. 

Polaron Equipment Ltd. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Taab Enterprises 

Tridom Chernical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 
Vector Laboratories, Inc. 
Worthington Diagnostics 


peroxidase-antiperoxidase assay 
kits 


Accurate Chemical & Scientific Corporation 
Laboratorios Andromaco S.A. 

Biogenzia Lemania SA 

Cedarlane Laboratories Limited 
DAKO-immunoglobulins a/s, DAKOPATTS A/S 
Dynatech Diagnostics, Inc. 

E-Y Laboratories, Inc. 

Hoechst U.K. Ltd. 

Kent Laboratories Inc.. 

Miles Laboratories, Inc. 

Northeast Biomedical Laboratories Ltd. 
Paesel GmbH & Co. 

Pel-Freez Biologicals 

Seward Laboratory 

Sigma Chemical Company 

UCB-Bioproducts 

Vector Laboratories, Inc. 

Zymed Laboratories 


perseitol 


Alltech Associates, Inc. 
Koch-Light Laboratories Ltd. 
Pfanstiehl Laboratories Inc. 
Senn Chemicals 

Sigma Chemical Company 
Tridom Chemical Inc. 


phenethicillin 


Sigma Chemical Company 
Signo Trading International Ltd. 


phenolpthalein-glucuronides 


Koch-Light Laboratories Ltd. 
Pfaltz and Bauer, Inc. 
Research Plus, Inc. 


Nature 


SERVA Felnbtochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 


phenoxymethyl penicillinic acid 


Biochemie Gesellschaft m.b.H. 
Sigma Chemical Company 
Signo Trading International Ltd. 


phenylalanine ammonia lyase 


PHLS Centre for Applied Microbiology and 
Research 

P-L Biochemicals, Inc. 

Sigma Chemical Company 


phenylalanine beta- 
naphthylamide 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Koch-Light Laboratories Ltd. 
Pfaitz and Bauer; Inc. 

SERVA Feinblochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 


phenylaminosalicylate 


Aldrich Chemical Company (US) 
Sigma Chemical Company 


phenylephrine 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Applied Science Divislon 
Atomergic Chemetals Corp. 
Bate Chemical Company Limited 
Boehringer Ingelheim KG 

Henley & Co., Inc. 
Koch-Light.Laboratories Ltd. 
Pfaltz and Bauer, Inc. 

SERVA Feinbiochemlca GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 


phenylethanolamine N-methyl 
transferase | 


Accurate Chemical & Sclentific Corporation 
Biogenzia Lemania SA 

Biozyme Laboratories Limited 

Calbiochem 

California Medicinal Chemistry Corporation 
Paesel GmbH & Co. 

Pfaltz arid Bauer, Inc. 


Sigma Chemical Company 


phenyl sugars 


Calbiochem 

Fluka AG 

Koch-Light Laboratories Ltd. 
Paesel GmbH & Co. 

Senn Chemicals 

Sigma Chemical Company 


directory of Biologicals 


Signo Trading International Ltd. 
Tridom Chemical Inc. 


8-phenyltheophylline 


Aldrich Chemical Company (US) 
Calbiochem 
Pfaltz and Bauer, Inc. 


4 alpha-phorbol 


East Anglia Chemicals Ltd. 
Sigma Chemical Company 


phosphatase, acid 


Accurate Chemical & Sclentific Corporation 
BDH Chemicals Ltd. 

Boehringer Mannhelm GmbH 
Calbiochera 

California Medicinal Chemistry Corporation 
Chemical Data Systems, Inc. 

Chemical Dynamics Corporation 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Koch-Light Laboratories Ltd. 

Millipore UK Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Blochemicals, Inc. 

SERVA Felnblochemica GmbH 

Sigma Chemical Company 


phosphatase, alkaline, calf 
intestine 


Accurate Chemical & Scientific Corporation 
J.T. Baker Chemical Company 

BDH Chemicals Ltd. 

Biogenzia Lemania SA 

Boehringer Mannheim GmbH 
Calbiochem 

California Medicinal Chemistry Corporation 
Chemical Data Systems, Inc. 

Chemical Dynamics Corporation 
Collaborative Research, Inc. 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Koch-Light Laboratories Ltd. 

Miles Laboratories, Inc. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Blochemicals, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Uniscience Ltd. 

United States Biochemical Corporation 
Vector Laboratories, Inc. 


phosphatase, alkaline, bacterial 


Accurate Chemical & Scientific Corporation 
J.T. Baker Chemical Company 

Beckman Instruments, Inc. 

Bethesda Research Laboratories, Inc. 
Calbiochem 

Chemical Data Systems, Inc. 

Chemical Dynamics Corporation 
Collaborative Research, Inc. 

Millipore UK Ltd. 

Paesel GmbH & Co. 


PHO 


Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Uniscience Ltd. 

United States Biochemical Corporation 
Worthington Diagnostics 


phosphatase substrates 


BDH Chemicals Ltd. 

Boehringer Mannheim GmbH 
Calbiochem 

Cambridge Research Blochemicals Limited 
Carolina Biological Supply Company 
Chemical Dynamics Corporation 
Corning Medical & Scientific 

Fluka AG 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 
Loba-Chemie 

E. Merck 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Organics, Inc. 

Research Plus, Inc. 

Senn Chemicals 

SERVA Felnbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

United States Biochemical Corporation 
Zymed Laboratories 


phosphodiesterase | 


J.T. Baker Chemical Company 
BDH Chemicals Ltd. 
Boehringer Mannheim GmbH 
Calbiochem 

Chemical Dynamics Corporation 
Gallard-Schlesinger Chemical Mfg. Corp. 
ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

E. Merck 

Millipore UK Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Blochemicals, Inc. 

Sigma Chemical Company 
Uniscience Ltd. 

Worthington Diagnostics 


phosphodiesterase |l 


J.T. Baker Chemical Company 
Boehringer Mannheim GmbH 
Calbiochem 

ICN Nutritional Biochemicals 
E. Merck 

Millipore UK Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, inc. 

Sigma Chemical Company 
Uniscience Ltd. 

Worthington Diagnostics 


phosphoenol pyruvate 
carboxylase 


Accurate Chemical & Scientific Corporation 
Biozyme Laboratories Limited 
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PHO 


Boehringer Mannheim GmbH 
Kóch-Light Laboratories Ltd. 
Millipore UK Ltd. © ` 
Sigma Chemical Company 
Uniscience Ltd. 


phosphoglucomutase 


Boehringer Mannhelm GmbH 
Calbiochem ` 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 

Sigma Chemical Sompany 


6-phosphogiuconate 
dehydrogenase 


Boehringer Mannheim GmbH 
Calbiochem ` 

ICN Nutritional Biochemicals 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L’ Biochemicals, Inc. 

Sigma Chemical! Company 


phosphoglucose isomerase 


Boehringer Mannheim GmbH 
Calbiochem » 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 
Pfaltz and Bauer, Inc. 

Sigma Chemical Company 


3-phosphoglycerate kinase 


Biogenzia Lamania SA 
Boehringer Mannheim GmbH 
Calbiochem 

California Medicinal Chemistry Corpóration 
ICN Nutritional Biochemicals 
Koch- -Light Laboratories Ltd. 
Paese! GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 

Sigma Chemical Company 
Uniscience Ltd. 


phosphoglycerate mutase 


Boehringer Mannheim GmbH 
Calbiochem 

Koch-Light Laboratories Ltd. 
Paesel GribH & Co. 

Pfaltz and Bauer, Inc. — 

P-L Biochemicals, Inc. 

Sigma Chemical Company 
Uniscience Ltd. 


phospholipase A 


Calbiochem 

Koch- Light Laboratories Ltd. 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Blochemicals, Inc. 
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Serdary Research Labs, inc. 
Sigma Chemical Company 


phospholipase A2 


Boehringer Mannheim GmbH 
Calbiochem `" ` 

Millipore UK Ltd. - ` 

Paesel GmbH & Co. 


` Pfaltz and Bauer, Inc. 


P-L Blochemicals, Inc. 
Serdary Research Labs, Inc. 


phospholipase C 
Boehringer Mannheim GmbH 
Calbiochem 

Koch-Light. Laboratories Ltd. 
Millipore UK Ltd. 

Paesel GmbH & Co. 

Pfaltz’ and Bauer, Inc. 

P-L Biochemicals, Inc. 
Serdary Research Labs, Inc. 
Sigma Chemical Company 
Uniscience Ltd. 


phospholipase D 

Accurate Chemical & Scientific Corporation 
Boehririger Mannheim GmbH 

Calbiochem ' ` | 

Gallard-Schlesinger Chemical Mfg. Corp. 
Koch-Light Laboratories Ltd. 

Paesel GmbH.& Co. 

Pfaltz and Bauer, Inc. 

P-L Blochemicals, Inc. 

Serdary Research Labs, Inc. 

SERVA Feinblochemica GmbH 

Sigma Chemical Company 

Uniscience Ltd. 


phospholipids 

Accurate Chemicai & Scientific Corporation 
Applied Sciénce Division 

Avanti Polar Lipids, Inc. 

Bast of Copenhagen 

Biofac A/S ) 

Calbiochem 

Chemical Dynamics Corporation 
Field Instruments Co. Ltd. 

Fluka AG l 
Koch-Light Laboratories Ltd. 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 
Research Plus; Inc. 

Senn Chemicals 

Serdary Research Labs, Inc. 
SERVA Feinblochemica GmbH 
Sigmà Chemical Company 
Supelco, Inc. 

Tridom Chemical Inc. 

United States Biochemical Corporation 


phosphomannose isomerase 


Boehringer Mannheim GmbH 
Paesel GmbH & Co. 


P-L Biochemicals, Inc. 
Sigma Chemical Company 


phosphoriboisomerase 
Paesel GmbH & Co. 


Pfaltz and Bauer, Inc. ` 
Sigma Chemical Company 


phosphorylase B 

Boehringer Mannheim GmbH 
Calbiochem ` 

California Medicinal Chemistry Corporation 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Sigma Chemical Company 


phosphorylcholine chloride 
Research Plus, Inc. 
Sigma Chemical Company 


phosphotransacetylase 
Boehringer Mannheim GmbH 
Paésel GmbH A Co. ` 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 

Sigma Chemical Company 
Uniscience Ltd. 


phosvitin 
Accurate Chemical & Scientific Corporation 
Sigma Chemical Company 


Uniscience Ltd. 
United States Biochemical Corporation 


photocatalysts 


Aldrich Chemical Company (US) 
Pfaltz and Bauer, Inc. 


photopolymers 
Newport Corporation 
Poiysclences, Inc. 


photoresists 


J.T. Baker Chemical Company 
Polysciences, Inc. 


photosensitizing dyes 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Comipany (US) 

Carolina Biological Supply: Company 
Gallard-Schlesinger Chemical Mfg. Corp. 
International Genetics Corporation 

Koch-Light Laboratories 'Ltd. 

Pfaltz and Bauer, Inc. 


Nature 


physalaemin 


Beckman Instruments, Inc. 

Beckman Instruments, Inc. (Bloproducts) 
California Medicinal Chemistry Corporation 
Cambridge Research Blochemicals Limited 
Chemical Dynarnics Corporation 
Merseyside Laboratories 

Paesel GmbH & Co. 

Peninsula Laboratories, Incorporated 
SERVA Feinbiochemlca GmbH 

Sigma Chemical Company 

Universal Biologicals Ltd. 

Vega Biochemicals 


physostigmine 


Atomergic Chemetals Corp. 
BDH Chemicals Ltd. 

Boehringer Ingelheim KG 

Carl Roth GmbH & Co. KG 
Chemical Dynamics Corporation 
Fluka AG 

General Drug and Chemical Corp. 
Henley & Co., Inc. 

Inland Alkaloid Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Roussel Corporation 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Uniscience Ltd. 


phytohemagglutinin, kidney 
bean, Phaseolus vulgaris 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 
Calbiochem 

California Medicinal Chemistry Corporation 
Cedarlane Laboratories Limited 
Chemical Dynamics Corporation 
E-Y Laboratories, Inc. 

Flow Laboratories Limited 
Fluka AG 

Réactifs IBF 

Oy Medix AB 

Miles Laboratories, Inc. 
Paesel GmbH & Co. 
Pharmacia Fine Chemicals 
Pharmacia Inc. 

P-L Biochemicals, Inc. 
Polysciences, Inc. 

Research Plus, Inc. 

Sanbio b.v. 

Sigma Chemical Company 
Tissue Culture Services Ltd. 
Uniscience Ltd. 

Vector Laboratories, Inc. 

The Wellcome Foundation Ltd. 
Wellcome Reagents Limited 
Zymed Laboratories 


phytyl menadione, see vitamin K1 


pilocarpine nitrate 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 


directory of Biologicals 


J.T. Baker Chemical Company 
BDH Chemicals Ltd. 

Boehringer Ingelheim KG 

Carl Roth GmbH & Co. KG 
Chemical Dynamics Corporation 
EM Chemicals 

Henley & Co., Inc. 

ICN Nutritional Biochemicals 
Inland Alkaloid Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 
Etablissements Roques 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


PIPES, buffer 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

Aldrich Chemical Company (US) 

Anoroc Scientific, Inc. 

Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 

BDH Chemicals Ltd. 

Calbiochem 

Cambridge Research Biochemicals Limited 
Chemical Data Systems, Inc. 

Chemical Dynamics Corporation 

East Anglia Chemicals Ltd. 

Ferak Berlin 

Fisons Scientific Apparatus 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
General Drug and Chemical Corp. 

ICN Nutritional Biochemicals 
MCB/Harleco 

E. Merck 

P-L Blochemicais, Inc. 

Polaron Equipment Ltd. 

Polysciences, Inc. 

Research Organics, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemica! Company 

Tridom Chemical Inc. 

United States Biochemical Corporation 


pituitary lutenizing hormone 


American Biological Corp. 

California Medicinal Chemistry Corporation 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

ICN Nutritional Blochemicals 

Paesel GmbH & Co. 

Radioassay Systems Laboratories, Inc. 
SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Syndel Laboratories Ltd. 
UCB-Bioproducts 

Uniscience Ltd. 

United States Biochemical Corporation 


plant gums 


Carl Roth GmbH & Co. KG 
Carolina Biological Supply Company 
General Drug and Chemical Corp. 
Koch-Light Laboratories Ltd. 

Pacific Gateway Co. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


POL 


Signo Trading International Ltd. 
Tridom Chemical Inc. 


plasma 


Accurate Chemical & Scientific Corporation 
American Biological Corp. 

American Hospital Supply (UK) Ltc 
American Laboratories Inc. 

Biofac A/S- 

Biosystems, Inc. 

Calbiochem 

California Medicinal Chemistry Corporation 
Center for Blood Research 

Chori Company Limited 

Gibco Division 

n.v. Immuno s.a. 

Irvine Scientific 

Louisiana Biologicals, Inc. 

North American Biologicals, Inc. 
Northeast Biomedical Laboratories Ltd. 
Pel-Freez Biologicals 

Philadelphia Biologics Center 

Research Plus, inc. 

Sanbio b.v. 

Scientific Protein Laboratories, !nc 

Sigma Chemical Company 

William R. Warner & Co. Ltd. 


podophyllin 


Atomergic Chemetais Corp. 

J.T. Baker Chemicai Company 
Gerhardt Pharmaceuticals Ltd. 
ICN Nutritional Biochemicals 
Inland Alkaloid Co. 

Pfaltz and Bauer, Inc. 

Sigma Chemical Company 
Tridom Chemical Inc. 


polyamidohygrostreptin 


P-L Biochemicals, Inc. 
Sigma Chemical Company 


polyamino acids 


Accurate Chemical & Scientific Corporation 
Bast of Copenhagen 

BDH Chemicals Ltd. 

Blosearch 

California Medicinal Chemistry Corporation 
Cambridge Research Biochemicals Limited 
Chemica! Dynamics Corporation 

Degussa Ltd. 

Fluka AG 

Koch-Light Laboratories Ltd. 

Merseyside Laboratories 

Miles Laboratories, Inc. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Plus, inc. 

Sigma Chemical Company 

United States Biochemical Corporation 
Vega Biochemicals 


polymers 


Aldrich Chemical Company (US) 
Atlas Europol SpA 
Bio-Rad Laboratories 
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POL 


Derypol SA 

Dynapol 

Fiuka AG 

Koch-Light Laboratories Ltd. 
Pfaltz and Bauer, Inc. 
Polysciences, Inc. 

Pressure Chemical Co. 

Rohm and Haas Company 
Scientific Polymer Products, Inc. 
Signo Trading International Ltd. 
Tridom Chemical Inc. 
UCB-Bioproducts 


polymyxin 


Accurate Chemical & Scientific Corporation 
Calbiochem 

Chemical Dynamics Corporation 

Gibco Division 

Novo Industri A/S 

P-L Biochemicals, Inc. 

Sigma Chemical Company 

United States Biochemical Corporation 

The Wellcome Foundation Ltd. 


polynucleotide DNA kinase 


Bethesda Research Laboratories, Inc. 
Collaborative Research, Inc. 

New England BioLabs, Inc. 
Uniscience Ltd. 

Worthington Diagnostics 


polynucleotide kinase 


J.T. Baker Chemical Company 
Boehringer Mannheim GmbH 
Collaborative Research, Inc. 
Enzo Biochem, Inc. 

Miles Laboratories, Inc. 
Millipore UK Ltd. 

New England BioLabs, Inc. 
New England Nuclear 

Paesel GmbH & Co. 

P-L Biochemicals, Inc. 
Sanbio b.v. 

Uniscience Ltd. 

Worthington Diagnostics 


polynucleotide phosphorylase, 
E. coli 


Bethesda Research Laboratories, Inc. 
Choay Chimie 

P-L Biochemicals, Inc. 

Sanbio b.v. 

Sigma Chemical Company 
Uniscience Ltd. 


polynucleotide phosphorylase, 
micrococcal 


Bethesda Research Laboratories, Inc. 
Boehringer Mannheim GmbH 
Koch-Light Laboratories. Ltd. 

Miles Laboratories, Inc. 

Millipore UK Ltd. 

Paesel GmbH & Co. 

P-L Biochemicals, Inc. 
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Sigma Chemical Company  ' 
Uniscience Ltd. 
Worthington Diagnostics 


polynucleotides, synthetic 


Bethesda Research Laboratories, Inc. 
Bio Logicals, Inc. 
Biosearch 


: Boehringer Mannheim GmbH 


Chemical Dynamics Corporation 
Choay Chlmie 

Collaborative Research, Inc. 
Miles Laboratories, Inc. 

New England BioLabs, inc. 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 
Research Plus, Inc. 

Sanbio b.v. 

Sequemat Inc. 

Sigma Chemical! Company 
Signo Trading International Ltd. 
Vega Biochemicals 


polyphenol oxidase 


Millipore UK Ltd. 

P-L Biochemicals, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


porphyrins 


Carolina Biological Supply Company 
Chori Company Limited 

Fluka AG 

Koch-Light Laboratories Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 
Polysciences, Inc. 

Sigma Chemical Company 


prealbumin 


Accurate Chemical & Scientific Corporation 
Biofac A/S 

Calbiochem 

California Medicinal Chemistry Corporation 
Hoechst U.K. Ltd. 

Northeast Biomedical Laboratories Ltd. 


precast gels 


American Hospital Supply (UK) Ltd. 
Beckman Instruments, Inc. 
Bio-Rad Laboratories 

Bioware Products 

Corning Medical & Scientific 
Immuno Limited 

n.v. Immuno s.a. 

Isolab, inc. ` 

LKB Instruments, Inc. 
LKB-Produkter AB 

Miles Laboratories, Inc. 

P & S Biochemicals Ltd. 
Pharmacia Fine Chemicals 
Pharmacia Inc. 

SERVA Felnbiochemica GmbH 
Sigma Chemical Company 
Uniscience Ltd. 


precocene 


Accurate Chemical & Scientiflc Corporation 
Aldrich Chemical Company (US) 

Calbiochem 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 


prednisolone 


Accurate Chemical & Scientific Corporation 
American Biological Corp. 

Atomergic Chemetals Corp. 

Bate Chemical Company Limited 
Chemical Dynamics Corporation 

Fluka AG 

Henley & Co., Inc. 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

E. Merck 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Radioassay Systems Laboratories, Inc. 
Research Plus, Inc. 

Roussel Corporation 

Schering Aktiengesellschaft 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Signo Trading International Ltd. 
Tridom Chemical Inc. 


prednisone 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 

Bate Chemical Company Limited 
Chemical Dynamics Corporation 

Fluka AG 

Henley & Co., Inc. 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, inc. 

Radioassay Systems Laboratories, Inc. 
Research Plus, Inc. 

Roussel Corporation 

Schering Aktiengesellschaft 

SERVA Felnbiochemica GmbH 
Sigma Chemical Company 

Signo Trading International Ltd. 

Tridom Chemical Inc. 

Uniscience Ltd. 


pregnadien derivatives 


Accurate Chemical & Scientific Corporation 
Koch-Light Laboratories Ltd. 

Paese! GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Schering Aktiengesellschaft 

SERVA Felnbiochemica GmbH 

Sigma Chemical Company 

Signo Trading International Ltd. 


pregnadione 


Accurate Chemical & Scientific Corporation 
Fluka AG 

International Laboratory Services Ltd. 
Koch-Light Laboratories Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 


Nature 


Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Signo Trading International Ltd. 
Tridom Chemical Inc. 


pregnane derivatives 


Accurate Chemical & Scientific Corporation 
Fluka AG 

Koch-Light Laboratories Ltd. 

E. Merck 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Felnblochemica GmbH 

Sigma Chemical! Company 


pregnen derivatives 


Accurate Chemical & Scientific Corporation 
Fluka AG 
Koch-Light Laboratories Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinblochemica GmbH 

Sigma Chemical Company 


pregnenolone 


Accurate Chemical & Sclentific Corporation 
Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 

Chemical Dynamics Corporation 

Fluka AG 

Henley & Co., Inc. 

Koch-Light Laboratories Ltd. 

E. Merck 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Radioassay Systems Laboratories, Inc. 
Research Plus, Inc. 

Schering Aktlengesellschaft 

SERVA Felnblochemica GmbH 
Sigma Chemical Company 

Uniscience Ltd. 

United States Biochemical Corporation 


pregnenolone derivatives 


Accurate Chemical & Sclentific Corporation 
Aldrich Chemical Company (US) 
Chemical Dynamics Corporation 
Fluka AG 

Henley & Co., Inc. 

Koch-Light Laboratories Ltd. 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinblochemica GmbH 
Sigma Chemical Company 
Unisclence Ltd. 


prekallekrein 


California Medicinal Chemistry Corporation 
AB Kabi Diagnostica 


prepared buffers 


Beckman-Riic Ltd. 
Bioware Products 
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Comber and Son 

Fisons Scientific Apparatus 

Helena Laboratories 

ICN Nutritional Biochemicals 

n.v. Immuno s.a. 

Isolab, Inc. 

LKB Instruments, Inc. 

LKB-Produkter AB 

MCB/Harleco 

Mercla-Brocades Limited 

Pierce Chemical Company 

Raymond A. Lamb 

Research Organics, Inc. 

Schleicher & Schuell, AG (Switzerland) 
Schleicher & Schuell, Inc. (US/Canada) 
Schleicher & Schill GmbH (Worldwide) 
SERVA Felnbiochemica GmbH 

Shandon Southern Products 

Sigma Chemical Company 

Tissue Culture Services Ltd. 


preservatives 


Atomergic Chemetals Corp. 
British Tar Products 

R.P. Cargille Laboratories, Inc. 
Carolina Biological Supply Company 
Durham Chemicals Ltd. 

GBI Laboratories Ltd. 

Griffin & George Ltd. 
Koch-Light Laboratories Ltd. 

E. Merck 

Philip Harris Ltd. 
Polysclences, Inc. 

Rohm and Haas Company 
Rohm and Haas (UK) Limited 
Sigma Chemical Company 
Signo Trading International Ltd. 
Tenneco Organics Ltd. 


preserved specimens 


Carolina Biological Supply Company 
GBI Laboratories Ltd. 

General Drug and Chemical Corp. 
Griffin & George Ltd. 

Pacific Bio-Marine Laboratories, Inc. 
Philip Harris Ltd. 


proaccelerin 
Paesei GmbH & Co. 


proctolin 


Accürate Chemical & Scientific Corporation 
Chemical Dynamics Corporation 

Merseyside Laboratories 

Paesel GmbH & Co. 

Peninsula Laboratories, Incorporated 

Senn Chemicals 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Vega Biochemicals 


proflavine sulfate 


Aldrich Chemical Company (US) 
BDH Chemicals Ltd. 

Chemical Dynamics Corporation 
Fluka AG 

Pfaltz and Bauer, inc. 


PRO 


SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


progesterone 


Accurate Chemical & Sclentific Corporation 
Advanced Laboratory Techniques 
Aldrich Chemical Company (US) 
American Biological Corp. 

Atomergic Chemetals Corp. 

Bate Chemical Company Limited 
BDH Chemicals Ltd. 

Calbiochem 

Cambridge Medical Diagnostics, Inc. 
Carolina Biological Supply Company 
Chemical Dynamics Corporation 
Collaborative Research, Inc. 

Fluka AG 

Henley & Co., Inc. 

ICN Nutritional Biochemicals 
International Laboratory Services Ltd. 
Koch-Light Laboratories Ltd. 

E. Merck 

Nuclear Medical Systems, Inc. 
Paesel GmbH & Co. 

Paines and Byme Ltd. 

Pfaltz and Bauer, Inc. 

Radioassay Systems Laboratories, Inc. 
Research Plus, Inc. 

Schering Aktiengesellschaft 

Serono Diagnostics 

SERVA Felnblochemica GmbH 
Sigma Chemical Company 

Signo Trading International Ltd. 
Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


progesterone derivatives 


Accurate Chemical & Scientific Corporation 
Bate Chemical Company Limited 
Collaborative Research, Inc. 
Farmitalia-Carlo Erba SpA (Industrial) 
Fluka AG 

Koch-Light Laboratories Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Schering Aktiengesellschaft 

SERVA Felnbiochemica GmbH 
Sigma Chemical Company 

Signo Trading International Ltd. 
Tridom Chemical Inc. 

United States Biochemical Corporation 


prolactin 


Advanced Laboratory Techniques 
American Biological Corp. 

Calbiochem 

California Medicinal Chemistry Corporation 
Cambridge Medical Diagnostics, Inc. 
Cambridge Research Biochemicals Limited 
Collaborative Research, Inc. 

Immunex 

Immuno Nuclear Corp. 

International Laboratory Services Ltd. 
Paesel GmbH & Co. 

Radioassay Systems Laboratories, Inc. 
RIA (UK) 

Serono Diagnostics 

SERVA Feinblochemica GmbH 

Sigma Chemical Company 
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PRO 


Signo Trading International Ltd. 
UCB-Bioproducts 


prolase 


Atomergic Chemetals Corp. 
ICN Nutritional Biochemicals 
Paesel GmbH & Co. 
Tridom Chemical Inc. 
Uniscience Ltd. 


prolidase 


Accurate Chemical & Scientific Corporation 
Biozyme Laboratories Limited 

Koch-Light Laboratories Ltd. 

Paesel GmbH & Co. 

Sigma Chemical Company 

Tridom Chemical Inc. 


propidium iodide 


Calbiochem 
Sigma Chemical Company 


beta-propiolactone 


Analabs 

Carl Roth GmbH & Co. KG 
Sigma Chemical Company 
Tridom Chemical Inc. 


prostacyclin 


Chemical Dynamics Corporation 
Paesel GmbH & Co. 

Upjohn Diagnostics 

The Wellcome Foundation Ltd. 


prostaglandin dehydrogenase 


BDH Chemicals Ltd. 
Paesel GmbH & Co. 
Pfaitz and Bauer, Inc. 


prostaglandins 


Accurate Chemical & Scientific Corporation 
American Biological Corp. 

Atomergic Chemetals Corp. 

Chemical Dynamics Corporation 
Collaborative Research, Inc. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 


Tridom Chemical Inc. 
Uniscience Ltd. 
Upjohn Diagnostics 


prostaglandin synthetase 


Paesel GmbH & Co. 


protamine 


Accurate Chemical & Scientific Corporation 
Calbiochem 
Chemical Dynamics Corporation 
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Choay Chlmie 

E-Y Laboratories, Inc. 

Fluka AG 

Koch-Light Laboratories Ltd. 
Pfaltz and Bauer, Inc. 
Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Syndel Laboratories Ltd. 
Tridom Chemical Inc. 
Unisclence Ltd. 


protease 


ABM Chemicals Limited 

Advance Biofactures Corporation 

American Laboratories Inc. 

Atomergic Chemetals Corp. 

Biogenzia Lemania SA 

Boehringer Ingelheim KG 

Calbiochem 

Chemical Data Systems, Inc. 

Chemical Dynamics Corporation 

Compania Espanola de la Penicilina y Antibióticos, 
S.A. 

Fluka AG 

Hughes & Hughes Ltd. 

ICN Nutritional Biochemicals 

Kohjin Co., Ltd. 

Novo Industri A/S 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Philip Harris Ltd. 

Pierce Chemical Company 

Rohm and Haas Company 

Röhm GmbH 

Scientific Protein Laboratories, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical! Company 

Tridom Chemical Inc. 


protease, alkaline 


ABM Chemicals Limited 
Boehringer Mannheim GmbH 
Calbiochem 

Kohjin Co., Ltd. 

Novo Industri A/S 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Róhm GmbH 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


protease, S. aureus 


Miles Laboratories, Inc. 
Millipore UK Ltd. 

Paesel GmbH & Co. 
Pierce Chemical Company 
Uniscience Ltd. 
Worthington Diagnostics 


proteinase K 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Beckman Instruments, Inc. (Bioproducts) 
Boehringer Mannheim GmbH 
Gallard-Schlesinger Chemical Mfg. Corp. 
Koch-Light Laboratories Ltd. 


MCB/Harleco 

E. Merck 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


protein determination kits 


American Drug Research Institute, Inc. 
American Monitor Corporation 
bioMérieux S.A. 

Bio-Rad Laboratories 

Chemical Dynamics Corporation 
Clin-Tech Ltd. 

Corning Medical & Scientific 
Diamed Diagnostics Ltd. 
Electro-Nucleonics, Inc. 
Hoechst-Behring 

Hoechst U.K. Ltd. 

ICL Scientific 

Immuno Limited 

n.v. Immuno s.a. 

Kallestad Laboratories, Inc. 
Pierce Eurochemie B.V. 

Sigma Chemical Company 
Signo Trading International Ltd. 


protein kinase, Ca-dependent 


Pfaltz and Bauer, Inc. 


protein kinase, cAMP-dependen 


Pfaltz and Bauer, Inc. 
Sigma Chemical Company 


proteins, biotinylated 


Biosearch 

Cedarlane Laboratories Limited 
E-Y Laboratories, Inc. 

Sanbio b.v. 

Sera-Lab Ltd. 

Sigma Chemical Company 
Vector Laboratories, Inc. 
Zymed Laboratories 


protein transfer paper. and 
media 


Bio-Rad Laboratories 

Micro Filtration Systems 

Miles Laboratories, Inc. 

New England Nuclear 

Schleicher & Schuell, AG (Switzerland) 
Schleicher & Schuell, Inc. (US/Canada) 
Schleicher & Schüll GmbH (Worldwide) 
Signo Trading International Ltd. 


prothrombin 


Accurate Chemical & Scientific Corporation 
American Biological Corp. 

Bilogenzia Lemania SA 

Calbiochem 

California Medicinal Chemistry Corporation 
Paesel GmbH & Co. 

Scientific Protein Laboratories, Inc. 

Sigma Chemical Company 


Nature 


protoveratrine 


ACF Chemiefarma NV . 
Carl Roth GmbH & Co. KG 
Fluka AG 
Koch-Light Laboratories Ltd. 
Pfaltz and Bauer, Inc. 
Research Plus, Inc. 

Sigma Chemical Company 


provitamin D, see ergosteroi 


provitamin D3, see 7-dehydro- 


cholesterol 


psicofuranine 


P-L Biochemicals, Inc. 


pteroyl glutamic acid 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Fiüka AG 

Koch-Light Laboratories Ltd. 

Pfaltz and Bauer, Inc. 

SERVA Felnbiochemica GmbH 

Sigma Chemical Company 

Tridom Chernical Inc. 


pullulanase 


ABM Chemicals Limited i 
Accurate Chemical & Scientific Corporation 
Boehringer Mannheim GmbH 

Novo Industri A/S 

Paesel GmbH & Co. 

SERVA Féinbiochemica GmbH 

Sigma Chemical Company 


purine and pyrimidine bases 


J.T. Baker Chemical Company 
Boehringer Mannheim GmbH 
Calbiochem 
Carolina Biological Supply Company 
Chemical Dynamics Corporation 
Cruachan Chemical Co. Ltd. 
Fluka AG 
Griffin & George Ltd. 
Henley & Co., Inc. 
ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 
Kohjin Co., Ltd. 
E. Merck 

"M.P.K. Omega Co. 
Pacific Gateway Co. 
P-L Biochemicals, Inc. 
Research Plus, Inc. 
SERVA Felnbiochemica GmbH 
Sigma Chemical Company 
Uniscience Ltd. 
United States Biochemical Corporation 
Vega Biochemicals 


purine nucleoside 
phosphorylase 


Boehringer Mannheim GmbH 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Blochemicals, Inc. 
„puromycin 


Accurate Chemical & Scientific Corporation 
American Cyanamid Co. 
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BDH Chemicals Ltd. 
Boehringer Mannheim GmbH 
Calbiochem 

Chemical Dynamics Corporation 
ICN Nutritional Biochemicals 
P-L Biochemicals, linc. 
Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Signo Trading International Ltd. 
Taab Enterprises 

Uniscience Ltd. 

United States Biochemical Corporation 


pustulan 


Calbiochem 

Chemical Dynamics Corporation 
Senn Chemicals 

Tridom Chemical Inc. 


pyridine-3-carboxylic acid 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
BDH Chemicals Ltd. 

Fiuka AG 

Koch-Light Laboratories Ltd. 
Pfaltz and Bauer, Inc. 

Sigma Chemical Company 
Tridom Chemical Inc. 


Pyridinol carbamate 


Sigma Chemical Company 


pyridoxal 


Accurate Chemical & Scientific Corporation 
Calbiochem 

Chemical Dynamics Corporation 

East Anglia Chemicals Ltd. 

Fluka AG 

ICN Nutritional Biochemicals 

KC Biological, Inc. 

Koch-Light Laboratories Ltd. 

E. Merck 


Pfaltz and Bauer, Inc. 


Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemica! Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


pyridoxal-5-phosphate 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
BDH Chemicals Ltd. 
Boehringer Mannheim GmbH 
Calbiochem 

Chemical Dynamics Corporation 
Fluka AG 

Koch-Light Laboratories Ltd. 

E. Merck ` 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


PYR 


Proteases 













The most 
complete line 
commercially 
available 









Boehringer’ — 
Mannheim jua 
Biochemicals 
7941 Castleway Drive 


P.O. Box 50816 
Indianapolis, Indiana 46250 


Tel. (317) 849-9350 
Toll Free 800-428-5433 


le 










Tridom Chemica! Inc. 
Uniscience Ltd. 
United States Biochemical Corporation 


pyridoxamine 


Accurate Chemical & Scientific Corporation 
Calbiochem 

Chemical Dynamics Corporation 
Fluka AG 

Koch-Light Laboratories Ltd. 

E. Merck 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinblochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 
Uniscience Ltd. 


pyridoxine (see aiso adermine 
hydrochloride) 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 
Bate Chemical Company Limited 
BDH Chemicals Ltd. 

Chemical Dynamics Corporation 
Fluka AG 

Grindsted Products A/S 

ICN Nutritional Biochemicals 

KC Biological, Inc. 

Kirkman Laboratories, Inc. 
Koch-Light Laboratories Ltd. 

E. Merck 
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PYR 


Pfaltz and Bauer, Ínc. 

Research Plus, Inc. 

SERVA Feinblochemica GmbH 
Sigma Chemical Company ` 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


pyrithiamine 


Chemical Dynamics Corporation 
SERVA Feinblochemlca GmbH 
Sigma Chemical Company 


pyroglutamate aminopeptidase 


Accurate Chemical & Sclentific Corporation 
Boehringer Mannheim GmbH 

. Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Sigma Chemical Company 


pyrophosphate buffer solutions 


Atomergic Chemetals: Corp. 

Cambridge Medical Diagnostics, Inc. 
Gibco Division 

ICN Nutritional Biochemicals 

Meloy Laboratories, Inc. 

Northeast Biomedical Laboratorles Ltd. 
Sigma Chemical Company 

United States Biochemical Corporation 


pyruvate kinase 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Beckman Instrurrients, Inc. (Micróbics) 
Blogenzia Lemariia SA 

Biozyme Laboratories Limited 

Boehringer Mannheim GmbH 
Calbiochem 

California Medicinal Chemistry Corporation 
Chemical Data Systems, Inc. 
Chemical Dynamics Corporation 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Genzyme Corporation 

Hughes & Hughes Ltd. 

ICN Nutritional Biochemicals 

Koch-Light Laboratories Ltd. 

Miles Laboratories, Inc. 

Millipore UK Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 

Sigma Chemical Company 

Uniscience Ltd. 

Worthington Diagnostics 


quinidine 

Accurate Chemical & Sclentific Corporation 
ACF Chemiefarma NV 

Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 
Bate Chemical Company Limited 
BDH Chemicals Ltd. 
Boehringer Mannhelm GmbH 
Carl Roth GmbH & Co. KG 
Chemical Dynamics Corporation 
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Fluka AG 

General Drug and Chemical Corp. 
Henley & Co., Inc. 

ICN Nutritional Biochemicals 


. Inland Alkaloid Co. 
' Pfaltz and Bauer, Inc. 


Research Plus, Inc. ` 
Sigma Chemical Compahy 
Tridom Chemical Inc. 
Uniscience Ltd. 


radioimmunoassay supplies 


Adaps, Inc. 

Advanced Laboratory Techniques 
American Biological Corp. 
American Dade 

Amersham International Ltd. 
Anoroc Scientific, Inc. 

The Amel Products Company, Inc. 
Atlantic Antibodies 

J.T. Baker Chemical Compány 
Beckman Instruments, inc. 
bioMérieux S.A. 

Bio-Rad Laboratories 


California Medicina! Chemistry Corporation 


Cambridge Medical Diaghostics, Inc. 
Clinical Assays 

Corning Medical & Sclentific 
Electro-Nucleonics, Inc. 

Enzyme Center, Inc. 

E-Y Laboratories, Inc. 


Farmos Diagnostica/Farmos Group Ltd. 


Fluka AG 

Hoechst-Behring 

Hoechst U.K. Ltd. 

Hybritech incorporated 

Immuno Limited 

Immuno Nuclear Corp. 

Imuco, S.A. 

Inter-Medico 

International Laboratory Services Ltd. 
Kallestad Laboratories, Inc. 
Mallinckrodt Inc. 

Meloy Laboratories, Inc. 
Micromedic Systems, Inc. 

Miles Laboratories, Inc. 

Mirob Laboratories inc. 

New England Enzyme Centre (Tufts) 
New England Nuclear 

Nordiclab OY . 

Novo Industri A/S 

Paesel GmbH & Co. 

Radioassay Systems Laboratories, Inc. 
Radioimmunoassay Inc. 

Research Products International Corp. 
RIA (UK) 

Rohm and Haas Company 

Sanbio b.v. 

Scientific Specialties Service, Inc. 
Serono Diagnostics 

Seward Laboratory 

Signo Trading International Ltd. 
UCB-Bloproducts 

Uniscience Ltd. 

William R. Warner & Co. Ltd. 
Wellcome Reagents Limited 


Western Chemical Research Corporation 


Wien Laboratories, Inc. 


radiolabeled compounds and 


isotopes 


Advanced Laboratory Techniques 
American Biological Corp. 


American Radiochemical Corp. 
Amersham International Ltd. 

J:T. Baker Chemical Company 
Cambridge Medical Diagnostics, Inc. 
Dynapol ` 

Electro-Nucleonics, Inc. 
Hoechst-Behring 

Immuchem Corp. 

Imuco, S.A. - 

International Laboratory Services Ltd. 
Meloy Laboratories, Inc. 

Monsanto Research: Corp. 

New England Nuclear 

Paesel GmbH & Co. 

P-L Biochemicals, Inc. 

Radioassay Systems Laboratories, Inc. 
Radioimmunoassay Inc. 

Research: Products Interhational Corp. 
RIA (UK) i 

Serdary Research Labs, Inc. 

Serono Diagnostics 

Signo Trading International Ltd. 

Vega Biochemicals 

Wizard Laboratories 


raffinose 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Ċorhpany (US) 
Alltech Associates, Inc. 

Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
BBL Microbiology Systems 

BDH Chemicals Ltd. 

Calbiochem 

Carl Roth GmbH & Co. KG 
Carolina Biological Supply Company 
Chemical Data Systems, Inc. 
Chemical Dynamics Corporation 
Difco Laboratoriés 

Fast Anglia Chemicals Ltd. 

Eastern Chemical 

Ferak Berlin. 

Fisons Scientific Apparatus 

Fluka AG 

Koch-Light Laboratories Ltd. 

E. Merck 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Pfanstiehl Laboratories Inc. 
Research Plus, Inc. 

SAS Pharmaceuticals Ltd. 

Senn Ghemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

United States Biochemical Corporation 


red celis 


American Hospital Supply (UK) Ltd. 

American Laboratories Inc. 

Biofac A/S 

Biosystems, Inc. 

Biotest-Serum-Institut GmbH 

Calbiochem 

Colorado Serum Co. 

Flow Laboratories Limited 

HUMAN Institute for Serobacteriological Resear: 
and Production " 

Louisiana Biologicals, Inc. 

M.A. Bioproducts 

Meloy Laboratories, Inc. 


Nature 


Olac 1976 Ltd. 

Paesel GmbH & Co. 

Pel-Freez Blologicals 
Philadelphia Biologics Center 
Research Plus, Inc. 

Scientific Protein Laboratories, Inc. 
Tissue Culture Services Ltd. 


renin 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 

Cambridge Research Biochemicals Limited 
Carolina Biological Supply Company ' 
Koch-Light Laboratories Ltd. 

Pacific Gateway Co. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Philip Harris Ltd. 

Serono Diagnostics 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 
Vega Biochemicals 


reserpine 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 
Bate Chemical Company Limited 
BDH Chemicals Ltd. 

Boehringer Ingelheim KG 
Boehringer Mannheim GmbH 
Carl Roth GmbH & Co. KG 
Fluka AG 

Henley & Co., Inc. 

ICN Nutritional Biochemicals 
inland Alkaloid Co. 

Koch-Light Laboratories Ltd. 
Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 


restriction endonuclease, Acc | 


` J.T. Baker Chemical Company 
Bethesda Research Laboratories, Inc. 
New England BioLabs, Inc. 

P-L Biochemicals, Inc. 

Uniscience Ltd. 

United States Biachemical Corporation 


restriction endonuclease, Alu | 


J.T. Baker Chemical Company 
Bethesda Research Laboratories, Inc. 
Boehringer Mannheim GmbH 
Chemical Dynamics Corporation 
Collaborative Research, Inc. 
Enzo Blochem, Inc. 

Miles Laboratories, Inc. 

Millipore UK Ltd. 
New England BioLabs, Inc. 

New England Nuclear 

Pacific Biotech, Inc. 
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For 18 years now we've been doing good things for our clients in 
large scale custom fermentations and enzyme isolations. How 
can we help you? 


Perhaps you need enzymes or microorganisms that your 
facilities just can't produce. Or require development of RIA, 
monoclonal antibodies, or enzyme immobilization. Those are 
our special strengths. 


Let's explore how we might work together. We'll tell you more 
about our experience, our clients, and our extensive R&D and 
pilot production facilities. Call us. Or write for our brochure. 


NEW ENGLAND ENZYME CENTER 


Tufts University School of Medicine, 136 Harrison Avenue 
Boston, Massachusetts 02111, Phone: (617) 956-6653 


CARRIERS 















P-L Biochemicals, Inc. 

Sigma Chemical Company 

Uniscience Ltd. 

United States Biochemical Corporation 
Worthington Diagnostics 


California Medicinal Chemistry Corporation 
Collaborative Research, Inc. 

ICN Nutritional Biochemicais 

New England BioLabs, Inc. 

P & S Biochemicals Ltd. 

P-L Biochemicals, Inc. 

Uniscience Ltd. 


restriction endonuclease, Aos | United States Biochemical Corporation 


United States Biochemical Corporation 


restriction endonuclease, Avr Il 


restriction endonuclease, Asu | l , l l 
à United States Biochemical Corpo. .tion 


United States Biochemical Corporation 


restriction endonuclease, Bal i 


restriction endonuclease, Ava | 
J.T. Baker Chemical Company 


Bethesda Research Laboratories, Inc. 
Chemical Dynamics Corporation 

New England BioLabs, Inc. 

P-L Biochemicals, Inc. 

Sigma Chemical Company 

Uniscience Ltd. 

United States Biochemical Corporation 


American Biological Corp. 

J.T. Baker Chemical Company 
Bethesda Research Laboratories, Inc. 
Biotec, Inc. 

Chemical Dynamics Corporation 

ICN Nutritional Biochemicals 

New England BioLabs, Inc. 

P & S Biochemicals Ltd. 

P-L Biochemicals, Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


restriction endonuclease, 
BamH I 


American Biological Corp. 
J.T. Baker Chemical Company 


restriction endonuclease, Ava II 
Bethesda Research Laboratories, Inc. 


American Biological Corp. Biotec, Inc. 
J.T. Baker Chemical Company , Boehringer Mannheim GmbH 
Bethesda Research Laboratories, Inc. Calbiochem 


Biotec, Inc. California Medicinal Chemistry Corporation 
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Chemical Dynamics Corporation restriction endonuclease, P & S Biochemicals Ltd. 
Collaborative Research, Inc. BstE Il i P-L Biochemicals, Inc. 

Enzo Biochem, Inc. Sigma Chemical Company 

ICN Nutritional Biochemicals J.T. Baker Chemical Company Uniscience Ltd. 

Miles Laboratories, Inc. Bethesda Research Laboratories, Inc. United States Biochemical Corporation 


Millipore UK Ltd. 

New England BioLabs, Inc. 
New England Nuclear 
Pacific Biotech, Inc. 

Paese! GmbH & Co. 


Boehringer Mannheim GmbH Worthington Diagnostics 
New England BloLabs, Inc. 
P-L Biochemicals, Inc. 


Sigma Chemical Company restriction endonuclease, 


P & S Biochemicals Ltd. EE, ERR 

P-L Biochemicals, Inc. United States Biochemical Corporation J.T. Baker Chemical Company 
Sigma Chemical Company Bethesda Research Laboratories, Inc. 
Uniscience Ltd. Enzo Biochem, Inc. 


United States Biochemical Corporation restriction endonuclease, BstN | Miles Laboratories, Inc. 


Worthington Diagnostics New England BioLabs, Inc. Uniscience Ltd. 
United States Biochemical Corporation United States Biochemical Corporation 
restriction endonuclease, Bbv | 
New England BioLabs, Inc. restriction endonuclease, Cfo | restriction endonuclease, 
United States Biochemical Corporation Fnu4H | 
: J.T. Baker Chemical Company 
-— i : Bethesda Research Laboratories, Inc. New England BloLabs, Inc. 
restriction endonuclease, Bel | Uniscience Ltd. United States Biochemical Corporation 


J.T. Baker Chemical Company United States Biochemical Corporation 


Bethesda Research Laboratories, Inc. ES d | 
Chemical Dynamics Corporation restriction endonuclease, 


Collaborative Research, Inc. restriction endonuclease, Cla | FnuD Il 
New England BioLabs, inc. 
P-L Biochemicals, Inc. 
Sigma Chemical Company 
Uniscience Ltd. 


Boehringer Mannheim GmbH New England BioLabs, Inc. 
Collaborative Research, Inc. United States Biochemical Corporation 
Sigma Chemical Company 


United States Biochemical Corporation Uniscience Ltd. -— 
United States Biochemical Corporation restriction endonuclease, Hae Il 
restriction endonuclease, Bgl | J.T. Baker Chemical Company 
Reheat Biological Corp restriction endonuclease, Dde | Bethesda Research Laboratories, Inc. 
J.T. Baker Chemical Com an Ege RIOCDEmi Na 
Bethesda R Wë S ny i J.T. Baker Chemical Company Miles Laboratories, Inc. 
P ee TIE Bethesda Research Laboratories, Inc. Millipore UK Ltd. 


Boehringer Mannheim GmbH 
Enzo Biochem, Inc. 

Miles Laboratories, Inc. Pacific Biotech, Inc. 

New England BioLabs, Inc. P-L Biochemicals, Inc. 

New England Nuclear Uniscience Ltd. 

Pacific Biotech, Inc. i United States Biochemical Corporation 
P & S Biochemicals Ltd. Worthington Diagnostics 


New England BioLabs, Inc. 
Uniscience Ltd. 
United States Biochemical Corporation 


New England BioLabs, inc. 


restriction endonuclease, Dpn | 


P-L Biochemicals, Inc. J.T. Baker Chemical Company 

Sigma Chemical Company Bethesda Research Laboratories, Inc. Tn 

Uniscience Ltd. Chemical Dynamics Corporation restriction endonuclease, Hae Ill 
United States Biochemical Corporation . Collaborative Research, Inc. 


J.T. Baker Chemical Company 
Bethesda Research Laboratories, Inc. 


Uniscience Ltd. 
United States Biochemical Corporation 


restriction endonuclease, Bgl II | Biotec, Inc. 

NN Calbiochem 
J.T. Baker Chemical Compan ZE ; : : 

da R See p ny ZS restriction endonuclease, Chemical Dynamics Corporation 

Bethesda Research Laboratories, inc. EcoR | Collaborative Research, Inc. 
Potea, de Enzo Biochem, Inc. 
Boehringer Mannheim omon l American Biological Corp. Miles Laboratories, Inc. 
California Morin Cnemistry Corporation J.T. Baker Chemical Company Millipore UK Ltd. 
Chemical Dynamics d Bethesda Research Laboratories, Inc. New England BioLabs, Inc. 
Collaborative Research, Inc. Biotec, Inc. - New Endiand Nuclear 
Enzo Biochem, Inc. Boehringer Mannheim GmbH Pacific Biotech. Inc. 
ICN Nutritional Biochemicals Calbiochem ; 


P-L Blochemicals, Inc. 


Miles Laboratories, Inc. Chemical Dynamics Corporation Sigma Chemical Company 

Millipore UK Ltd. Collaborative Research, Inc. HEES 

New England BloLabs, Inc. Enzo Biochem, Inc. PME Stat B pice 

Pacific Biotech, Inc. ICN Nutritional Biochemicals SE EES EN 

P & S Biochemicals Ltd. i Miles Laboratories, Inc. Worthingtoh Diagnostics 

P-L Biochemicals, Inc. Millipore UK Ltd. 

Sigma Chemical Company New England BloLabs, Inc. restriction endonuclease, Hga | 
Uniscience Ltd. New England Nuclear 

United States Biochemical Corporation Pacific Biotech, Inc. J.T. Baker Chemical Company 

Worthington Diagnostics Paesel GmbH & Co. New Engiand BioLabs, Inc. 
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P-L Biochemicals, Inc. 
Uniscience Ltd. 
United States Biochemical Corporation 


restriction endonuclease, HgiA | 


J.T. Baker Chemical Company 
New England BioLabs, Inc. 
United States Biochemical Corporation 


restriction endonuclease, Hha | 


J.T. Baker Chemical Company 
Bethesda Research Laboratories, Inc. 
Biotec, Inc. 

Calbiochem 

Chemical Dynamics Corporation 
Collaborative Research, Inc. 

Miles Laboratories, Inc. 

New England BioLabs, Inc. 

P-L Biochemicals, Inc. 

Sigma Chemical Company 
Uniscience Ltd. 

United States Biochemical Corporation 


restriction endonuclease, Hinc II 


J.T. Baker Chemical Company 
Bethesda Research Laboratories, Inc. | 
Biotec, Inc. 

Chemical Dynamics Corporation 

Enzo Biochem, Inc. 

Miles Laboratories, Inc. 

New England BioLabs, Inc. 

P-L Biochemicals, Inc. 

Sigma Chemical Company i 
Uniscience Ltd. 

United States Biochemical Corporation 


restriction endonuclease, 
Hind Il 


J.T. Baker Chemical Company 
Bethesda Research Laboratories, Inc. ' 
Boehringer Mannheim GmbH 
California Medicinal Chemistry Corporation 
Enzo Biochem, Inc. 

ICN Nutritional Biochemicals 

Pacific Biotech, Inc. 

P & S Biochemicals Ltd. 

P-L Blochemicals, Inc. 

Sigma Chemical Company 

United States Biochemical Corporation 


restriction endonuclease, . 
Hind lil 


American Biological Corp. 

J.T. Baker Chemical Company 
Bethesda Research Laboratories, Inc. 
Biotec, Inc. 

Boehringer Mannheim GmbH 
Calbiochem 

California Medicinal Chemistry Corporation 
Chemical Dynamics Corporation 
Collaborative Research, Inc. 

Enzo Biochem, Inc. 

ICN Nutritional Biochemicals 

Miles Laboratories, Inc. 
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J.T. Baker 


Reduced Volume 
Scintillation Fluids 


for Aqueous 
LSC Samples 





e Requires only 3-5 mi of 
fluid per 1 ml of 
aqueous sample 


of 33-50% 


e Gives significantly 
Improved counting 
efficiency 


e Cuts waste volume in 
half 


LI e Provides increased 
safety — higher flash 
points and safer 
packaging 


Baker provides a cholce of three reduced volume 
fluids: 


e AQUALYTE™ 


e AQUALYTE PLUS™ 
e MAXIFLUOR™ 


combined with 6 ml and 3 ml MILLIQUANT™ vials. 
This innovative system drastically reduces per 
sample costs and overall waste disposal without 
sacrificing performance. (See Table I) 


Table I: *H-Counting Efficiency for 0.15M NaC} 


Higher counting efficiency and increased sample load- 
ing capacity result from the use of Baker's proprietary 
blend of ionic surfactants. To discover how J. T. Baker's 
reduced volume approach can work for you, write or call: 








Sample Load 

















Reduced Volume Fluid (4 ml) 
Cocktail A (10 ml) 
Cocktail B (10 ml) 


38.2 
38.5 





J. T. Baker Chemical Company 
Product Manager 

d Lake Biological Science Products 

222 Red School Lane 

Phillipsburg, NJ 08865 (201) 859-2151 
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Millipore UK Ltd. 

New England BioLabs, Inc. 
New England Nuclear 
Pacific Biotech, Inc. 

Paesel GmbH & Co. 

P & S Biochemicals Ltd. 

P-L Biochemicals, Inc. 
Sigma Chemical Company 
Uniscience Ltd. 

United States Biochemical Corporation 
Worthington Diagnostics 


restriction endonuclease, Hinf | 


J.T. Baker Chemical Company 
Bethesda Research Laboratories, Inc. 
Calbiochem 

Chemical Dynamics Corporation 

New England BioLabs, Inc. 

P-L Biochemicals, Inc. 

Sigma Chemical Company 

Uniscience Ltd. 

United States Biochemical Corporation 


restriction endonuclease, Hpa | 


J.T. Baker Chemical Company 
Bethesda Research Laboratories, Inc. 
Biotec, Inc. 

Boehringer Mannheim GmbH 
Chemical Dynamics Corporation 
Collaborative Research, Inc. 

Enzo Biochem, Inc. 

Miles Laboratories, Inc. 

New England BioLabs, Inc. 

Pacific Biotech, Inc. 

P & S Biochemicals Ltd. 

P-L Blochemicals, Inc. 

Sigma Chemical Company 
Uniscience Ltd. 

United States Biochemical Corporation 


restriction endonuclease, Hpa 1l 


J.T. Baker Chemical Company 
Bethesda Research Laboratories, Inc. 
Biotec, Inc. 

Boehringer Mannheim GmbH 
Calbiochem 

Chemical Dynamics Corporation 
Enzo Biochem, !nc. 

Miles Laboratories, Inc. 

New England BioLabs, Inc. 

Pacific Biotech, Inc. 

P & S Biochemicals Ltd. 

P-L Blochemicals, Inc. 

Sigma Chemical Company 
Uniscience Ltd. 

United States Biochemical Corporation 


restriction endonuclease, Kpn | 


J.T. Baker Chemical Company 
Bethesda Research Laboratories, Inc. 
Blotec, Inc. 

Chemical Dynamics Corporation 
Collaborative Research, Inc. 

Enzo Biochem, Inc. 

Miles Laboratories, Inc. 

New England BioLabs, Inc. 

P-L Biochemicals, Inc. 
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Sigma Chemical Company 
Uniscience Ltd. 
United States Biochemical Corporation 


restriction endonuclease, Mbo | 


J.T. Baker Chemical Company 
Bethesda Research Laboratories, Inc. 


. Collaborative Research, Inc. 


Enzo Biochem, Inc. 

Millipore UK Ltd. 

New England BioLabs, Inc. 

P-L Biochemicals, Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 
Worthington Diagnostics 


restriction endonuclease, Mbo ll 


J.T. Baker Chemical Company 
Bethesda Research Laboratories, Inc. 
Enzo Biochem, Inc. 

Miles Laboratories, Inc. 

Millipore UK Ltd. 

New England BioLabs, Inc. 

P-L Biochemicals, inc. 

Uniscience Ltd. 

United States Biochemical Corporation 
Worthington Diagnostics 


restriction endonuclease, Mnl | 


Bethesda Research Laboratories, Inc. 
New England BioLabs, Inc. 
United States Biochemical Corporation 


restriction endonuclease, Msp | 


Boehringer Mannheim GmbH 
Collaborative Research, Inc. 

Enzo Biochen, Inc. 

New England BioLabs, Inc. 

New England Nuclear 

Pacific Biotech, Inc. 

P-L Biochemicals, Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


restriction endonuclease, Mst | 


New England BioLabs, Inc. 
P-L Blochemicals, Inc. 
United States Biochemical Corporation 


restriction endonuclease, Mst Il 


New England BioLabs, Inc. 
United States Biochemical Corporation 


restriction endonuclease, Nei | 


Bethesda Research Laboratories, Inc. 
United States Biochemical Corporation 


restriction endonuclease, 
Pae HI 


New England BioLabs, Inc. 
United States Biochemical Corporation 


restriction endonuclease, Pst | 


American Biological Corp. 

J.T. Baker Chemical Company 
Bethesda Research Laboratories, Inc. 
Blotec, Inc. 

Boehringer Mannheim GmbH 
Calbiochem 

California Medicinal Chemistry Corporation 
Chemical Dynamics Corporation 
Collaborative Research, Inc. 

Enzo Biochem, Inc. 

Miles Laboratories, inc. 

New England BioLabs, Inc. 

New England Nuclear 

Pacific Biotech, Inc. 

P & S Biochemicals Ltd. 

P-L Blochemicals, Inc. 

Sigma Chemical Company 

Uniscience Ltd. 

United States Biochemical Corporation 


restriction endonuclease, Pvu | 


Boehringer Mannheim GmbH 

Enzo Biochem, Inc. 

New England BioLabs, Inc. 

P-L Blochemicals, Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


restriction endonuclease, Pvu Il 


Bethesda Research Laboratories, inc. 
Boehringer Mannheim GmbH 
Collaborative Research, Inc. 

Enzo Biochem, Inc. 

New England BioLabs, Inc. 

P-L Blochemicals, inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


restriction endonuclease, Rsa I 


New England BioLabs, Inc. 
United States Biochemical Corporation 


restriction endonuclease, Rsp | 


United States Biochemical Corporation 


restriction endonuclease, Sac | 


American Biological Corp. 

Blotec, Inc. 

Calbiochem 

California Medicinal Chemistry Corporation 
Collaborative Research, Inc. 

ICN Nutritional Biochemicals 

New England BioLabs, Inc. 

P-L Biochemicals, Inc. 

United States Biochemical Corporation 


restriction endonuclease, Sac Il 


American Biological Corp. 
New England BioLabs, Inc. 
United States Biochemical Corporation 


Nature 












About 150 names of i 


RADIOACTIVE 
ISOTOPES 


in more than 900 compounds 
labelled with | 


TRITIUM, 
CARBON" — 


(including C'^ — 
Barium Carbonate) 
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restriction endonuclease, Sal | New England BioLabs, Inc. restriction endonuclease, Sst Íl 
Uniscience Ltd. 
J.T. Baker Chemical Company United States Biochemical Corporation J.T. Baker Chemical Company 
Bethesda Research Laboratories, Inc. Bethesda Research Laboratories. Inc 
Biotec, Inc. Uniscience Ltd. 
Boehringer Mannheim GmbH restriction endonuclease, Sma | United States Biochemical Corporation 
California Medicinal Chemistry Corporation 
Chemical Dynamics Corporation ' J.T. Baker Chemical Company 
Collaborative Research, Inc. Bethesda Research Laboratories, Inc. 
ICN Nutritional Biochemicals Biotec. Inc "PE 
degen restriction en 
Miles Laboratories, Inc. Boehringer Mannheim GmbH on endonuclease, Taq | 
New England BioLabs, Inc. Calbiochem J.T. Baker Chemical Company 
P-L Blochemicals, Inc. Chemical Dynamics Corporation Bethesda Research Laboratories, Inc 
Sigma Chemical Company Collaborative Research, Inc. Biotec. Inc 
Uniscience Ltd. New England BioLabs, Inc. oa 
United States Biochemical Corporation P-L Biochemicals. inc. Boehringer Mannheim Gmbh 
! : Calbiochem 


Sigma Chemical Compan 
9 : zd Chemical Dynamics Corporation 
Uniscience Ltd. 


United States Biochemical Corporation Collaborative Research, Inc. 
4 Miles Laboratories, Inc. 


New England BioLabs, Inc. 


restriction endonuclease, 


SES restriction endonuclease, Sph I P & S Biochemicals Ltd. 

J.T. Baker Chemical Company P-L Biochemicals, Inc. 

Bethesda Research Laboratories, Inc.  ' Bethesda Research Laboratories, Inc. Sigma Chemical Company 

Enzo Biochem, Inc. ' Miles Laboratories, Inc. Uniscience Ltd. 

Miles Laboratories, Inc. New England BioLabs, Inc. United States Biochemical Corporation 
New England BioLabs, Inc. Uniscience Ltd. Worthington Diagnostics 


Uniscience Ltd. United States Biochemical Corporation 


United States Biochemical Corporation 


restriction endonuclease, Sst | RA 
: restriction endonuclease, Tha | 


restriction endonuclease, ' J.T. Baker Chemical Company 

Sau 96 Bethesda Research Laboratories, Inc. J.T. Baker Chemical Company 
Collaborative Research, Inc. Bethesda Research Laboratories, Inc 

J.T. Baker Chemical Company Uniscience Ltd. Uniscience Ltd. 

Bethesda Research Laboratories, Inc. United States Biochemica! Corporation United States Biochemical Corporation 
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restriction endonuclease, Xba 1 


J.T. Baker Chemical Company 
Bethesda Research Laboratories, Inc. 
Biotec, Inc. 

Calbiochem 

Chemical Dynamics Corporation 
Collaborative Research, Inc. 

Enzo Biochem, Inc. 

Miles Laboratories, Inc. 

New England BioLabs, Inc. 

P-L Biochemicais, Inc. 

Sigma Chemical Company 
Uniscience Ltd. 

United States Biochemical Corporation 


restriction endonuclease, Xho | 


J.T. Baker Chemical Company 
Bethesda Research Laboratories, Inc. 
Biotec, Inc. 

Collaborative Research, Inc. 

New England BioLabs, Inc. 

P-L Biochemicals, Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


restriction endonuclease, Xma | 


Bethesda Research Laboratories, Inc. 
New England BioLabs, Inc. 

United States Biochemical Corporation 
Worthington Diagnostics 


restriction endonuclease, 
Xma lil 


Bethesda Research Laboratories, Inc. 
New England BioLabs, Inc. 

Uniscience Ltd. 

United States Biochemical Corporation . 


restriction endonuclease, Xor Il 


J.T. Baker Chemical Company 
Bethesda Research Laboratories, Inc. 
Uniscience Ltd. 

United States Biochemical Corporation 


retinal 


Accurate Chemical & Scientific Corporation 
Fluka AG 

ICN Nutritional Biochemicals 

Pfaltz and Bauer, Inc. 

Sigma Chemical Company 

Tridom Chemical Inc. 

United States Biochemical Corporation 


retinoic acid 


Aldrich Chemical Company (US) 
Chemical Dynamics Corporation 
Fluka AG 

Freeman Industries Inc. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
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Sigma Chemical Company 
Tridom Chemical Inc. 
United' States Biochemical Corporation 


retinol 


Aldrich Chemical Company (US) 
Fluka AG 

Freeman Industries Inc. 

ICN Nutritional Biochemicais 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Sigma Chemical Company 

Tridom Chemical Inc. 

United States Biochemical Corporation 


retinol acetate 


Fluka AG 

Freeman Industries Inc. 

ICN Nutritional Biochemicals 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

United States Biochemical Corporation 


retinol palmitate. 


BDH Chemicals Ltd. 

Fluka AG 

Freeman Industries Inc. 

ICN Nutritional Biochemicals 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

United States Biochemical Corporation 


reverse transcriptase 


J.T. Baker Chemical Company 
Bethesda Research Laboratories, Inc. 
Boehringer Mannheim GmbH 
Paesel GmbH & Co. 

Sigma Chemical Company 


riboflavin 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
Bate Chemical Company Limited 
BDH Chemicals Ltd. 

Bio-Rad Laboratories 

Calbiochem 

Car! Roth GmbH & Co. KG 

Carolina Biological Supply Company 
Chemical Dynamics Corporation 
East Anglia Chemicals Ltd. 

EM Chemicals 

Fisons Scientific Apparatus 

Fluka AG 

Freeman Industries Inc. 
Gallard-Schlesinger Chemical Mfg. Corp. 
General Drug and Chemical Corp. 
Grindsted Products A/S 

ICN Nutritional Biochemicals 

KC Biological, Inc. 


Kirkman Laboratories, Inc. 
Koch-Light Laboratories Ltd. 
LKB Instruments, Inc. 
LKB-Produkter AB 
MCB/Harleco 

E. Merck 

Miles Laboratories, Inc. 

Pfaltz and Bauer, Inc. 

Philip Harris Ltd. 

Polysciences, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemica! Corporation 


riboflavin phosphate 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 
Calbiochem 

Chemical Dynamics Corporation 

Fluka AG 

Freeman Industries Inc. 

Koch-Light Laboratories Ltd. 

Pfaltz and Bauer, Inc. 

Research Plus, inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


ribonuclease A 


Biozyme Laboratories Limited 
Boehringer Mannheim GmbH 
Calbiochem 

Chemical Data Systems, Inc. 
Choay Chimie 

Fluka AG 

Koch-Light Laboratories Ltd. 
Millipore UK Ltd. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Uniscience Ltd. 

United States Biochemical Corporation 
Worthington Diagnostics 


ribonuclease B 


Chemical Data Systems, Inc. 
Millipore UK Ltd. 

Paesel GmbH & Co. 

P-L Biochemicals, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Uniscience Ltd. 


ribonuclease C 


Miles Laboratories, Inc. 
Paesel GmbH & Co. 
Sigma Chemical Company 


ribonuclease CL3 


Bethesda Research Laboratories, Inc. 


Nature 
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ribonuclease H 


J.T. Baker Chemicai Company 
Bethesda Research Laboratories, Inc. 
Enzo Biochem, Inc. 

P-L Biochemicals, inc. 

Sigma Chemical Company 


ribonuclease H1 


Enzo Biochem, Inc. 


ribonuclease I 


BDH Chemicals Ltd. 

Calbiochem 

Gallard-Schlesinger Chemical Mfg. Corp. 
Hughes & Hughes Ltd. 

P-L Biochemlcals, Inc. 

Polaron Equipment Ltd. 

Research Plus, Inc. 

Sigma Chemical Company 


Taab Enterprises 
Worthington Diagnostics 


ribonuclease Ill, E. coli 


J.T. Baker Chemical Company 
Bethesda Research Laboratories, Inc. 
P-L Biochemicals, Inc. 


ribonuclease N1 


Sigma Chemical Company 


ribonuclease Phy | 


Bethesda Research Laboratories, Inc. ` 
Enzo Biochem, Inc. i 
P-L Biochemicals, Inc. 


ribonuclease S 


Bethesda Research Laboratories, Inc. 
Sigma Chemical Company 


ribonuclease T1 


Bethesda Research Laboratories, Inc. 
Boehringer Mannheim GmbH 
Calbiochem 

Koch-Light Laboratories Ltd. 

Millipore UK Ltd. 
Paesel GmbH & Co. 

P-L Biochemicals, Inc. 

Research Plus, Inc. 

Sigma Chemical Company 
Uniscience Ltd. 

Worthington Diagnostics 


ribonuclease T2 


Bethesda Research Laboratories, Inc. 
Calbiochem 
Koch-Light Laboratories Ltd. 
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CP LABORATORIES LTD 


BE SURE TO REGISTER YOUR NAME TO 
RECEIVE THESE CATALOGUES YEARLY 










. NEW ENGLAND 


labs 
The New England 


BioLabs range 


ENZYMES INVOLVED IN NUCLEIC 
ACID METABOLISM 


RESTRICTION ENDONUCLEASES 
NUCLEIC ACIDS 

PRIMERS 

LINKERS 


PLEASE WRITE OR 'PHONE 


CP Laboratories Limited 


PO Box 22, Bishop's Stortford, 
Herts, England. 
Telephone: (0279) 56081 
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Paesel GmbH & Co. 
Research Plus, Inc. 

Sigma Chemical Company 
Uniscience Ltd. 


ribonuclease U2 


Bethesda Research Laboratories, Inc. 
Boehringer Mannheim GmbH 
Calbiochem 

Koch-Light Laboratories Ltd. 

Paesel GmbH & Co. 

P-L Biochemicals, Inc. 

Research Plus, Inc. 

Sigma Chemical Company 


D-ribulose-1,5-diphosphate 
carboxylase 


Calbiochem 
Sigma Chemical Company 
Uniscience Ltd. 


rifampicin 


Accurate Chemical & Scientific Corporation 
Boehringer Mannheim GmbH 

Buckton Scott Ltd. 

Calbiochem 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Signo Trading International Ltd. 

Uniscience Ltd. 

United States Biochemical Corporation 


rifampin 


Accurate Chemical & Scientific Corporation 
Calbiochem 

Chemical Dynamics Corporation 

P-L Biochemicals, Inc. 

SERVA Feinbiochemica GmbH 

Signo Trading International Ltd. 

United States Biochemical Corporation 


rifamycin SV 


Accurate Chemical & Scientific Corporation 
Calbiochem 

Chemical Dynamics Corporation 

P-L Biochemicals, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Uniscience Ltd. 

United States Biochemical Corporation 


RNA, 16S, 23S, ribosomal, E. 
coli 


Boehringer Mannheim GmbH 
Choay Chimie 
Miles Laboratories, Inc. 


RNA, bacteriophage MS2 


Boehringer Mannheim GmbH 
Miles Laboratories, Inc. 
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RNA, bacteriophage Q9 


Miles Laboratories, Inc. 


RNA, yeast 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Boehringer Mannheim GmbH 
Calbiochem 

‘Chemical Dynamics Corporation 

Choay Chimie 

Gallard-Schlesinger Chemical Mfg. Corp. 
Griffin & George Ltd. 

Henley & Co., Inc. 

Kohjin Co., Ltd. 

Pacific Gateway Co. 

Philip Harris Ltd. 

Research Plus, Inc. 

Robeco Chemicals, Inc. 

Sigma Chemical Company 

United States Biochemical Corporation 
Worthington Diagnostics 


RNA ligase 


American Biological Corp. 

J.T. Baker Chemical Company 
Bethesda Research Laboratories, Inc. 
Enzo Biochen, Inc. 

Miles Laboratories, Inc. 

New England BioLabs, Inc. 

Paesel GmbH & Co. 

P-L Biochemicals, Inc. 

Uniscience Ltd. 

United States Biochemica! Corporation 


RNA polymerase II 


Bethesda Research Laboratories, Inc. 
Enzo Biochen, Inc. 

Miles Laboratories, Inc. 

Millipore UK Ltd. 

RIA (UK) 

Sigma Chemical Company 

Uniscience Ltd. 

United States Biochemical Corporation 
Worthington Diagnostics 


RNA polymerase, E. coli 


Bethesda Research Laboratories, Inc. 
Biotec, Inc. 

Boehringer Mannheim GmbH 

Miles Laboratories, Inc. 

New England BioLabs, Inc. 

New England Nuclear 

Paesel GmbH & Co. 

P-L Biochemicals, Inc. 

Sanbio b.v. 

Sigma Chemical Company 
Uniscience Ltd. 

United States Biochemical Corporation 
Worthington Diagnostics 


rubratoxin 


Carl Roth GmbH & Co. KG 
Fluka AG 

Senn Chemicals 

Sigma Chemical Company 
Uniscience Ltd. 


rubratoxin B 


Applied Science Division 

Cambridge Research Biochemicals Limited 
Carl Roth GmbH & Co. KG 

Fluka AG 

Senn Chemicals 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Uniscience Ltd. 


rutin 


Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 
BDH Chemicals Ltd. 

Carl Roth GmbH & Co. KG 
Chemical Dynamics Corporation 
EM Chemicals . 

Fluka AG 

Freeman Industries Inc. 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 
Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


salmine 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Calbiochem 

Carl Roth GmbH & Co. KG 

Fluka AG 

Koch-Light Laboratories Ltd. 

Research Pius, Inc. 

Sigma Chemical Company 

Syndel Laboratories Ltd. 


sample concentration materials 


Alltech Associates, Inc. 

Amicon Corporation 

J.T. Baker Chemical Company 
Bio-Molecular Dynamics 

Bio-Rad Laboratories 

Millipore UK Ltd. 

Pierce Eurochemie B.V. 

Schleicher & Schuell, AG (Switzerland) 
Schleicher & Schuell, Inc. (US/Canada) 
Schleicher & Schüll GmbH (Worldwide) 
Sigma Chemical Company 

Signo Trading International Ltd. 


saponin 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 

BDH Chemicals Ltd. 

Calbiochem 

Car! Roth GmbH & Co. KG 

Carolina Biological Supply Company 
Chemical Dynamics Corporation 

East Anglia Chemicals Ltd. 

Eastern Chemical 

EM Chemicals 

Fisons Scientific Apparatus 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
ICN Nutritional Biochemicals 


Nature 


E. Merck 

Pfaltz and Bauer, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

United States Biochemical Corporation 


scintillation chemicals 


Aldrich Chemical Company (US) 
Alfa Products 

American Biological Corp. 
Amersham International Ltd. 
Anoroc Scientific, Inc. 

Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
BDH Chemicals Ltd. 

Beckman Instruments, Inc. 
Beckman-Riic Ltd. 

Burdick & Jackson Laboratories, Inc. 
Fisons Scientific Apparatus 
Fluka AG 


Gallard-Schlesinger Chemical Mfg. Corp. 


General Drug and Chemical Corp. 
ICN Nutritional Biochemicals 

Isolab, Inc. 

Koch-Light Laboratories Ltd. 

LaPine Scientific Co. 

MCB/Harleco 

E. Merck 

National Diagnostics Inc. 

New England Nuclear 

Nuclear Enterprises Ltd. 

Packard Instrument Company, Inc. 
Polysciences, Inc. 

Research Products International Corp. 
Sanbio b.v. 

Sigma Chemical Company 

Signo Trading International Ltd. 
Syndel Laboratories Ltd. 

Uniscience Ltd. 

Western Chemical Research Corporation 


scopine 


Sigma Chemical Company 
Uniscience Ltd. 


scopolamine 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Applied Science Division 
Atomergic Chemetals Corp. 
Bate Chemical Company Limited 
BDH Chemicals Ltd. 

Boehringer Ingelheim KG 

Carl Roth GmbH & Co. KG 
Fluka AG 

Henley & Co., Inc. 

ICN Nutritional Biochemicals 
Inland Alkaloid Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 
Etablissements Roques 

Roussel Corporation 

Sigma Chemical Company 
Tridom Chemical Inc. 
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scyllo inositol derivatives 


Calbiochem 
Sigma Chemical Company 
Tridom Chemical Inc. 


secretin 


Calbiochem 

Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

Fluka AG 

Merseyside Laboratories 

Paesel GmbH & Co. 

Peninsula Laboratories, Incorporated 
Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 

United States Biochemical Corporation 
Universal Biologicals Ltd. 

Vega Biochemicals 


seeds for germination 


Carolina Biological Supply Company 
E-Y Laboratories, Inc. 

GBI Laboratories Ltd. 

Griffin & George Ltd. 

Incell Corp. 

Indiana Biolab 

Philip Harris Ltd. 

Signo Trading International Ltd. 


serum 


Accurate Chemical & Scientific Corporation 

Advanced Laboratory Techniques 

American Biological Corp. 

American Hospital Supply (UK) Ltd. 

American Laboratories Inc. 

AMF Biological and Diagnostic Products Company 

The Arnei Products Company, Inc. 

Beckman-Riic Ltd. 

Biofac A/S 

Biofluids, Inc. 

Biogenzia Lemania SA 

Biosystems, Inc. 

Calbiochem 

California Medicinal Chemistry Corporation 

Cambridge Medical Diagnostics, Inc. 

Cappel Laboratories 

Cedarlane Laboratories Limited 

Center for Blood Research 

Colorado Serum Co. 

E-Y Laboratories, Inc. 

Gibco Division 

HUMAN Institute for Serobacteriological Research 
and Production 

n.v. Immuno s.a. 

KC Biological, Inc. 

Koch-Light Laboratories Ltd. 

Louisiana Biologicals, Inc. 

M.A. Bioproducts 

Meloy Laboratories, Inc. 

North American Biologicals, Inc. 

Northeast Biomedical Laboratories Ltd. 

Olac 1976 Ltd. 

Paesel GmbH & Co. 

Pel-Freez Biologicals 

Philadelphia Biologics Center 

Polysciences, Inc. 

Research Ptus, Inc. 


SMI 


Sanbio b.v. 

Scientific Protein Laboratories, Inc. 
Tissue Culture Services Ltd. 

William R. Warner & Co. Ltd. 

Western Chemical Research Corporation 


serum, factor deficient 


American Biological Corp. 

American Dade 

California Medicina! Chemistry Corporation 
Cordis Laboratories, Inc. 

Diamed Diagnostics Ltd. 

n.v. Immuno s.a. 

Philadelphia Biotogics Center 

Sigma Chemical Company 

Signo Trading International Ltd. 

William R. Warner & Co. Ltd. 


showdomycin 


Accurate Chemical & Scientific Corporation 
P-L Biochemicals, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Uniscience Ltd. 


sialidase 


Boehringer Mannheim GmbH 
Millipore UK Ltd. 
Sigma Chemical Company 


siderophilin 


Sigma Chemical Company 


silicone products 


Alltech Associates, Inc. 
Atomergic Chemetals Corp. 

BDH Chemicals Ltd. 

R.P. Cargille Laboratories, Inc. 
Fluka AG 

Polysciences, Inc. 

Scientific Specialties Service, Inc. 
Sigma Chemical Company 

Signo Trading International Ltd. 
Universal Scientific, Inc. 


sitosterol 


. Accurate Chemical & Scientific Corporation 


Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 

Carl Roth GmbH & Co. KG 
Chemical Dynamics Corporation 
Fluka AG 

Koch-Light Laboratories Ltd. 

E. Merck 

Pfaltz and Bauer, Inc. 

Research Plus, inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 

United States Biochemical Corporation 


smilagenin 


Chemical Dynamics Corporation 
Pfaltz and Bauer, Inc. 


163 


SNA 


Research Plus, Inc. - 
Sigma Chemical Company 
Tridom Chemical Inc. 


snail gut enzymes 


Boehringer Mannheim GmbH 
Réactifs IBF 

Miles Laboratories, Inc. 

Pacific Bio-Marine Laboratories, Inc. 
Sigma Chemical Company 
Uniscience Ltd. 


alpha-solanine 


Carl Roth GmbH & Co. KG 
Pfaltz and Bauer, Inc. 
Research Plus, Inc. 

Sigma Chemical Company 


solid-phase protein synthesis, 
chemical cleavage reagents 


Aldrich Chemical Company (US) 

J.T. Baker Chemical Company 
Biosearch 

Cambridge Research Biochemicals Limited 
Chemica! Dynamics Corporation 

Fisons Scientific Apparatus 

Fluka AG 

Koch-Light Laboratories Ltd. 

LKB Biochrom Ltd. 

LKB-Produkter AB 

MCB/Harleco 

E. Merck 

Merseyside Laboratories 

M.P.K. Omega Co. 

Peninsula Laboratories, Incorporated 
Pierce Chemical Company 

Research Organics, Inc. 

Research Plus, Inc. 

Senn Chemicals 

Signo Trading International Ltd. 


solid-phase protein synthesis, 
couplers for solid supports 


J.T. Baker Chemical Company 
Biosearch 

Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

E-Y Laboratories, Inc. 

Fluka AG 

Koch-Light Laboratories Ltd. 

LKB Biochrom Ltd. 

LKB-Produkter AB 

E. Merck 

Merseyside Laboratories 

Peninsula Laboratories, Incorporated 
Pierce Chemical Company 

RIA (UK) 

Senn Chemicals 

Signo Trading International Ltd. 

Vega Biochemicals 


solid-phase protein synthesis, 
cross-linking reagents 


Aldrich Chemical Company (US) 
The Ames Laboratories Inc. 

J.T. Baker Chemical Company 
BDH Chemicals Ltd. 
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Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

E-Y Laboratories, Inc. 

Fisons Scientific Apparatus 

Fluka AG 

Koch-Light Laboratories Ltd. 
LKB-Produkter AB 

E. Merck 

Merseyside Laboratories 

Pharmacia Fine Chemicals 


"Pierce Chemical Company 


Pierce Eurochemie B.V. 
Polysciences, Inc. 

Research Organics, Inc. 

Senn Chemicals 

Signo Trading International Ltd. 

Trans World Chemicals, Inc. 

United States Biochemical Corporation 


solid-phase protein synthesis, 
porous glass derivatives 


Fluka AG 

LKB Biochrom Ltd. 
LKB-Produkter AB 

Pierce Chemical Company 
Pierce Eurochemie B.V. 
Sequemat Inc. 

Signo Trading International Ltd. 


solid-phase protein synthesis, 
reagents for modification of 
reactive groups 


Aldrich Chemical Company (US) 
J.T. Baker Chemical Company 
BDH Chemicals Ltd. 

Biosearch 

Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 
E-Y Laboratories, Inc. 

Fisons Scientific Apparatus 
Fluka AG 

Koch-Light Laboratories Ltd. 
LKB Biochrom Ltd. 


LKB-Produkter AB 

E. Merck 

Merseyside Laboratories 
Peboc Limited 

Pharmacia Fine Chemicals 
Pierce Chemical Company 
Research Organics, Inc. 

Senn Chemicals 

Signo Trading International Ltd. 
Trans World Chemicals, Inc. 
United States Biochemical Corporation 


solid-phase sequencing 
materials 


J.T. Baker Chemical Company 

BDH Chemicals Ltd. 

Beckman Instruments, Inc. 

Beckman Instruments, Inc. (Bioproducts) 
Bio-Rad Laboratories 

Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

Fisons Scientific Apparatus 

Fluka AG 

Koch-Light Laboratories Ltd. 

LKB Biochrom Ltd. 

LKB-Produkter AB 


Pierce Chemical Company 
Pierce Eurochemie B.V. 
Research Plus, Inc. 
Sequemat Inc. 


solvents, ultra-pure for 
spectroscopy 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Alltech Associates, Inc. 

American Biological Corp. 

Anoroc Scientific, Inc. 

Ashiand Chemical Company 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
J.T. Baker Chemicals B.V. 

BDH Chemicals Ltd. 

Burdick & Jackson Laboratories, Inc. 
Camlab Limited 

Fisons Scientific Apparatus 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
General Drug and Chemical Corp. 
Koch-Light Laboratories Ltd. 
KOR, Incorporated 

LaPine Scientific Co. 
MCB/Harleco 

Norell, Inc. 

Pierce Chemical Company 
Polysciences, Inc. 

Signo Trading Internationa! Ltd. 
Tridom Chemical Inc. 

Universal Sclentific, Inc. 


somatostatin 


Accurate Chemical & Scientific Corporation 
American Biological Corp. 

Beckman Instruments, Inc. 

Beckman Instruments, Inc. (Bioproducts) 
Boehringer Mannheim GmbH 
Calbiochem 

California Medicinal Chemistry Corporation 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 
Collaborative Research, Inc. 

Fluka AG 

Immuno Nuclear Corp. 

Merseyside Laboratories 

Paesel GmbH & Co. 

Peninsula Laboratories, Incorporated 
Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Senn Chemicals 

Serono Diagnostics 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 

UCB-Bioproducts 

Uniscience Ltd. 

Universal Biologicals Ltd. 

Vega Biochemicals 


DN 


sorbitol 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) ` 

Aldrich Chemical Company (US) 

Alltech Associates, Inc. 

Applied Science Division 

Atomergic Chemetals Corp. 


Nature 


J.T. Baker Chemical Company 
Bate Chemical Company Limited 
BDH Chemicals Ltd. 
Calbiochem 

Carl Roth GmbH & Co. KG 
Chemical Dynamics Corporation 
Difco Laboratories 

East Anglia Chemicals Ltd. 
Eastern Chemical 

EM Chemicals 

Fisons Scientific Apparatus 
Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 
Lonza AG 

E. Merck 

Pacific Gateway Co. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Pfanstiehl Laboratories Inc. 
Hobeco Chemicals, Inc. 

SERVA Feinblochemica GmbH 
Sigma Chemical Company 
Signo Trading International Ltd. 
Tridom Chemical Inc. 

United States Biochemical Corporation 


sorbitol dehydrogenase 


Boehringer Mannheim GmbH 
Paesel GmbH & Co. 
Sigma Chemical Company 


sparteine sulfate 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 
Buckton Scott | td. 

Carl Roth GmbH & Co. KG 
Fluka AG 

Inland Alkaloid Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 
Etablissements ‘Roques 

SERVA Felnbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 
Uniscience Ltd. 


spermidine 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Alfa Products 

The Ames Laboratories Inc. 
Calbiochem 

Chemical Dynamics Corporation 
Fluka AG 

ICN Nutritional Biochemicals 
Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 


spermine 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) ' 
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Aldrich Chemical Company (US) 
Alfa Products 

The Ames Laboratories Inc. 
Calbiochem 

Chemical Dynamics Corporation 
Fluka AG 

ICN Nutritional Biochemicals 
Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemlca GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 


sphingolipids 


Accurate Chemical & Scientific Corporation 
Applied Science Division 

Avanti Polar Lipids, Inc. 
Calbiochem 

Field Instruments Co. Ltd. 

Fluka AG 

Koch-Light Laboratories Ltd. 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Serdary Research Labs, Inc. 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Supelco, Inc. 

Tridom Chemical Inc. 


spin-labeled compounds for 
ESR 


Aldrich Chemical Company (US) 
American Biological Corp. 
Frinton Laboratories, Inc. 
Serdary Research Labs, Inc. 
Stohler Isotope Chemicals, Inc. 


spiramycin 


Sigma Chemical Company 


Staph. aureus cells, formalin 
fixed 


American Drug Research Institute, Inc. 

American Hospital Supply (UK) Ltd. 

Atlantic Antibodies 

Bethesda Research Laboratories, Inc. 

Calbiochem 

Enzyme Center, inc. 

HUMAN institute for Serobacteriological Research 
and Production 

Indiana Biolab 

Meloy Laboratories, Inc. 

Miles Laboratories, inc. 

M.P.K. Omega Co. 

New England Enzyme Centre (Tufts) 

Paesel GmbH & Co. 

PHLS Centre for Applied Microbiology and 
Research 

Sera-Lab Ltd. 

Signo Trading International Ltd. 

Uniscience Ltd. 

Zymed Laboratories 


Staph. aureus protein A 


American Drug Research Institute, Inc. 
American Hospital Supply (UK) Ltd. 


STA 


AMF Biological and Diagnostic Products Company 

Atlantic Antibodies 

bioMérieux S.A. 

California Medicinal Chemistry Corporation 

Cedarlane Laboratories Limited 

Enzyme Center, Inc. 

E-Y Laboratories, Inc. 

Réactifs IBF 

Meloy Laboratories, Inc. 

M.P.K. Omega Co. 

New England Enzyme Centre (T ufts) 

Northeast Biomedical Laboratories Ltd. 

Oxoid Limited 

Paese! GmbH & Co. 

P & S Biochemicals Ltd. 

Pharmacia Fine Chemicals 

Pharmacia Inc. 

PHLS Centre for Applied Microbiology and 
Research 

Sanbio b.v. 

Sera-Lab Ltd. 

Sigma Chemical Company 

Tissue Culture Services Ltd.. 

Uniscience Ltd. 

Zymed Laboratories 


Staph. aureus protein A, 
conjugated 


American Drug Research Institute, Inc. 
American Hospital Supply (UK) Ltd. 
Atlantic Antibodies 

California Medicinal Chemistry Corporation 
Cedarlane Laboratories Limited 
Dynatech Diagnostics, Inc. 

E-Y Laboratories, Inc. 

Réactifs IBF 

M.A. Bioproducts 

Meloy Laboratories, Inc. 

M.P.K. Omega Co. 

Northeast Biomedical Laboratories Ltd. 
Paesel GmbH & Co. 

P & S Biochemicals Ltd. 

Pharmacia Fine Chemicals 

Sanbio b.v. 

Sera-Lab Ltd. 

Sigma Chemical Company 

Tissue Culture Services Ltd. 

Vector Laboratories, Inc. 

Zymed Laboratories 


Staph. aureus protein A, 
immobilized 


AMF Biological and Diagnostic Products Company 
Bethesda Research Laboratories, Inc. 
California Medicinal Chemistry Corporation 
Cedarlane Laboratories Limited 

Enzyme Center, Inc. 

E-Y Laboratories, Inc. 

Réactifs IBF 

LKB instruments, Inc. 

Meloy Laboratories, Inc. 

M.P.K. Omega Co. 

Paesel GmbH & Co. 

P & S Biochemicals Ltd. 

Pharmacia Fine Chemicals 

Pharmacia Inc. 

Sanbio b.v. 
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STA 


Sera-Lab Ltd. 

Sigma Chemical Company 
Tissue Culture Services Ltd. 
Zymed Laboratories 


Staph. aureus protein A, 1-125 
labeled 


American Biological Corp. 
Meloy Laboratories, Inc. 
M.P.K. Omega Co. 


staphylococcal enterotoxin B 


Accurate Chemical & Scientific Corporation 
Meloy Laboratories, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Uniscience Ltd. 


starch 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 

BDH Chemicals Ltd. 

Calbiochem 

Carl Roth GmbH & Co. KG 

Carolina Biological Supply Company 
Chemical Dynamics Corporation 

East Anglia Chemicals Ltd. 

Fisons Scientific Apparatus 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
General Drug and Chemical Corp. 

Griffin & George Ltd. 

IGN Nutritional Biochemicals 

Koch-Light Laboratories Ltd. 

E. Merck 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. e 
Pfanstieh! Laboratories Inc. 

Philip Harris Ltd. 

P-L Biochemicals, Inc. 

Polysciences, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Signo Trading International Ltd. 

Tridom Chemical Inc. 

United States Biochemical Corporation 


starch, for electrophoresis 


Aldrich Chemical Company (US) 
J.T. Baker Chemical Company 
BDH Chemicals Ltd. 

Carl Roth GmbH & Co. KG 
Carolina Biological Supply Company 
Chemical Dynamics Corporation 
Connaught Laboratories Limited 
E-C Apparatus Corporation 
Fisons Scientific Apparatus 
Fluka AG 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

E. Merck 

Philip Harris Ltd. 
Polysciences, Inc. 
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Research Plus, Inc. 
Sigma Chemical Company 
Tridom Chemical Inc. 


steapsin 


Sigma Chemical Company 


sterigmatocystin 


Aldrich Chemical Company (US) 
Carl Roth GmbH & Co. KG 
Paesel GmbH & Co. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Uniscience Ltd. 


sterilization supplies 


Carolina Biological Supply Company 
E. Merck 

Micro Filtration Systems 

Schering Aktiengesellschaft 
Scientific Specialties Service, Inc. 
Signo Trading International Ltd. 


steroid dehydrogenase 


Boehringer Mannheim GmbH 
Millipore UK Ltd. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Uniscience Ltd. 


sterols 


Accurate Chemical & Scientific Corporation 
Applied Science Division 

J.T. Baker Chemical Company 

Bast of Copenhagen 

BDH Chemicals Ltd. 

Chemical Dynamics Corporation 

Field Instruments Co. Ltd. 

Fluka AG 

KOR, Incorporated 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Serdary Research Labs, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Supelco, Inc. 

Tridom Chemical Inc. 

United States Biochemical Corporation 


stigmastadienone 


Chemical Dynamics Corporation 
ICN Nutritional Biochemicals 
Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Sigma Chemical Company 
Tridom Chemical Inc. 
Uniscience Ltd. 


stigmasterol 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 
Chemical Dynamics Corporation 
Fluka AG 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

E. Merck 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 

Uniscience Ltd. 


stilbesterol 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 

Chemical Dynamics Corporation 
Koch-Light Laboratories Ltd. 
Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Signo Trading International Ltd. 
Tridom Chemical Inc. 


streptokinase 


Boehringer Mannheim GmbH 
Chemical Dynamics Corporation 
AB Kabi Diagnostica 

Sigma Chemical Company 
Uniscience Ltd. 


streptomycin 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 

Bate Chemical Company Limited 
Biofluids, Inc. 

Boehringer Mannheim GmbH 
Calbiochem 

Carolina Biological Supply Company 
Chemical Dynamics Corporation 

Flow Laboratories Limited 

Fluka AG 

Gibco Division 

Griffin & George Ltd. 

ICN Nutritional Biochemicals 

Novo Industri A/S 

P-L Biochemicals, Inc. 

Sigma Chemical Company 

Signo Trading International Ltd. 
Uniscience Ltd. 

United States Biochemical Corporation 


streptozotocin 


Boehringer Mannheim GmbH 
Calbiochem 

ICN Nutritional Biochemicals 

P-L Biochemicals, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Uniscience Ltd. 

United States Biochemical Corporation 


Nature 


strophanthin K 


Accurate Chemicai & Scientific Corporation 
Atomergic Chemetals Corp. 
Boehringer Mannheim GmbH 
Carl Roth GmbH & Co. KG 
Chemical Dynamics Corporation 
Fluka AG 

ICN Nutritional Biochemicals 
Inland Alkaloid Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 


strospeside 


Accurate Chemical & Scientific Corporation 
Boehringer Mannheim GmbH, , 
Research Plus, Inc. 

SERVA Feinbiochemica GmbH 


strychnine 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

Applied Science Division 

Atomergic Chemetals Corp. i 
Carl Roth GmbH & Co. KG 

Chemical Dynamics Corporation 
General Drug and Chemica! Corp. 
Inland Alkaloid Co. ' 
Etablissements Roques 

SERVA Felnbiochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 


substance P 


Accurate Chemical & Scientific Corporation 
Beckman Instruments, Inc. 

Beckman Instruments, Inc. (Bioproducts) 
California Medicinal Chemistry Corporation 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

Fluka AG 

Immuno Nuclear Corp. 

Merseyside Laboratories 

Paesel GmbH & Co. 

Peninsula Laboratories, Incorporated 
Research Plus, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 
UCB-Bioproducts 

Universal Biologicals Ltd. 

Vega Biochemicals : 


subtilisin A 


Boehringer Mannheim GmbH 
Fluka AG 

Miles Laboratories, Inc. 
Novo Industri A/S 

Paesel GmbH & Co. 


succinic acid 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
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BDH Chemicals Ltd. 

Calbiochem 

Chemical Dynamics Corporation 
East Anglia Chemicals Ltd. 

Fisons Scientific Apparatus 

Fluka AG 

General Drug and Chemical Corp. 
Gibco Division 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 
Peboc Limited 

Philip Harris Ltd. 

P-L Biochemicals, Inc. 

Sigma Chemical Company 
Tridom Chemical Inc. 

United States Biochemical Corporation 


succinyl-Co-A synthetase 


Boehringer Mannheim GmbH 
Paesel GmbH & Co. 
Sigma Chemical Company 


sulfabenzamide 


American Cyanamid Co. 

Atomergic Chemetals Corp. 

Pfaitz and Bauer, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Signo Trading International Ltd. 

United States Biochemical Corporation 


sulfadimethoxine 


Atomergic Chemetals Corp. 

Bate Chemical Company Limited - 
Pfaltz and Bauer, Inc. 

Sigma Chemical Company 

Signo Trading International Ltd. 

United States Biochemical Corporation 


sulfamethazole 


ACF Chemiefarma NV 

American Cyanamid Co. 

Atomergic Chemetals Corp. 

Bate Chemical Company Limited 
Chemical Dynamics Corporation 
Grindsted Products A/S 

Pfaltz and Bauer, Inc. 

Sigma Chemical Company 

Signo Trading International Ltd. 

United States Biochemical Corporation 


sulfamethoxazole 


ACF Chemiefarma NV 

Atomergic Chemetals Corp. 

Bate Chemical Company Limited 
Pfaltz and Bauer, Inc. 

Sigma Chemical Company 

Signo Trading International Ltd. 

United States Biochemical Corporation 
The Wellcome Foundation Ltd. 


sulfanilamide 


Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 
Bate Chemical Company Limited 
Carl Roth GmbH & Co. KG 


SUL 


Chemical Dynamics Corporation 
Fluka AG 

General Drug and Chemical Corp. 
Grindsted Products A/S 

Pfaltz and Bauer, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Signo Trading International Ltd. 

United States Biochemical Corporation 


sulfanilic acid 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 

Carl Roth GmbH & Co. KG 

Chemical Dynamics Corporation 

East Anglia Chemicals Ltd. 

Fluka AG 

General Drug and Chemical Corp. 
Koch-Light Laboratories Ltd. 

Pfaltz and Bauer, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Signo Trading International Ltd. 

United States Biochemical Corporation 


sulfatase substrates 


BDH Chemicals Ltd. 

Calbiochem 

Cambridge Research Biochemicals Limited 
Fluka AG 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 
Loba-Chemie 

Paesei GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Organics, Inc. 

Research Plus, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Ghemical Inc. 

United States Biochemical Corporation 


sulfathiazole 


Accurate Chemical & Scientific Corporation 
ACF Chemiefarma NV 

Atomergic Chemetals Corp. 

Bate Chemical Company Limited 

General Drug and Chemical Corp. 

Pfaltz and Bauer, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Signo Trading International Ltd. 

United States Biochemical Corporation 


sulfolipids, sulfatides 


Accurate Chemical & Scientific Corporation 
Applied Science Division 

Avanti Polar Lipids, Inc. 

Field Instruments Co. Ltd. 

Pfaltz and Bauer, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Supelco, Inc. 

Tridom Chemical Inc. 
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SUP 


superoxide dismutase 


Atomergic Chemetals Corp. 
Biozyme Laboratories Limited 
Boehringer Mannheim GmbH 
Calbiochem 

Diagnostic Data, Inc. 
Koch-Light Laboratories Ltd. 
Miles Laboratories, Inc. 
Millipore UK Ltd. 

Paesel GmbH & Co. 

Sigma Chemical Company 
Uniscience Ltd. 


synthetic hormone analogs (see 
also peptides, biologically 
active) 


Beckman Instruments, Inc.. 

Beckman Instruments, Inc. (Bioproducts) 
Biosearch 

Calbiochem 

California Medicinal Chemistry Corporation 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

Fluka AG 

Merseyside Laboratories 

Paesel GmbH & Co. 
Peninsula Laboratories, Incorporated 
Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 

Signo Trading International Ltd. 
UCB-Bioproducts 

Universal Biologicals Ltd. 

Vega Biochemicals 


TAPS, buffer 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 

BDH Chemicals Ltd. : 
Calbiochem i 
Cambridge Research Biochemicals Limited 
Chemical Data Systems, Inc. 

Chemical Dynamics Corporation 

East Anglia Chemicals Ltd. 

Ferak Berlin 

Fisons Scientific Apparatus 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
General Drug and Chemical Corp. 

ICN Nutritional Biochemicals 

P-L Biochemicals, Inc. 

Polysciences, Inc. 

Research Organics, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


TEMED 


J.T. Baker Chemical Company 
BDH Chemicals Ltd. 

Bethesda Research Laboratories, Inc. 
Bio-Rad Laboratories 

E-C Apparatus Corporation 


168 


Fisons Scientific Apparatus 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Genetic Research Instrumentation Ltd. 
Isolab, Inc. 

Koch-Light Laboratories Ltd. 

LKB Instruments, Inc. 

LKB-Produkter AB 

MCB/Harleco 


. E. Merck 


Miles Laboratories, inc. 
National Diagnostics Inc. 

Pierce Chemical Company 
Polysciences, Inc. 

SERVA Feinblochemica GmbH 
Shandon Southern Products 
Sigma Chemical Company 
Uniscience Ltd. 


terminal transferase 


. American Biological Corp. 


Bethesda Research Laboratories, Inc. 
Boehringer Mannheim GmbH 
Enzo Biochem, Inc. 

Millipore UK Ltd. 

New England Nuclear 

Paesel GmbH & Co. 

P-L Biochemicals, Inc. 
Sanbio b.v. 

Sigma Chemical Company 
Uniscience Ltd. 

Worthington Diagnostics 


TES, buffer 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

Aldrich Chemical Company (US) 

Anoroc Scientific, Inc. 

Atomergic Chemetals Corp. 

BDH Chemicals Ltd. 

Calbiochem 

Cambridge Research Biochemicals Limited 
Chemical Data Systems, Inc. 

Chemical Dynamics Corporation 

East Anglia Chemicals Ltd. 

Ferak Berlin 

Fisons Scientific Apparatus 

Fluka AG . 
Gallard-Schlesinger Chemical Mfg. Corp. 
General Drug and Chemical Corp. 

ICN Nutritional Biochemicals 

MCB/Harleco 


.E. Merck 


P-L Biochemicals, Inc. 
Polysciences, Inc. 

Research Organics, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. . 

United States Biochemical Corporation 


testosterone 


Accurate Chemical & Scientific Corporation 
Advanced Laboratory Techniques 

Aldrich Chemical Company (US) 

American Biological Corp. 

Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 


Bate Chemical Company Limited 
Calbiochem 

Cambridge Medical Diagnostics, Inc. 
Carolina Biological Supply Company 
Chemical Dynamics Corporation 
Collaborative Research, Inc. 

Fluka AG 
Henley & Co., Inc. 

ICN Nutritional Biochemicals 
Immuchem Corp. 

International Laboratory Services Ltd. 
Koch-Light Laboratories Ltd. 

E. Merck 

Paesel GmbH & Co. 

Paines and Byrne Ltd. 

Pfaltz and Bauer, Inc. 

Radioassay Systems Laboratories, Inc. 
Research Plus, Inc. 

Roussel Corporation 

Schering Aktiengesellschaft 

Serono Diagnostics . 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Signo Trading International Ltd. 
Syndel Laboratories Ltd. 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


testosterone derivatives - 


Accurate Chemical & Scientific Corporation 
J.T. Baker Chemical Company 

Bate Chemical Company Limited 
Calbiochem 

Carolina Biological Supply Company ' 
Collaborative Research, Inc. 

Fluka AG . 

Henley & Co., Inc. 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

E. Merck l 

Paėsel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Roussel Corporation 

Schering Aktiengesellschaft 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Signo Trading International Ltd. 
Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


tetra-O-acetyl sugars 


BDH Chemicals Ltd. 
Cambridge Research Biochemicals Limited 
Cruachan Chemical Co. Ltd. 
Fluka AG 

Koch-Light Laboratories Ltd. 
Pfaltz and Bauer, Inc. 
Pfanstiehl Laboratories Inc. 
Research Organics, Inc. 
Research Plus, Inc. 

Senn Chemicals 

Sigma Chemical Company 
Tridom Chemical Inc. 


Nature 


tetra-O-benzy sugars 


Cambridge Research Biochemicals Limited 
Pfaltz and Bauer, Inc. 

Pfanstiehl Laboratories Inc. 

Research Plus, Inc. 

Senn Chemicals 

Sigma Chemical Company 

Tridom Chemical Inc. 


tetracycline 


Accurate Chemical & Scientific Corporation 

American Cyanamid Co. 

Atomergic Chemetals Corp. 

Bate Chemical Company Limited 

Boehringer Mannheim GmbH 

Calbiochem 

Chemical Dynamics Corporation 

Compañia Española de la Penicilina y Antibióticos, 
S.A. 

Farmitalia-Carlo Erba SpA (Industrial) 

Fluka AG 

General Drug and Chemical Corp. 

ICN Nutritional Biochemicals 

Novo Industri A/S 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Signo Trading International Ltd. 

Syndel Laboratories Ltd. 

Uniscience Ltd. 

United States Biochemical Corporation l 


tetrahydrofolic acid 


Atomergic Chemetals Corp. 

Fluka AG 

Pfaltz and Bauer, Inc. 

Research Organics, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

United States Biochemical Corporation 


tetrazolium salts 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 

BDH Chemicals Ltd. 

Cambridge Research Biochemicals Limited 
Carolina Biological Supply Company 

Chemical Dynamics Corporation 

Corning Medical & Scientific 

Difco Laboratories 

Fisons Scientific Apparatus 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Griffin & George Ltd. 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 
Loba-Chemie 

E. Merck 

Pfaltz and Bauer, Inc. 
Polysciences, Inc. 
Raymond A. Lamb 


Directory of Biologicals 


Research Organics, Inc. 

Research Plus, Inc. 

Sigma Chemical Company 

Syndel Laboratories Ltd. 

Tridom Chemical Inc. 

United States Biochemical Corporation 


tetrodotoxin 


Boehringer Mannhelm GmbH 
Calbiochem 

Koch-Light Laboratories Ltd. 
Sigma Chemical Company 
Uniscience Ltd. 


theobromine 


Applied Science Division 
Atomergic Chemetals Corp. 
BDH Chemicals Ltd. 
Buckton Scott Ltd. 

Carl Roth GmbH & Co. KG 
Fiuka AG 

ICN Nutritional Biochemicals 
Pfaltz and Bauer, Inc. 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical tnc. 


theophylline 


Accurate Chemical & Scientific Corporation 
Applied Science Division 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
Bate Chemical Company Limited 
BDH Chemicals Ltd. 

Boehringer Ingelheim KG 

Carl Roth GmbH & Co. KG 
Chemical Dynamics Corporation 
Fluka AG 

Henley & Co., inc. 

ICN Nutritional Biochemicals 
Pfaltz and Bauer, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 


thermolysin 


Boehringer Mannheim GmbH 
Calbiochem 

California Medicinal Chemistry Corporation 
SERVA Feinbiochemica GmbH 

Sigma Chemical Company 


thiamine 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

Atomergic Chemetals Corp. 

Bate Chemical Company Limited 

BDH Chemicals Ltd. 

Buckton Scott Ltd. 

Calbiochem 

Carolina Biological Supply Company 
Chemical Dynamics Corporation 

East Anglia Chemicals Ltd. 

EM Chemicals 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 


TH! 


Biochemicals 
for 
Molecular Biology 


e A 
comprehensive 
range 

e Outstanding 
quality 


Boehringer: / ^ 
Mannheim 5 


E 


Biochemicals 


7941 Castleway Drive 
P.O. Box 50816 
Indianapolis, Indiana 46250 


Tel. (317) 849-9350 
Toll Free 800-428-5433 





General Drug and Chemical Corp. 
Grindsted Products A/S 

ICN Nutritional Biochemicals 

KC Biological, Inc. 

Kirkman Laboratories, Inc. 
Koch-Light Laboratories Ltd. 

E. Merck 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


thiamine monophosphate 
chloride 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 

Pfaitz and Bauer, Inc. 

P-L Biochemicals, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


thiamine pyrophosphate 
. chloride 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 
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THI 


Boehringer Mannheim GmbH 
Calbiochem 

Chemical Dynamics Corporation 
Fluka AG 

E. Merck 

Pfaltz and Bauer, Inc. 

P-L Biochemicals, Inc. 
Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Taab Enterprises 

Uniscience Ltd. 

United States Biochemical Corporation 


beta-2-DL-thienylalanine 


BDH Chemicals Ltd. 

Chemical Dynamics Corporation 
Fluka AG 

Pfaltz and Bauer, Inc. 

Research Organics, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


thimerosal 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 

Bate Chemical Company Limited 

Carl Roth GmbH & Co. KG 

Chemical Dynamics Corporation 

Fluka AG 
, Gallard-Schlesinger Chemical Mfg. Corp. 
General Drug and Chemical Corp. 
Koch-Light Laboratories Ltd. 

Pfaltz and Bauer, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 


thin-layer chromatography, 
acylated cellulose 


Accurate Chemical & Scientific Corporation 
Analtech, Inc. 

The Anspec Company, Inc. 

Brinkmann Instruments, Inc. 

Diamed Diagnostics Ltd. 

Field Instruments Co. Ltd. 

LaPine Scientific Co. 

Micro Filtration Systems 

Schleicher & Schuell, AG (Switzerland) 
Schleicher & Schuell, Inc. (US/Canada) 
Schleicher & Schüll GmbH (Worldwide) 
SERVA Feinbiochemica GmbH 
Universal Scientific, Inc. 


thin-layer chromatography, 
carboxymethyl ceilulose 


Accurate Chemical & Scientific Corporation 
The Anspec Company, Inc. 

J.T. Baker Chemical Company 
Brinkmann Instruments, Inc. 
Camlab Limited 

Carl Roth GmbH & Co. KG 
Diamed Diagnostics Ltd. 

Field Instruments Co. Ltd. 
LaPine Scientific Co. 

Micro Filtration Systems 

Pierce Chemical Company 
Robeco Chemicals, Inc. 
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Schleicher & Schuell, AG (Switzerland) 
Schleicher & Schuell, Inc. (US/Canada) 
Schleicher & Schüll GmbH (Worldwide) 
'SERVA Feinbiochemica GmbH 

Sigma Chemical Company 


thin-layer chromatography, 
cellulose 


‘Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

Analtech, Inc. 

The Anspec Company, Inc. 

J.T. Baker Chemical Company 

BDH Chemicals Ltd. 

Brinkmann Instruments, Inc. 

Camlab Limited 

Carl Roth GmbH & Co. KG 

Carolina Biological Supply Company 
Diamed Diagnostics Ltd. 

Field Instruments Co. Ltd. 

Jones Chromatography Inc. 

LaPine Scientific Co. 

E. Merck 

Micro Filtration Systems 

Schleicher & Schuell, AG (Switzerland) 
Schleicher & Schuell, Inc. (US/Canada) 
Schleicher & Schüll GmbH (Worldwide) 
SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

United States Biochemical Corporation 
Universal Scientific, Inc. 


thin-layer chromatography, 
cellulose papers, modified 


The Anspec Company, Inc. 

Collaborative Research, Inc. 

Diamed Diagnostics Ltd. 

Field Instruments Co. Ltd. 

Micro Filtration Systems 

Miles Laboratories, Inc. 

Paesel GmbH & Co. 

Schleicher & Schuell, AG (Switzerland) 
Schleicher & Schuell, Inc. (US/Canada) 
Schleicher & Schüll GmbH (Worldwide) 
Universal Scientific, Inc. 


thin-layer chromatography, 
DEAE cellulose 


Accurate Chemical & Scientific Corporation 
Analtech, Inc. 

The Anspec Company, Inc. 

Applied Science Division 

J.T. Baker Chemical Company 
Brinkmann Instruments, Inc. 

Camlab Limited 

Chemical Dynamics Corporation 

Diamed Diagnostics Ltd. 

Field Instruments Co. Ltd. 

LaPine Scientific Co. 

Micro Filtration Systems 

Pharmacia Fine Chemicals 

Pharmacia Inc. 

Pierce Chemical Company 

Schleicher & Schuell, AG (Switzerland) 
Schleicher & Schuell, Inc. (US/Canada) 
Schleicher & Schüll GmbH (Worldwide) 
SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Uniscience Ltd. 


United States Biochemical Corporation 
Universa! Scientific, Inc. 


thin-layer chromatography, 
DEAE cellulose membrane 


Analtech, Inc. 

The Anspec Company, Inc. 

Field Instruments Co. Ltd. 

Micro Filtration Systems 

Schleicher & Schuell, AG (Switzerland) 
Schleicher & Schuell, Inc. (US/Canada) 
Schleicher & Schüll GmbH (Worldwide) 
United States Biochemical Corporation 
Universal Scientific, Inc. 


thin-layer chromatography, 
ECTEOLA cellulose 


Accurate Chemical & Scientific Corporation 
Applied Science Division 

J.T. Baker Chemical Company 
Brinkmann Instruments, Inc. 

Camlab Limited 

Diamed Diagnostics Ltd. 

Field Instruments Co. Ltd. 

LaPine Scientific Co. 

Micro Filtration Systems 

Schleicher & Schuell, AG (Switzerland) 
Schleicher & Schuell, Inc. (US/Canada) 
Schleicher & Schill GmbH (Worldwide) 
Sigma Chemical Company 

United States Biochemical Corporation 


thin-layer chromatography, 
phosphocellulose 


Field Instruments Co. Ltd. 
Pierce Chemical Company 
Schleicher & Schuell, AG (Switzerland) 
Schleicher & Schuell, Inc. (US/Canada) 
Schleicher & Schill GmbH (Worldwide) 
Sigma Chemical Company 


thin-layer chromatography, 
polyamide cellulose 


BDH Chemicals Ltd. 

Brinkmann Instruments, Inc. 

Camlab Limited 

Field Instruments Co. Ltd. 

LaPine Scientific Co. 

Schleicher & Schuell, AG (Switzerland) 
Schleicher & Schuell, Inc. (US/Canada) 
Schleicher & Schüll GmbH (Worldwide) 


thin-layer chromatography, 
polyethyleneimine cellulose 


Brinkmann Instruments, Inc. 

Camlab Limited 

Field Instruments Co. Ltd. 

Schleicher & Schuell, AG (Switzerland) 
Schleicher & Schuell, Inc. (US/Canada) 


Nature 


Schleicher & Schüll GmbH (Worldwide) 
SERVA Feinbiochemica GmbH 


thin-layer chromatography, QAE 
cellulose 


Field Instruments Co. Ltd. 

Schleicher & Schuell, AG (Switzerland) 
Schleicher & Schuell, Inc. (US/Canada) 
Schleicher & Schüll GmbH (Worldwide) 
Sigma Chemical Company 

United States Biochemical Corporation 


thin-layer chromatography, silica 
gel 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Alltech Associates, Inc. 

Analabs 

Analtech, Inc. 

The Anspec Company, Inc. 

Applied Science Division 

J.T. Baker Chemical Company 
BDH Chemicals Ltd. 

Bio-Rad Laboratories 

Brinkmann Instruments, Inc. 

Camlab Limited 

Car! Roth GmbH & Co. KG 
Carolina Biologica! Supply Company 
Chemical Dynamics Corporation 
Field Instruments Co. Ltd. 

Fisons Scientific Apparatus 

Fluka AG 

Fotodyne Inc. 

W.R. Grace & Co. 

Koch-Light Laboratories Ltd. 

LaPine Scientific Co. 
LKB-Produkter AB 

MCB/Harleco 

E. Merck 

Philip Harris Ltd. 

SAS Pharmaceuticals Ltd. 
Schleicher & Schuell, AG (Switzerland) 
Schleicher & Schuell, Inc. (US/Canada) 
Schleicher & Schüll GmbH (Worldwide) 
SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Supelco, Inc. 

Uniscience Ltd. 

Universal Scientific, Inc. 


thin-layer chromatography, 
TEAE cellulose 


Accurate Chemical & Scientific Corporation 
Analtech, inc. 

Field instruments Co. Ltd. 

Schleicher & Schuell, AG (Switzerland) 
Schleicher & Schuell, Inc. (US/Canada) 
Schleicher & Schüll GmbH (Worldwide) 
United States Biochemical Corporation 


thin layer electrofocusing plates 


Accurate Chemical & Scientific Corporation 
LKB Instruments, Inc. 

LKB-Produkter AB 

P & S Biochemicals Ltd. 

SERVA Feinbiochemica GmbH 

Uniscience Ltd. 
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thin layer electrophoresis plates 


Accurate Chemical & Scientific Corporation 
Beckman Instruments, Inc. 

Comber and Son 

Cordis Laboratories, Inc. 

LKB Instruments, Inc. 

P & S Biochemicals Ltd. 

Schleicher & Schuell, AG (Switzerland) 
Schleicher & Schuell, Inc. (US/Canada) 
Schleicher & Schull GmbH (Worldwide) 
SERVA Feinbiochemica GmbH 

Shandon Southern Products 

Uniscience Ltd. 


6,8-thioctic acid 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 

BDH Chemicals Ltd. 

Eastern Chemical 

Fluka AG 

Koch-Light Laboratories Ltd. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


6,8-thioctic acid amide 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 

BDH Chemicals Ltd. 

Fluka AG 

Koch-Light Laboratories Ltd. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 


thioglucose 


Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 
Calbiochem 

Cambridge Research Biochemicals Limited 
Fluka AG 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Pfanstiehl Laboratories Inc. 

P-L Biochemicals, Inc. 
Research Plus, Inc. 

SAS Pharmaceuticals Ltd. 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 


thrombin 


American Biological Corp. 

American Hospital Supply (UK) Ltd. 
Bethesda Research Laboratories, Inc. 
Biogenzia Lemania SA 

Boehringer Mannheim GmbH 
Calbiochem 

California Medicinal Chemistry Corporation 
Collaborative Research, Inc. 
Hoechst-Behring 


THY 


n.v. Immuno s.a. 

AB Kabi Diagnostica 

Koch-Light Laboratories Ltd. 
Miles Laboratories, Inc. 

Paesel GmbH & Co. 

P-L Biochemicals, Inc. 

Research Plus, inc. 

Scientific Protein Laboratories, Inc. 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


thromboplastin 


California Medicinal Chemistry Corporation 
Hoechst-Behring 

Immuno Limited 

n.v. Immuno s.a. 

Northeast Biomedical! Laboratories Ltd. 
Pel-Freez Biologicals 

Scientific Protein Laboratories, Inc. 

Sigma Chemical Company 

William R. Warner & Co. Ltd. 


thymic factor 


American Biological Corp. 

Biofac A/S 

California Medicinal Chemistry Corporation 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

Paesel GmbH & Co. 

Peninsula Laboratories, Incorporated 
SERVA Feinbiochemica GmbH 

Vega Biochemicals 


thymopoietin 


Accurate Chemical & Scientific Corporation 
Biosearch 

California Medicinal Chemistry Corporation 
Cambridge Research Biochemicals Limited 
Paesel GmbH & Co. 

SERVA Feinbiochemica GmbH 

Vega Biochemicals 


thymus circulating factor 


Accurate Chemical & Scientific Corporation 
Biosearch 

California Medicinal Chemistry Corporation 
Cambridge Research Biochemicals Limited 
Peninsula Laboratories, Incorporated 
Sigma Chemical Company 

UCB-Bioproducts 

Vega Biochemicals 


thyrocalcitonin 


California Medicinal Chemistry Corporation 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 
Peninsula Laboratories, Incorporated 
Research Plus, Inc. 

Sigma Chemical Company 


thyroglobulin 


Accurate Chemical & Scientific Corporation 
American Laboratories Inc. 
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THY 


BioDx 

Biofac A/S 

Calbiochem 

California Medicinal Chemistry Corporation 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 
Koch-Light Laboratories Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Hesearch Plus, Inc. 

RIA (UK) 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 
UCB-Bioproducts 

Uniscience Ltd. 


thyroid hormone 


Accurate Chemical & Scientific Corporation 
Advanced Laboratory Techniques 
American Biological Corp. 

American Laboratories Inc. 

Atomergic Chemetals Corp. 

Biofac A/S 
California Medicinal Chemistry Corporation 
Cambridge Research Biochemicals Limited 
Carolina Biological Supply Company 
Chemical Dynamics Corporation 

Fluka AG 

Immuchem Corp. 

Immuno Nuclear Corp. 

Radioassay Systems Laboratories, Inc. 
Research Plus, Inc. 

Serono Diagnostics 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Uniscience Ltd. 

United States Biochemical Corporation 


thyroid stimulating hormone 


Accurate Chemical & Scientific Corporation 
Advanced Laboratory Techniques 
American Biological Corp. 

Calbiochem i 
California Medicinal Chemistry Corporation 
Cambridge Medical Diagnostics, Inc. f 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 
Collaborative Research, Inc. 

Immunex 

immuno Nuclear Corp. 

Imuco, S.A. 

International Laboratory Services Ltd. 
Paesel GmbH & Co. 

Radioassay Systems Laboratories, Inc. 
Research Plus, Inc. 

RIA (UK) 

Serono Diagnostics 

Sigma Chemical Company 
UCB-Bioproducts 

Uniscience Ltd. 

United States Biochemical Corporation 
Wellcome Reagents Limited 


thyrotropic hormone 


Boehringer Mannheim GmbH 
Calbiochem 

California Medicinal Chemistry Corporation 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

ICN Nutritional Biochemicals 
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w ag 


Paesel GmbH & Co. 

Research Plus, inc. 

Sigma Chemical Company 
UCB-Bioproducts 

Uniscience Ltd. 

United States Biochemical Corporation 


thyrotropin releasing hormone 


* Accurate Chemical & Scientific Corporation 
Advanced Laboratory Techniques 
Beckman Instruments, Inc. 
Beckman Instruments, Inc. (Bioproducts) 
Biosearch 
Calbiochem 
California Medicinal Chemistry Corporation 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 
Collaborative Research, Inc. 
Merseyside Laboratories 
Paesel GmbH & Co. 
Peninsula Laboratories, Incorporated 
Research Plus, Inc. 
Sigma Chemical Company 
UCB-Bloproducts 
Uniscience Ltd. 
Universal Biologicals Ltd. 
Vega Biochemicals 


thyroxin 


Accurate Chemical & Scientific Corporation 
Advanced Laboratory Techniques 
Atomergic Chemetals Corp. 
Biochemie Gesellschaft m.b.H. 
Calbiochem 

Cambridge Medical Diagnostics, Inc. 
Carolina Biological Supply Company 
Chemical Dynamics Corporation 
Eastern Chemica! 

Fluka AG 

Immuchem Corp. 

Immuno Nuclear Corp. 

International Laboratory Services Ltd. 
Koch-Light Laboratories Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Philip Harris Ltd. 

Radioassay Systems Laboratories, Inc. 
Research Plus, Inc. 

Serono Diagnostics 

Sigma Chemical Company 

Signo Trading International Ltd. 
Tridom Chemical Inc. 

Uniscience Ltd. 

Wellcome Reagents Limited 


tissue extracts 


Advanced Biotechnologies, Inc. 

American Biological Corp. 

Bast of Copenhagen 

Biofac A/S 

Biosystems, Inc. 

California Medicinal Chemistry Corporation 
Cappel Laboratories 

Collaborative Research, Inc. 

Koch-Light Laboratories Ltd. 

Meloy Laboratories, Inc. 

Northeast Biomedical Laboratories Ltd. 
Pacific Bio-Marine Laboratories, Inc. ` 
Paesel GmbH & Co. 

Pel-Freez Biologicals 


Philip Harris Ltd. 

Sanbio b.v. 

Scientific Protein Laboratories, Inc. 
Signo Trading International Ltd. 

United States Biochemical Corporation 


tissue homogenates 


American Biological Corp. 

Biofac A/S 

Biosystems, Inc. 

California Medicinal Chemistry Corporation 
Meloy Laboratories, Inc. 

Northeast Biomedical Laboratories Ltd. 
Pacific Blo-Marine Laboratories, Inc. 
Pel-Freez Biologicals 

Philip Harris Ltd. 

Signo Trading International Ltd. 


tissue typing reagents 


Accurate Chemical & Scientific Corporation 
American Hospital Supply (UK) Ltd. 
Atlantic Antibodies 

Biotest-Serum-Institut GmbH 

Carolina Biological Supply Company 
Cedarlane Laboratories Limited 
Hoechst-Behring 

Hoechst U.K. Ltd. 

Koch-Light Laboratories Ltd. 

Northeast Biomedical Laboratories Ltd. 
Paesel GmbH & Co. 

Pel-Freez Biologicals 

Sanbio b.v. 

Signo Trading International Ltd. 
Uniscience Ltd. 


tobramycin 


General Drug and Chemical Corp. 
Nuclear Medical Systems, Inc. 
P-L Biochemicals, Inc. 

Sigma Chemical Company 


alpha-tocopherol 


Accurate Chemical & Scientific Corporation 
Aldrich Chemica! Co. Ltd. (UK) 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
BDH Chemicals Ltd. 

Calbiochem 

Chemical Dynamics Corporation 
Fluka AG 

General Drug and Chemical Corp. 
ICN Nutritional Biochemicals 
Kirkman Laboratories, Inc. 
Koch-Light Laboratories Ltd. 

E. Merck 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Robeco Chemicals, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


alpha-tocopherol acetate 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 


Nature 


BDH Chemicals Ltd. 

Chemical Dynamics Corporation 
Fluka AG 

Genera! Drug and Chemical Corp. 
ICN Nutritional Biochemicals 
Kirkman Laboratories, Inc. 
Koch-Light Laboratories Ltd. 

E. Merck 

Pacific Gateway Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


alpha-tocopherol succinate 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 

ICN Nutritional Biochemicals 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


tolidine 


Aldrich Chemical Company (US) 
Analabs 

J.T. Baker Chemical Company 
BDH Chemicals Ltd. 

Carolina Biological Supply Company 
Dynapol 

Ferak Berlin 

Fluka AG 

General Drug and Chemical Corp. 
Pfaltz and Bauer, Inc. 
Polysciences, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 

Uniscience Ltd. 


N-m-tollyiphthalamic acid 


Frinton Laboratories, Inc. 
Pfaltz and Bauer, Inc. 
Tridom Chemical Inc. 
Uniscience Ltd. 


tomatidine 


Accurate Chemical & Scientific Corporation 
Carl Roth GmbH & Co. KG 

Fluka AG 

ICN Nutritional Biochemicals 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Sigma Chemical Company 

Tridom Chemical Inc. 

United States Biochemical Corporation 


tomatine 


Accurate Chemical & Scientific Corporation 
Carl Roth GmbH & Co. KG 
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Fluka AG 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

United States Biochemical Corporation 


N-alpha-tosyl-L-lysyl 
chloromethane 


BDH Chemicals Ltd. 
Calbiochem 

Chemical Dynamics Corporation 
Fluka AG 

Pfaltz and Bauer, Inc. 

Research Organics, Inc. 
Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


tosyl-L-phenylalanyl 
chloromethane trimethoprim 


BDH Chemicals Ltd. 
Calbiochem 

Chemical Dynamics Corporation 
Fluka AG 

Pfaltz and Bauer, Inc. 

SERVA Feinbiochemica GmbH 


totaquine 


Philadelphia Biologics Center 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


toxin assay kits 


E-Y Laboratories, Inc. 

M.A. Bioproducts 

Millipore UK Ltd. 

Sanbio b.v. 

Sigma Chemical Company 
Signo Trading International Ltd. 


toxins from venoms 


Sigma Chemical Company 


transaldolase 


Boehringer Mannheim GmbH 
Paesel GmbH & Co. 
Sigma Chemical Company 


transferrin 


Accurate Chemical & Scientific Corporation 
American Biological Corp. 

Beckman-Riic Ltd. 

Bethesda Research Laboratories, Inc. 
Calbiochem 

Cappel Laboratories 

Collaborative Research, Inc. 

Fluka AG 

ICL Scientific 

Kent Laboratories Inc. 


TRI 


Koch-Light Laboratories Ltd. 
Paesel GmbH & Co. 

P-L Biochemicals, Inc. 
Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Uniscience Ltd. 


traumatic acid 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Eastern Chemical 

Fluka AG 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

Sigma Chemical Company 
Tridom Chemical Inc. 


tri-O-benzyl sugars 


Cambridge Research Biochemicals Limited 
Cruachan Chemical Co. Ltd. 

Pfaltz and Bauer, Inc. 

Pfanstiehl Laboratories Inc. 

Research Plus, Inc. 

SAS Pharmaceuticals Ltd. 

Senn Chemicals 

Sigma Chemical Company 

Tridom Chemical inc. 


2,4,5-trichlorophenoxyacetic acid 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 

BDH Chemicals Ltd. 

Buckton Scott Ltd. 

Carolina Biological Supply Company 
Fluka AG 

ICN Nutritional Biochemicals 

M.P.K. Omega Co. 

Pfaltz and Bauer, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 


2,4,5-trichlorophenoxypropionic 
acid 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Analabs 

Atomergic Chemetals Corp. 
Carolina Biological Supply Company 
ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

M.P.K. Omega Co. 

Pfaltz and Bauer, Inc. 

Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 


TRICINE, buffer 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

Aldrich Chemical Company (US) 

American Biological Corp. 
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Anoroc Scientific, Inc. 

Atomergic Chemetals Corp. 

BDH Chemicals Ltd. 

Bio-Rad Laboratories 

Calbiochem 

Cambridge Research Biochemicals Limited 
Carl Roth GmbH & Co. KG 

Chemical Data Systems, Inc. 
Chemical Dynamics Corporation 

East Anglia Chemicals Ltd. 

Ferak Berlin 

Fisons Scientific Apparatus 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
General Drug and Chemical Corp. 
ICN Nutritional Biochemicals 

Isolab, Inc. 

MCB/Harleco 

E. Merck 

P-L Biochemicals, Inc. 
Polysciences, Inc. 

Research Organics, Inc. 

Research Plus, inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


triethanolamine 


Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
BDH Chemicals Ltd. 

Boehringer Mannheim GmbH 
Calbiochem 

Carolina Biological Supply Company 
Chemical Dynamics Corporation 
East Anglia Chemicals Ltd. 

Fisons Scientific Apparatus 

Fluka AG 

General Drug and Chemical Corp. 
Gibco Division 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

E. Merck 

Polysciences, Inc. 

Research Organics, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 

United States Biochemical Corporation 


triglycerides 


Accurate Chemical & Scientific Corporation 
Applied Science Division 

Applied Science Europe B.V. 

J.T. Baker Chemical Company 

` Bast of Copenhagen 

BDH Chemicals Ltd. 

Calbiochem 

Carolina Biological Supply Company 
Chemical Dynamics Corporation 
Field Instruments Co. Ltd. 

Fluka AG 

Jahres Fabrikker A/S 

Koch-Light Laboratories Ltd. 

KOR, Incorporated 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 
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Research Plus, Inc. 

Serdary Research Labs, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Supelco, Inc. 

Tridom Chemical Inc. 

United States Biochemical Corporation 


. trigonelline 


Fluka AG 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. ' 


2,3,5-triiodobenzoic acid 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 
Eastern Chemical 

Fluka AG 

Koch-Light Laboratories Ltd. 
Loba-Chemie 

M.P.K. Omega Co. 

Pfaltz and Bauer, Inc. 
Polysciences, Inc. 

Research Organics, Inc. 

Sigma Chemical Company 
Tridom Chemical Inc. 
Uniscience Ltd. 


triiodothyronine 


Accurate Chemical & Scientific Corporation 
Advanced Laboratory Techniques 
American Biological Corp. 

Biochemie Gesellschaft m.b.H. 
Cambridge Medical Diagnostics, Inc. 
Carolina Biological Supply Company 
Chemical Dynamics Corporation 
Collaborative Research, Inc. 
Eastern Chemical 

Fluka AG 

General Drug and Chemical Corp. 
Immuchem Corp. 

Immuno Nuclear Corp. 

International Laboratory Services Ltd. 
Koch-Light Laboratories Ltd. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Radioassay Systems Laboratories, Inc. 
Research Plus, Inc. 

Serono Diagnostics © 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Uniscience Ltd. 

Wellcome Reagents Limited 


trimethoprim 


Calbiochem 

Chemical Dynamics Corporation 
Sigma Chemical Company 
Signo Trading International Ltd. 
The Wellcome Foundation Ltd. 


trimethylcolchicinic acid 


Pfaitz and Bauer, Inc. 
Sigma Chemical Company 


triose phosphate isomerase 


Biozyme -Laboratories Limited 
Boehringer Mannheim GmbH 
Calbiochem 

Koch-Light Laboratories Ltd. 
Paesel GmbH & Co. 

Sigma Chemical Company 


TRIS, buffer 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 

Aldrich Chemical Company (US) 

Alfa Products 

American Biological Corp. 

Anoroc Scientific, Inc. 

Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 

BDH Chemicals Ltd. 

Bethesda Research Laboratories, Inc. 
Bio-Rad Laboratories 

Boehringer Mannheim GmbH 
Calbiochem 

Cambridge Research Biochemicals Limited 
Carl Roth GmbH & Co. KG 

Carolina Biological Supply Company 
Chemical Data Systems, Inc. 
Chemical Dynamics Corporation 
Clin-Tech Ltd. 

Comber and Son 

Cordis Laboratories, Inc. 

Diamed Diagnostics Ltd. 

East Anglia Chemicals Ltd. 

Eastern Chemical 

Ferak Berlin 

Fisons Scientific Apparatus 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
General Drug and Chemical Corp. 
Hoechst-Behring 

ICN Nutritional Biochemicals 

Isolab, Inc. 

Koch-Light Laboratories Ltd. 

LKB Instruments, Inc. 

M.A. Bioproducts 

Medical Chemical Corp. N 
E. Merck 

Miles Laboratories, Inc. 

Philip Harris Ltd. 

P-L Biochemicals, Inc. 

Polaron Equipment Ltd. 
Polysciences, Inc. 

Research Organics, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Taab Enterprises 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 


tRNA, E coli $ 


Accurate Chemical & Scientific Corporation 
BDH Chemicals Ltd. 


Nature 


. =e 


Trypsin 


PURIFIED 


. Aprotinin 


. (Basic Pancreatic Trypsin Inhibitor) 


foa CHOAY-CHIMIE Service Réactifs - Tél. 524.46.77 
48, avenue Théophile Gautier - 75782 Paris Cedex 16 


Boehringer Mannheim GmbH 
Calbiochem 

Choay Chimie 

Gallard-Schlesinger Chemical Mfg. Corp. 
Paesel GmbH & Co. 

Research Plus, Inc. 

Sanbio b.v. 

Sigma Chemical Company 

Uniscience Ltd. 


tRNA, yeast 


Accurate Chemical & Scientific Corporation 
Bethesda Research Laboratories, Inc. 
Boehringer Mannheim GmbH 
Calbiochem 

Choay Chimie 

Miles Laboratories, Inc. 

Paesel GmbH & Co. 

Research Plus, lnc. 

Sanbio b.v. 

Sigma Chemical Company 
Uniscience Ltd. 


LH 


troleandomycin 


Sigma Chemical Company 


tromethane 


Chemical Dynamics Corporation | 
Gibco Division i 
ICN Nutritional Biochemicals 
Tridom Chemical Inc. 
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tropic acid 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 

J.T. Baker Chemical Company 
BDH Chemicals Ltd. 

Boehringer Ingelheim KG 

Carl Roth GmbH & Co. KG 
Fluka AG 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 
Pfaltz and Bauer, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 


tropine 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 
BDH Chemicals Ltd. 

Boehringer Ingelheim KG 

Fluka AG 

Henley & Co., Inc. 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 
Pfaltz and Bauer, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 


tropinone 


Aldrich Chemical Co. Ltd (UK) 
Aldrich Chemical Company (US) 
Chemical Dynamics Corporation 
Pfaltz and Bauer, Inc. 

Sigma Chemical Company 
Tridom Chemical Inc. 


trypsin 


American Laboratories Inc 
Atomergic Chemetals Corp 
BDH Chemicals Ltd. 

Biochemie Gesellschaft m b H 
Biofac A/S 

Biofluids, Inc. 

Biogenzia Lemania SA 

Biozyme Laboratories Limited 
Boehringer Mannheim GmbH 
Calbiochem 

Carolina Biological Supply Company 
Chemical Data Systems, Inc 
Chemical Dynamics Corporaton 
Choay Chimie 

Difco Laboratories 

East Anglia Chemicals Ltd 
Ferak Berlin 

Fisons Scientific Apparatus 
Flow Laboratories Limited 
Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Gibco Division 

Griffin & George Ltd. 

Hughes & Hughes Ltd. 

KC Biological, Inc. 

Koch-Light Laboratories Ltd. 
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Meloy Laboratories, Inc. 

Miles Laboratories, Inc. 

Millipore UK Ltd. 

Novo Industri A/S. 

Paesel GmbH & Co. 

Philip Harris Ltd. 

Pierce Eurochemie B.V. 

P-L Biochemicals, Inc. 

Polaron Equipment Ltd. 

Sanbio b.v. 

Scientific Protein Laboratories, Inc. 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Taab Enterprises 

Tridom Chemical Inc. 

Uniscience Ltd. 

U..ited States Biochemical Corporation 
Vv urthington Diagnostics 


trypsin substrates 


American Laboratories Inc. 

BDH Chemicals Ltd. 

Boehringer Mannheim GmbH 
Calbiochem 

California Medicinal Chemistry Corporation 
Cambridge Research Biochemicals Limited 
Carolina Biological Supply Company 
Chemical Dynamics Corporation 
Fluka AG 

Gibco Division 

ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 

E. Merck 

Miles Laboratories, Inc. 

Paesel GmbH & Co. 

Pfaltz and Bauer, Inc. 

Research Organics, Inc. 

Research Plus, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Cnemical Inc. 

United States Biochemical Corporation 
Vega Biochemicals 


tubercidin 


Calbiochem 

Pfaltz and Bauer, Inc. 

P-L. Biochemicals, Inc. 
Research Plus, inc. 

Sigma Chemical Company 
Uniscience Ltd. 


tubocurarine chloride 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. 
Boehringer Mannheim GmbH 
Calbiochem 

Carl Roth GmbH & Co. KG 
Chemical Dynamics Corporation 
ICN Nutritional Biochemicals 
Koch-Light Laboratories Ltd. 
Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SAS Pharmaceuticals Ltd. 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 

The Wellcome Foundation Ltd. 
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tuftsin 


Accurate Chemical & Scientific Corporation 
Beckman Instruments, Inc. (Bioproducts) 
Calbiochem 

California Medicinal Chemistry Corporation 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

Merseyside Laboratories 


: Paesel GmbH & Co. 
' Peninsula Laboratories, Incorporated 


Research Plus, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
UCB-Bloproducts 

United States Biochemica! Corporation 
Universal Biologicais Ltd. 

Vega Biochemicals 


Tyrode's buffer 


ICN Nutritional Biochemicals 
SERVA Feinbiochemica GmbH 
Sigma Chemical Company 


tyrothricin 


Accurate Chemical & Scientific Corporation 
Bate Chemical Company Limited 

Biochemie Gesellschaft m.b.H. 

Carl Roth GmbH & Co. KG 

ICN Nutritional Biochemicals- 

Research Plus, Inc. 

SAS Pharmaceuticals Ltd. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Uniscience Ltd. 


ubiquinones, see coenzymes Q 


umecyanin 


Sigma Chemical Company 


urease 


Atomergic Chemetals Corp. 

BDH Chemicals Ltd. 

Beckman Instruments, Inc. (Microbics) 
Biogenzia Lemania SA 

Biozyme Laboratories Limited 
Boehringer Mannheim GmbH 
Calbiochem 

Carolina Biological Supply Company 
Chemical Data Systems, Inc. 
Chemical Dynamics Corporation 
Clin-Tech Ltd. 

East Anglia Chemicals Ltd. 

Enzyme Center, Inc. 

Fermco Biochemics Inc. 

Fisons Scientific Apparatus 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Griffin & George Ltd. 

Hughes & Hughes Ltd. 

Koch-Light Laboratories Ltd. 

Miles Laboratories, Inc. 

Millipore UK Ltd. 

New England Enzyme Centre (Tufts) 
Paesel GmbH & Co. 


Philip Harris Ltd. 

P-L Biochemicals, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

Uniscience Ltd. 

United States Biochemical Corporation 
Worthington Diagnostics 


uricase 


Atomergic Chemetals Corp. 

BDH Chemicals Ltd. 

Beckman Instruments, Inc. (Microbics) 
Biogenzia Lemania SA 

Biozyme Laboratories Limited 
Boehringer Ingelheim KG 

Boehringer Mannheim GmbH 
Calbiochem 

Chemical Data Systems, Inc. 
Chemical Dynamics Corporation 
Clin-Tech Ltd. 

East Anglia Chemicals Ltd. 

Farmitalia Carlo Erba SpA (Analytical/Diagnostics) 
Farmitalia-Carlo Erba SpA (Industrial) 
Fermco Biochemics Inc. 

Fluka AG 

Gallard-Schlesinger Chemical Mfg. Corp. 
Genzyme Corporation 

Hughes & Hughes Ltd. 

Koch-Light Laboratories Ltd. 

Millipore UK Ltd. 

Novo Industri A/S 

Paesel GmbH & Co. 

P-L Biochemicals, Inc. 

SERVA Felnbiochemica GmbH 
Sigma Chemical Company 

Tridom Chemical Inc. 

United States Biochemical Corporation 
Worthington Diagnostics 


uridine-5'-diphospho-glucose 
dehydrogenase 


Boehringer Mannheim GmbH 
Sigma Chemical Company 
Uniscience Ltd. 


uridine-5'-diphospho-glucose 
pyrophosphorylase 


Boehringer Mannheim GmbH 
Sigma Chemical Company 


uridy! transferase 


Boehringer Mannheim GmbH 
Sigma Chemical Company 


urokinase 


Atomergic Chemetals Corp. 
Bio-Rad Laboratories 
Calbiochem 

Chemical Dynamics Corporation 
Choay Chimie l 
Collaborative Research, Inc. 
Koch-Light Laboratories Ltd. 
Paesel GmbH & Co. 

Sigma Chemical Company 
Tridom Chemical Inc. 

United States Biochemical Corporation 


Nature 


valinomycin 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 
Boehringer Mannheim GmbH 
Calbiochem 

Chemical Dynamics Corporation 
Fluka AG 

ICN Nutritional Biochemicals 
P-L Biochemicals, Inc. ` 
Research Plus, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Uniscience Ltd. 


vancomycin 


Sigma Chemical Company 


vasopressin 


Accurate Chemical & Scientific Corporation 
Beckman Instruments, Inc. 

Beckman Instruments, Inc. (Bioproducts) 
Biosearch 

Calbiochem 

California Medicinal Chemistry Corporation 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 

ICN Nutritional Biochemicals 

Immuno Nuclear Corp. 

Koch-Light Laboratories Ltd. 

Merseyside Laboratories 

Páesel GmbH & Co. 

Peninsula Laboratories, Incorporated 
Research Plus, Inc. 

Senn Chemicals 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 
UCB-Bioproducts 

Uniscience Ltd. 
United States Biochemical Corporation 
Universal Biologicals Ltd. 
Vega Biochemicals 


vasotocin 


Accurate Chemical & Scientific Corporation 
Beckman Instruments, Inc. 
Beckman Instruments, Inc. (Bioproducts) 
Biosearch 

Calbiochem 

California Medicinal Chemistry Corporation 
Cambridge Research Biochemicals Limited 
Chemical Dynamics Corporation 
Merseyside Laboratories 

Paesel GmbH & Co. 

Peninsula Laboratories, Incorporated 
Research Plus, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Syndel Laboratories Ltd. 

UCB-Bioproducts 

Universal Biologicals Ltd. 

Vega Biochemicals 


venom, bee 


Carl Roth GmbH & Co. KG 

Chemical Dynamics Corporation 
Koch-Light Laboratories Ltd. 
Merseyside Laboratories 
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Philanthus Laboratories 
SAS Pharmaceuticals | td. 
Sigrha Chemical Company 


venom, scorpion 
Merseyside Laboratories 


SAS Pharmaceuticals Ltd. 
Sigma Chemical Company 


venom, snake 


Accurate Chemical & Scientific Corporation 
Calbiochem 

Cedarlane Laboratories Limited 

Koch-Light Laboratories Ltd. 

Merseyside Laboratories 

SAS Pharmaceuticals Ltd. 

Sigma Chemical Company 

The Wellcome Foundation Ltd. 


venom; spider 
Calbiochem 
Merseyside Laboratories 


SAS Pharmaceuticals Ltd. 
Sigma Chemical Company 


venom, toad 


Merseyside Laboratories 
SAS Pharmaceuticals Ltd. 
Sigma Chemical Company 


venom, wasp 


Merseyside Laboratories 
Philanthus Laboratories 
SAS Pharmaceuticals Ltd. 
Sigma Chemical Company 


venoms, other 
Merseyside Laboratories 


Pacific Bio-Marine Laboratories, Inc. 
Sigma Chemical Company 


veratridine 

Carl Roth GmbH & Co. KG 
Pfaltz and Bauer, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 


veratrine 


Carl Roth GmbH & Co. KG 
Inland Alkaloid Co. 

Pfaltz and Bauer, Inc. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 

Uniscience Ltd. 


VIT 


vinblastine 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 


vincamine 


Accurate Chemical & Scientific Corporation 
ACF Chemiefarma NV 

Aldrich Chemical Company (US) 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 


vincristine 


Accurate Chemical & Scientific Corporation 
Aldrich Chemical Company (US) 
Sigma Chemical Company 


vinylglycine 


Calbiochem 
Sigma Chemical Company 


vinyl monomers and polymers 


J.T. Baker Chemical Company 
Koch-Light Laboratories Ltd. 
Polysciences, Inc. 

Signo Trading International Ltd. 


virginiamycin 


Sigma Chemical Company 


vitamin A, see retinol 

vitamin A acid, see retinoic acid 
vitamin A aldehyde, see retinal 
vitamin B1, see thiamine 
vitamin B2, see riboflavin 


vitamin B5, see pantothenic acid 


vitamin B6, see pyridoxine 
vitamin B12, see cyanocobalamin 


vitamin B15, see pangamic acid 
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vitamin BT, see carnitine 
vitamin C, see ascorbic acid 
vitamin D2, see ergocalciferol 
vitamin D3, see cholecalciferol 
vitamin E, see alpha-tocopherol 
vitamin H, see biotin 


vitamin K1 


Accurate Chemical & Scientific Corporation 
Atomergic Chemetals Corp. . 
EM Chemicals 

Fluka AG 

Research Plus, Inc. 

Robeco Chemicals, Inc. 

SERVA Feinbiochemica GmbH 

Sigma Chemical Company 

Tridom Chemical Inc. 

United States Biochemical Corporation 


vitamin K3, see menadione 


vitamin U, see methionine-S- 
methyl sulfonium chloride 


water purification 


American Hospital Supply (UK) Ltd. 
American Ultraviolet Company 
Amicon Corporation 

BDH Chemicals Ltd. 

Beckman !nstruments, Inc. 

Bio-Rad Laboratories 

Carolina Biological Supply Company 
Chemische Fabriken Oker & Braunschweig AG 
Extech International Corp. 

Fisons Scientific Apparatus 
Genera! Drug and Chemical Corp. 
Houseman (Burnham) Limited 
Kontes 

Ladd Research Industries, Inc. 
Micro Filtration Systems 

Molry Chimie S.A. 

Reliance Brooks Inc. 

Rohm and Haas Company 

Rohm and Haas (UK) Limited 
Scientific Specialties Service, Inc. 
Signo Trading International Ltd. 
Taylor Chemicals, Inc. 


wheat germ 


Accurate Chemical & Scientific Corporation 
Choay Chimie 
E-Y Laboratories, Inc. 
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ICN Nutritional Biochemicals 

Kirkman Laboratories, Inc. 

Research Plus, Inc. 

Robeco Chemicals, Inc. 

Sigma Chemical Company 

Signo Trading International Ltd. 
Tissue Culture Services Ltd. 

United States Biochemical Corporation 


wheat germ lysate 


Bethesda Research Laboratories, Inc. 
Collaborative Research, Inc. 

Enzo Biochem, Inc. 

E-Y Laboratories, Inc. 

Miles Laboratories, Inc. 

Uniscience Ltd. 


wicking paper, for 
electrophoresis 


Bio-Rad Laboratories 

Genetic Research Instrumentation Ltd. 
LKB Instruments, Inc. 

LKB-Produkter AB 

M.A. Bioproducts 

Miles Laboratories, Inc. 

Schleicher & Schuell, AG (Switzerland) 
Schleicher & Schuell, Inc. (US/Canada) 
Schleicher & Schill GmbH (Worldwide) 
SERVA Feinbiochemica GmbH 
Shandon Southern Products 

Uniscience Ltd. 


xanthine oxidase 


BDH Chemicals Ltd. 

Biozyme Laboratories Limited 

Boehringer Mannhelm GmbH 
Calbiochem 

California Medicinal Chemistry Corporation 
Chemical Data Systems, Inc. 

Chemical Dynamics Corporation 

East Anglia Chemicals Ltd. 


Gallard-Schlesinger Chemical Mfg. Corp. 


Hughes & Hughes Ltd. 
Koch-Light Laboratories Ltd. 
Paesel GmbH & Co. 

P-L Biochemicals, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Uniscience Ltd. 


xanthinol nicotinate 


Sigma Chemical Company 


xylopine 


Sigma Chemical Company 


yohimbine 


Accurate Chemical & Scientific Corporation 


ACF Chemiefarma NV 

Aldrich Chemical Co. Ltd. (UK) 
Aldrich Chemical Company (US) 
Atomergic Chemetals Corp. 
Boehringer Ingelheim KG 

Carl Roth GmbH & Co. KG 
Chemical Dynamics Corporation 


ZYM 








synthetic 
Lecithin 
19r $60.00 

o Of. 99.00/gr 


















Dimyristoyl Lecithin ` #850345 
Dipalmitoyl Lecithin #850355 
Distearoyl Lecithin ` «850365 
Dioleoyl Lecithin #850375 














99% Pure 
Made in our own lab. 
Unconditionally guaranteed 







S] Avanti Polar Lipids, Inc. 


| . 2421 Highbluif Road 
stt.. Birmingham, Alabama 35216 
205/822-9162 







‘ Fluka AG 


Henley & Co., Inc. 

Inland Alkaloid Co. 

Koch-Light Laboratories Ltd. 
Research Plus, Inc. 
Etablissements Roques 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 
Uniscience Ltd. 


zein 


Atomergic Chemetals Corp. 
BDH Chemicals Ltd. 

Carl Roth GmbH & Co. KG 
Chemical Dynamics Corporation 
Fluka AG 

Freeman Industries Inc. 

ICN Nutritional Biochemicals 
Paesel GmbH & Co. 

Research Plus, Inc. 

SERVA Feinbiochemica GmbH 
Sigma Chemical Company 
Tridom Chemical Inc. 
Uniscience Ltd. 

United States Biochemical Corporation 


zymolase 


Miles Laboratories, Inc. 
Pacific Gateway Co. 
Paesel GmbH & Co. 
Uniscience Ltd. 
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ACCRA ASSAY: immunodiffusion kits— 
Miles Laboratories, Inc. 

ACIDAN: citric acid esters of 
monoglycerides E472c 21 CFR 166.110— 
Grindsted Products A/S ; 

ACTIMATIC POWDER: dormant bacteria 
blend for enzymatic treatment of waste 
water—Reliance Brooks Inc. 

ACUBLEND®: a patented process for the 
manufacture of calibration gas mixtures— 
Scott Environmental Technology, Inc. 

ACULIFE™: proprietary process for 
pretreatment of compressed gas cylinders 
—Scott Environmental Technology, Inc. 

AC-8*: aquatic culture-tank cleaner— 
General Drug and Chemical Corp. 

AEROSIL: fumed silica—Degussa Ltd. 

AEROSPORIN: polymyxin B, neomycin— 
The Wellcome Foundation Ltd. 

AFERM: lactic acid starter for pickles— 
Microlife Technics 

AFFI-GEL®: affinity chromatography media— 
Bio-Rad Laboratories 

AG®: analytical grade ion exchangers—Bio- 
Rad Laboratories 

AGARO-STAIN: diagnostic reagent—Sigma 
Chemical Company 

AGGREGOMETER: platelet aggregation 
meter—Chrono-log Corporation 

ALKA-SOLV™: laboratory glassware cleaner 
—General Drug and Chemical Corp. 

ALKERAN: melphalan—The Wellcome 
Foundation Ltd. 

ALUGRAM: TLC prepared layers—Camlab 
Limited i 

AMBAZYME: fungal amyloglucosidase— 
ABM Chemicals Limited 

AMBERLITE®: ion-exchange resins—Rohm 
and Haas Company 

AMIDAN: emulsifiers for bakery products 
and other starch-based foods—Grindsted 
Products A/S 

AMINEX®: HPLC ion exchange resins—Bio- 
Rad Laboratories 

AMINOETHYL-8: aminoethylation reagent— 
Pierce Chemical Company 

AMPHOLINES: carrier ampholyte—LKB- 
Produkter AB 

AMYLOZYME: fungal alpha amylase—ABM 
Chemicals Limited 

ANALAR: high-purity analytical reagents— 
BDH Chemicals Ltd. 

APEX: chromatography media—Jones 
Chromatography Inc. 

AP! REAGENTS: full set of reagents for API 
kits—AP! Laboratory Products Limited 

API STAPH: identification staphylococci— 
API Laboratory Products Limited 
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API ZYM: assay of 19 specific enzymes— 
API Laboratory Products Limited 

API 10S: screen for Entobacteriacea—AP} 
Laboratory Products Limited 

API 20A: identification anaerobes—AP| 
Laboratory Products Limited 

API 20B: identification to genus level 
heterotrophic bacteria—AP] Laboratory . 
Products Limited 

API 20C AUXANOGRAM: identification 
medical yeasts and some industrial 
yeasts—AP! Laboratory Products Limited 

API 20E: identification of Enterobacteriacea 
—API Laboratory Products Limited 

API 20 STREP: identification Streptococci— 
API Laboratory Products Limited 

API 50CH: set of 49 carbohydrates for 
assimilation studies—AP] Laboratory 
Products Limited 

AQUADAG: colloidal graphite in water— 
Acheson Colloids Company 

AQUASEEL: fluid mountant seal—Raymond 
A. Lamb 

AQUASOL*: universal LSC cocktail—New 
England Nuclear 

AQUASSURE™: high-performance LSC 
cocktail—New England Nuclear 

AQUATIC PLANT NUTRIENT”: aquatic 
plant nutrient—General Drug and 
Chemical Corp. 

ARISTAR: very-high-purity reagents—BDH 
Chemicals Ltd. 

ARLACEL: sorbitan esters—Atlas Europol 
SpA 

ARLATONE: POE derivatives—Atlas 
Europol SpA 

ARTODAN: stearoyl-2-lactylates E481 and 
2 21 CFR 172.846 and 172.844— 
Grindsted Products A/S 

ATLAC: polyester resin (Bisphenol A)— 
Atlas Europol SpA 

ATLOX: complex Ag chemical emulsifiers— 
Atlas Europol SpA 

ATMOS: monoglycerides—Atlas Europol 
SpA 

ATMUL: monoglycerides—Atlas Europol 
SpA 

ATOMLIGHT®: high sample capacity LSC 
cocktail—New England Nuclear 

ATROXIN: blood-clotting reagent—Sigma 
Chemical Company 

AUTOFLUOR: water-based 
autoradiographic enhancer—National 
Diagnostics Inc. 

AUTOPAK-12 CORTISOL: RIA test kit for 
cortisol—Micromedic Systems, Inc. 

AUTOPAK-12 INSULIN: RIA test kit for 
insulin—Micromedic Systems, Inc. 


AUTOPAK-12 T3: RIA test kit for T3— 
Micromedic Systems, Inc. 

AUTOPAK-12 T3U: RIA test kit for T3U— 
Micromedic Systems, Inc. 

AUTOPAK-12 T4: RIA test kit for T4A— 
Micromedic Systems, Inc. 

AUTO-POW: autoclavable powder tissue- 
culture media—Flow Laboratories 
Limited 

AX PAK: prepacked columns—Camlab 
Limited 


BACT-A-SORB: killed Staphylococci— 
HUMAN Institute for Serobacteriological 
Hesearch and Production 

BACTERASE: bacterial alpha amylase (E.C. 
3.21.1)—ABM Chemicals Limited 

BACTILIGHT: bacterial luciferase specific 
for NADH—Analytical Luminescence 
Laboratory 

BCH ANTI-CORT: sheep anti-cortisol— 
Benenden Chest Hospital 

BCH ANTI-DIG: sheep anti-digoxin— 
Benenden Chest Hospital 

BCH ANTI-HPL: sheep anti-human placental 
lactogen—Benenden Chest Hospital 

BCH ANTI-TSH: sheep anti-human thyroid 
Stimulating hormone—Benenden Chest 
Hospital 

BCH ANTI-T3: sheep anti-T3 serum— 
Benenden Chest Hospital 

BCH ANTI-T4: sheep anti-thyroxine serum— 
Benenden Chest Hospital 

BCH ANTI-T4 VHT: very-high titer sheep 
anti-thyroxine—Benenden Chest 
Hospital 

BCH DARS: donkey anti-rabbit IgG— 
Benenden Chest Hospital 

BCH DASS: donkey anti-sheep IgG— 
Benenden Chest Hospital 

BCH DASS VHT: very-high titer donkey 
anti-sheep IgG—Benenden Chest 
Hospital 

BIO-BEADS®: gel permeation media —Bio- 
Rad Laboratories 

BIO-CARRIERS*: microcarriers for cell 
culture—Bio-Rad Laboratories 

BIO-DISCS: antibiotic paper discs— 
bioMérieux S.A. 

BIOFIX: preservative—Griffin & George Ltd. 

BIOFLUOR™: high-efficiency monophasic 
emulsifier Cocktail New England 
Nuclear 

BIO-GEL*: chromatographic media—Bio- 
Rad Laboratories 

BIOLOGICAL SOLV: liquid scintillation 
Solution—Anoroc Scientific, Inc. 


181 


TRADE NAMES 


BIO MIX B: dormant bacteria blend for 
enzymatic treatment of waste water— 
Reliance Brooks Inc. 

BIO MIX E: dormant bacteria blend for 
enzymatic treatment of waste water— 
Heliance Brooks Inc. 

BIO-PHORES: electrophoretic media—Bio- 
Rad Laboratories 

BIO-REX®: chromatography columns and 
media—Bio-Rad Laboratories 

BIO-SIL®: chromatography media—Bio-Rad 
Laboratories 

BIOTESTCELL: control erythrocytes— 
Biotest-Serum-Institut GmbH 

BLOOD G.A.S. CONTROL: quality control 
system for blood gas analyzers—William 
R. Warner & Co. Ltd. 

BONDAPAK®: packing material for 
chromatographic separation process— 
Waters Associates, Inc. 

BHIJ: POE fatty alcohols—Atlas Europol 
SpA 

BUFFALYTES: isoelectrofocusing products 
—Pierce Chemical Company 


CABNET®: pharmaceutical preparation— 
Kirkman Laboratories, Inc. 

CANALCO: electrophoresis equipment— 
Miles Laboratories, Inc. 

CANDIDA IMMUNODIFFUSION SYSTEM: 
tests patient's sera for the presence of 
antibodies against Candida species by gel 
diffusion—Meridian Diagnostics, Inc. 

CARDIO-CHEK: CK-B RIA kit—Nuclear 
Medical Systems, Inc. 

CARGILLE: immersion ol DP Cargille 
Laboratories, Inc. 

CEDOL: immersion oil—Raymond A. Lamb 

CELLOGNOST: passive hemagglutination 
kits—Hoechst-Behring . 

CELLULYSIN™ CELLULASE: cellulase— 
Calbiochem 

CETODAN: acetylated monoglycerides 
E472a 21 CFR 172.828—Grindsted 
Products A/S 

CHEMLIGHT: peptide solution—Analytical 
Luminescence Laboratory 

CHITINASE ABC: microbial crude chitinase 
—Advance Biofactures Corporation 

CHROMEGA: silica-based HPLC packings— 
ES Industries 

CHRONO-LUME: luciferase/luciferin 
reagent for ATP secretion studies— 
Chrono-log Corporation 

CHRONO-PAR KIT: platelet aggregation 
reagents ADP, collagen, epinephrine— 
Chrono-log Corporation 

CICATRIN: neomycin, zinc bacitracin—The 
Wellcome Foundation Ltd. 

CLINIPHORE: electrophoresis system— 
Isolab, Inc. 

CLOTIMMUN: antisera to coagulation 
factors—Hoechst-Behring 

CMCP-8, 9AB, 9AF, 10: mounting media— 
Masters Chemical Company 

CMC-9, 9AB, 9AF, 10: mounting media— 
Masters Chemical Company 
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COAG-A-PET/MATE: coagulation 
instruments—William R. Warner & Co. 
Ltd. 

COATRIA: coated tube system for RIA— 
bioMérieux S.A. 

COCCIDIOIDES LATEX AGGLUTINATION 
SYSTEM: tests patient's sera for the 
presence of antibodies against 
Coccidioides immitis by latex agglutination 
—Meridian Diagnostics, Inc. 

COGGINS TEST: serodiagnosis of equine 
infectious anemia—iffa Merieux 

COLLAGENASE ABC FORM I: collagenase 
with proteolytic enzymes—Advance 
Biofactures Corporation 

COLLAGENASE ABC FORM Ill: purest 
collagenase with no detectable non- 
specific protease—Advance Biofactures 
Corporation 

COLLAGENASE ABC TD: high-potency 
collagenase—Advance Biofactures 
Corporation 

COLORFIX: preservative—Griffin & George 
Ltd. 

COMPU-PET: fluid handling instruments— 
William R. Warner & Co. Ltd. 

CONTROLLED PORE GLASS: porous glass 
—Electro-Nucleonics, Inc. 

CORDIA® H: ELISA kit for Hbs Ag 
(Hepatitis B)—Cordis Laboratories, Inc. 

CORDIA® N: ELISA kit for antibodies to 
DNA—Cordis Laboratories, Inc. 

CORDIA® NP: ELISA kit for antibodies to 
deoxyribonucleoprotein—Cordis 
Laboratories, Inc. 

CORDIA? R: ELISA kit for IgM and IgG 
Rubella antibodies—Cordis Laboratories, 
Inc. 

CORDIA? RF: ELISA kit for rheumatoid 
factor—Cordis Laboratories, Inc. 

CORDIA® T: ELISA kit for Toxoplasma 
antibodies—Cordis Laboratories, Inc. 

CORDIS C1-9: human and guinea pig 
compiement—Cordis Laboratories, Inc. 

CORTI-SHURE: RIA kit for cortisol—William 
H Warner & Co. Ltd. 

CORTISOL??5|: radioimmunoassay kit— 
Farmos Diagnostica/Farmos Group Ltd. 
COVALENT COAT-CORTISOL: RIA-coated 

tube assay for cortisol—Immuchem Corp. 

COVALENT COAT-TESTOSTERONE: RIA- 
coated tube assay for testosterone— 
Immuchem Corp. 

COVALENT COAT-T3: RIA-coated tube 
assay for T3—Immuchem Corp. 

COVALENT COAT-T3 UPTAKE: RIA-coated 
tube assay for T3 uptake—Immuchem 
Corp. 

COVALENT COAT-T4: RIA-coated tube 
assay for T4—Immuchem Corp. 

COVA-PREG: LCGB RIA-coated tube— 
Immuchem Corp. 

CREMODAN: emulsifiers and stabilizers for 
ice cream and related products— 
Grindsted Products A/S 


CRYPTOCOCCUS LATEX 
AGGLUTINATION SYSTEM: tests 
patient’s sera or spinal fluid for the. 
presence of Cryptococcus neoformans 
antigen by latex agglutination—Meridian 
Diagnostics, Inc. 

CX PAK: prepacked columns—Camlab 
Limited 

CYTODEX: microcarrier of derivatized 
Sephadex-—Pharmacia Fine Chemicals 

CYTOHELICASE: beta-D-glucanase for cell- 
wall lysis—Réactifs IBF 

CYTOMEGALOVIRUS TEST KIT: an indirect 
fluorescent antibody test for detection of 
serum antibodies to cytomegalovirus— 
Gull Laboratories, Inc. 

CYTO SOLV: liquid scintillation solution— 
Anoroc Scientific, Inc. 


DAG: dispersions of colloidal graphite— 
Acheson Colloids Company 

DAKO PAP KIT: immunochemical staining 
kits for tissue antigens—DAKO- 
immunoglobulins a/s, DAKOPATTS A/S 

DALAMID™: D-Ala 2-met-enkephalinamide— 
Beckman Instruments, Inc. 
(Bioproducts) ; 

DELTAFORGE: forging lubricants—Acheson 
Colloids Company 

DEPCON™: diethylpyrocarbonate—Incell 
Corp. 

DESOXYCHOLATE™ LACTOSE AGAR: 
dehydrated culture media—BBL 
Microbiology Systems 

DIFF-QUIK® STAIN SETS: biological stains 
—American Dade 

DIGOXIN?25|: radioimmunoassay kit— 
Farmos Diagnostica/Farmos Group Ltd. 

DIMODAN: distilled monoglycerides E471 
21 CFR 182.4505—Grindsted Products 
A/S 

DIOX SOLV: liquid scintillation solution— 
Anoroc Scientific, Inc. 

DOUBLE AGENTS: cross-linking reagents— 
Pierce Chemical Company 

DRIERITE: desiccant (anhydrous calcium 
sulfate) —W. A. Hammond Drierite 
Company 

DURAZYME: stable enzyme test kits— 
American Monitor Corporation 

DURCUPAN: EM embedding media— 
Tridom Chemical inc. 


ECLECTIC: electrophoresis systems— 
Sigma Chemical Company 

ECONO-COLUMNS™: chromatography 
columns—Bio-Rad Laboratories 

ECONO SOLV: liquid scintillation solution— 
Anoroc Scientific, Inc. 

ELECTRODAG: electrically conductive 
coatings—Acheson Colloids Company 
ELIFFA IBR: ELISA for BHV In antibodies— 

Iffa Merieux 
EMRALON: resin-bonded PTFE dispersions 
—Acheson Colloids Company 
EMULDAN: mono-diglycerides E471 21 
CFR 182.4505—Grindsted Products A/S 
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EN?HANCE™: autoradiography enhancers— 
New England Nuclear 

ENZYGNOST: enzyme immunoassay kits— 
Hoechst-Behring 

EPICULT: culture system for epithelial cells 
—Sanbio b.v. 

EPSTEIN-BARR VIRUS TEST KIT: an 
indirect fluorescent antibody test for 
detection of serum antibodies to Epstein- 
Barr virus—Gull Laboratories, Inc. 

E-TOXATE: limulus abebocyte lysate— 
Sigma Chemical Company 

EUPERGIT® A: anhydride-acrylic beads, 
anionic carrier for protein immobilization— 
Rohm Pharma GmbH Weiterstadt 

EUPERGIT® C: oxirane-acrylic beads, 
electroneutral carrier for protein 
immobilization—Rohm Pharma GmbH 
Weiterstadt 

EUSAPRIM: trimethoprim, 
sulphamethoxazole—The Wellcome 
Foundation Ltd. 

EXTRALIGHT: for releasing ATP from cells 
—Analytical Luminescence Laboratory 


FACTOR ID & ASSAY REAGENTS: serum, 
factor deficient—American Dade 

FAMODAN: sorbitan esters EEC Annex 1 
(80/597/EEC) 21 CFR 172.842— 
Grindsted Products A/S 

FARGO: starter culture for dairy products— 
Microlife Technics 

FERMCOTEST: diagnostic test reagents— 
Fermco Biochemics Inc. 

FERMCOZYME: glucose oxidase enzymes 
—Fermco Biochemics Inc. l 

FERRIDENSE: purified ferritin—Northeast 
Biomedical Laboratories Ltd. 

FIBLAFERON L: human fibroblast interferon 
—Flow Laboratories Limited 

FIBRINOLYSIN ABC: microbial fibrinolysin— 
Advance Biofactures Corporation 

FIBROWAX: embedding wax—Raymond A. 
Lamb 

FICOLL: high-MW-soluble polymer: of 
sucrose and epichlorohydrin—Pharmacia 
Fine Chemicals 

FICOLL-PAQUE: defined density mixture of 
Ficoll and diatrizoate sodium—Pharmacia 
Fine Chemicals 

FILINERT: PTFE membrane filters— 
Nuclepore Corporation 

FIRELIGHT: purified luciferin-luciferase for 
ATP—Analytical Luminescence ` 
Laboratory 

FLAREFIT™: LC accessories (tubing, 
fittings)—-Dionex Corporation 

FLEXIGEM: centrifugal chemistry analyzer— 
Electro-Nucleonics, Inc. 

FLEXSIL: fused silica capillary—Phase 
Separations Ltd. 

FLOLAN: epoprostenol (prostacyclin)—The 
Wellcome Foundation Ltd. 

FLUOLINE: liquid fluorescein labelled 
globulin—bioMérieux S.A. 

FLUOROLITE: non-fluorescent mounting 
medium—Raymond A. Lamb 

FLUOROPA™: reagent—Dionex Corporation 
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FLUORSYN: scintillation cocktail—Syndel 
Laboratories Ltd. 

FLURA-PRENS: vitamin, mineral and fluoride 
preparation—Kirkman Laboratories, Inc. 

FRACTOIL: synthetic immersion oil— 
Raymond A. Lamb 

FRUCTODAN: stabilizers for water ice, 
sorbet and sherbet—Grindsted Products 
A/S 

FSH!?5|: radioimmunoassay kit—Farmos 
Diagnostica/Farmos Group Ltd. 

FUNGAL IMMUNODIFFUSION SYSTEM: 
tests patient's sera for the presence of 
antibodies against Histoplasma, 
Blastomyces, Coccidioides and 
Aspergillus by gel diffusion—Meridian 
Diagnostics, Inc. 


GAMMA SOLV: liquid scintillation solution— 
Anoroc Scientific, inc. 

GATODAN: emulsifier blends for sponge 
and cake improvers—Grindsted Products 
A/S 

GEL BOND: polyester support film—Marine 
Colloids Division 

GEL BOND-NF: non-fluorescent support film 
—Marine Colloids Division 

GELCODE™: gel-electrophoresis color silver 
stain—Upjohn Diagnostics 

GEL-FIX: polyester sheets, activated for 
bonding PAG and agarose—SERVA 
Feinbiochemica GmbH 

GEMENI: centrifugal chemistry analyzer— 
Electro-Nucleonics, Inc. 

GEMENI REAGENTS: reagents and 
standards—Electro-Nucleonics, Inc. 

GEMSAEC: centrifugal chemistry analyzer— 
Electro-Nucleonics, Inc. 

GERRARD: microscopical stains—Griffin & 
George Ltd. 

GESTONE: progesterone—Paines and 
Byrne Ltd. 

GLUCANASE GV: fungal 8-glucanase— 
Grindsted Products A/S 

GLUCOZIME: glucose analyzer reagent— 
Hughes & Hughes Ltd. 

GLUCURASE: 8-glucuronidase solution— 
Sigma Chemical Company 

GLYCERGEL: mounting media—DAKO- 
immunoglobulins a/s, DAKOPATTS A/S 

GLYCO-GEL B: affinity chromatography 
support—Pierce Chemical Company 

GOAT ANTI-MOUS IgG: —Quadroma Inc. 

GONADOTRAPHON F.S.H.: equine serum 
gonadotrophin—Paines and Byrne Ltd. 

GONADOTRAPHON L.H.: human chorionic 
gonadotrophin—Paines and Byrne Ltd. 

GRAN-U-CHEM: prepacked reagents for 
blood chemistry tests—Camlab Limited 

GURR: stains for microscopy—BDH 
Chemicals Ltd. 


HAEMISOL REAGENTS: hemoglobin 
determination—HUMAN Institute for 
Serobacteriological Research and 
Production 
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HAP NEWCASTLE: serodiagnosis for NDV 
—lffa Merieux 

HARRIS REAGENT: stated minimum purity 
—Philip Harris Ltd. 

HARRIS STAIN: stains—Philip Harris Ltd. 

HARRIS VOLUMETRIC: accurate titration 
reagents—Philip Harris Ltd. 

HC-40: polystyrene carbohydrate glycol 
HPLC resin—Hamilton Company 

HC-70: polystyrene carbohydrate glycol 
HPLC resin—Hamilton Company 

HEMAUSURE: hepatitis test—Electro- 
Nucleonics, Inc. 

HÉMOLINE: complete blood culture system 
—bioMérieux S.A. 

HERPES SIMPLEX VIRUS TEST KIT: 
indirect fluorescent antibody test for 
detection of serum antibodies to herpes 
simplex virus—Guil Laboratories, Inc. 

HISTOGNOST: HLA test plate—Hoechst- 
Behring 

HISTOPAQUE: for lymphocyte isolation— 
Sigma Chemical Company 

HISTOSOL: clearing agent, safety solvent— 
National Diagnostics Inc. 

HI TEST BRONCHITIS: serodiagnosis of 
avian infectious bronchitis—lIffa Merieux 

HOMODAN: emulsifiers for margarine and 
shortenings—Grindsted Products A/S 

HYCLONE BOVINE SERUM: low endotoxin, 
defined BS—Sterile Systems Inc. 

HYCLONE CALF SERUM: low endotoxin, 
defined CS—Sterile Systems Inc. 

HYCLONE FETAL BOVINE SERUM: low 
endotoxin, defined FBS—Sterile Systems 
Inc. 

HYDROFLUOR: universal LSC solution, 
safety-solvent based—National 
Diagnostics Inc. 

HYDRO SOLV 2: liquid scintillation cocktail 
—<Anoroc Scientific, Inc. 

HY-RHIZE: a seed inoculant—Microlife 
Technics 

HYSTOMOUNT: cover slip mountant— 
Hughes & Hughes Ltd. 


IgG SORB: Staph. aureus protein A— 
Enzyme Center, Inc. 

IMMUNOBEAD®: microbeads—Bio-Rad 
Laboratories 

IMMUNO-FLUOR®: FIA—Bio-Rad 
Laboratories 

IMMUNO NUCLEAR": h calcitonin by RIA 
set—Immuno Nuclear Corp. 

IMMUNO NUCLEAR ACTH BY RIA: h 
calcitonin by RIA set—Immuno Nuclear 
Corp. 

IMMUNO NUCLEAR FSH BY RIA: h 
calcitonin by RIA set—Immuno Nuclear 
Corp. 

IMMUNO NUCLEAR hGH BY RIA: h 
calcitonin by RIA set—lmmuno Nuclear 
Corp. 

IMMUNO NUCLEAR hPTH BY RIA: h 
calcitonin by RIA set—immuno Nuclear 
Corp. 
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IMMUNO NUCLEAR INSULIN BY RIA: h 
calcitonin by RIA set—Immuno Nuclear 
Corp. 

IMMUNO NUCLEAR LH BY RIA: h 
calcitonin by RIA set—lmmuno Nuclear 
Corp. 

IMMUNO NUCLEAR VASOPRESSIN BY 
RIA: h calcitonin by RIA set—lmmuno 
Nuclear Corp. 

IMMUNOSTICS: antibodies and 
immunodiffusion products—Seward 
Laboratory 

IMMU-TRACE: radioimmunoassay supplies 
—American Dade 

INDUBIOSE: agarose powder—Réactifs 
IBF 

IODO-GEN: radioiodination mediating 
reagent—Pierce Chemical Company 

IONPAK: prepacked columns—Camiab 
Limited 

ISOCLEAN: radioactive decontaminant— 
Isolab, Inc. 

ISO-DECON: radioactivity decontaminant— 
Anoroc Scientific, Inc. 

ISO GEL: zero-EEO agarose—Marine 
Colloids Division 

ISOLYMPH: lymphocyte separation media— 
Gailard-Schlesinger Chemical Mfg. 
Corp. 

ISOPHORE: electrophoresis system (PAGE) 
—lsolab, Inc. 

ISOTROL: isoenzyme control—Sigma 
Chemical Company 


KATHON?: preservative microbicides— 
Rohm and Haas Company 

KERASA: S. fradiae—Compartia Española 
de la Penicilina y Antibióticos, S.A. ` 

KIT 99: diagnosis of E. coli K99—Iffa . 
Merieux 

KONTROLLOGEN: control samples for 
clinical chemistry—Hoechst-Behring 


LAB-LEMCO: a grade of beef extract for 
laboratory use—Oxoid Limited 

LACTACEL: lactic acid starter for fermented 
sausages—Microlife Technics 

LACTI-QUANT: RIA kit for prolactin— 
William R. Warner & Co. Ltd. 

LACTODAN: lactic acid esters of 
monoglycerides E472b 21 CFR 172.852— 
Grindsted Products A/S 

LADD LX-112: tri-glycidyl ether of glycerol 
(“Epon 812")—Ladd Research Industries, 
Inc. 

LANOXIN: digoxin—The Wellcome 
Foundation Ltd. 

LECIDAN: emulsifiers for frying margarine 
with a low salt content—Grindsted 
Products A/S 

LECTIN-AL: agglutinin, horse gram, Dolichos 
biflorus—American Dade 

LEUKOSIS TEST: serodiagnosis for bovine 
leukosis—lffa Merieux 

LH?5|: radioimmunoassay kit—Farmos 
Diagnostica/Farmos Group Ltd. 
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LIPODAN: distilled monoglyceride 
specialties for recombined and filled 
cream—Grindsted Products A/S 

LIPOTROL: serum standard for lipid 
determination—HUMAN Institute for 
Serobacteriological Research and 
Production 

LOW-TOX-H: rabbit complement— 
Cedarlane Laboratories Limited 

LOW-TOX-M: rabbit complement— 
Cedarlane Laboratories Limited 

LUMI-AGGREGOMETER: platelet 
aggregation and ATP release meter— 
Chrono-log Corporation 

LUMLIGHT: purified luminol reagent— 
Analytical Luminescence Laboratory 

LYMPHOCULT-T: T-cell growth factor— 
Biotest-Serum-Institut GmbH 

LYMPHOLYTE-M: cell-separation medium— 
Cedarlane Laboratories Limited 

LYPHOZYME™: lyophilized restriction 
enzymes—Bethesda Research 
Laboratories, Inc. 


MACERASE™ POWDER: macerating 
enzyme—Calbiochem i 

MAGNOGEL: magnetic affinity- 
chromatography media—Réactifs IBF 

MARINE ALGAE NUTRIENT™: a marine 
algae nutrient—General Drug and 
Chemical Corp. 

MATE®-BAP: matrix-bound bacterial alkaline 
phosphatase—Bethesda Research 
Laboratories, Inc. 

MATREX GELS: affinity chromatography 
media - agarose coupled to triazine dyes 
or phenyl boronic acid—Amicon 
Corporation 

MATREX PELS: activated supports— 
Amicon Corporation 

MAYODAN: stabilizer blends for 
mayonnaise and salad dressings— 
Grindsted Products A/S 

MEMBRA-FIL: cellulosic membrane filters— 
Nuclepore Corporation 

MERIT: premixed radioassay cocktail— 
Isolab, Inc. 

MIC-AGAR DIFFUSION TEST: MIC- 
determination—A/S Rosco 

MICROBIOTONE: peptone—American 
Laboratories Inc. 

MICRO-GUARD™: HPLC columns—Bio-Rad 
Laboratories 

MICRO-LD.: identification system for 
enterobacteriacae—William R. Warner & 
Co. Ltd. 

MIGRIL: ergotamine tartrate—The Wellcome 
Foundation Ltd. 

MINI SOLV: liquid scintillation solution— 
Anoroc Scientific, Inc. 

MIRSKY'S FIXATIVE: less-toxic fixative 
replaces formalin—National Diagnostics 
Inc. 

MONOAB-SCREEN: EIA for mouse 
monoclonal antibodies—Zymed 
Laboratories 


MONOFLUOR: high-capacity LSC solution, 
safety-solvent based—National 
Diagnostics Inc. 

MONOFORM: monoclonal antibodies— 
Miles Laboratories, Inc. 

MULTI-JET?: flavored multiple vitamin 
tablets—Kirkman Laboratories, Inc. 

MULTISOL: premixed radioassay cocktail— 
Isolab, Inc. 

MYCOPHIL™ AGAR: dehydrated culture 
media—BBL Microbiology Systems 

MYCOSEL™ AGAR: dehydrated culture 
media—BBL Microbiology Systems 

MYRJ: POE fatty acids—Atlas Europol SpA 


NAGARSE: crystalline bacterial proteinase 
—Hughes & Hughes Ltd. 

NENZYMES™: enzymes and related 
Products for molecular biology—New 
England Nuclear 

NEO-SENSITABS (BACTERIA): 
antimicrobial sensitivity testing—A/S 
Rosco 

NEO-SENSITABS (FUNGI): antifungal 
sensitivity testing—A/S Rosco 

NEOSPORIN: polymyxin B, neomycin—The 

: Wellcome Foundation Ltd. 

NERVANASE: bacterial alpha amylase— 
ABM Chemicals Limited 

NIN-SOL: ninhydrin reagent solutions— 
Pierce Chemical Company 

NONIDET-P40: octyl phenol ethylene oxide ` 
—Particle Data Laboratories 

NOVAQUA?®: aquarium water conditioner— 
General Drug and Chemical Corp. 

NUCLEOSIL: packing material for HPLC 
and columns for HPLC—Camlab Limited 

NUCLEPORE: polycarbonate and polyester 
membranes—Nuclepore Corporation 

NU-THERA?*: vitamin and mineral 
preparation intended for use as a dietary 
supplement—Kirkman Laboratories, Inc. 

NYFAMID: coconut fatty acid 
diethanolamide—Jahres Fabrikker A/S 


OBRA-SIOGEL: silica gel desiccant— 
Chemische Fabriken Oker & 
Braunschweig AG 

OBRA-TROCKENMITTELBEUTEL: 
desiccant sachets—Chemische Fabriken 
Oker & Braunschweig AG 

OH-PAK: prepacked columns—Camlab 
Limited 

OILDAG: colloidal! graphite in oil—Acheson 
Colloids Company 

OKOKIT: occult blood kit—Hughes & 
Hughes Ltd. 

OMNISOLV: high-purity, distilled-in-glass 
solvents—MCB/Harleco 

OPTISOL: premixed radioassay cocktail— 
Isolab, Inc. 

ORANJET®: orange-flavored ascorbic acid 
tablets—Kirkman Laboratories, Inc. 

ORGANIC SOLV 2: liquid scintillation 
solution—Anoroc Scientific, Inc. 
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ORGOTEIN: superoxide dismutase, 
ultrapure—Diagnostic Data, Inc. 

ORTHOCLONE* RANGE: monoclonal 
antibodies—Ortho Diagnostic Systems 
Limited 

ORTHOMUNE OkKla1: monoclonal 
antibodies to B cells—Ortho 
Pharmaceutical Corporation 

ORTHOMUNE OKM!1: monoclonal 
antibodies to monocytes—Ortho 
Pharmaceutical Corporation 

ORTHOMUNE OKT3: monoclonal 
antibodies-PANT—Ortho Pharmaceutical 
Corporation 

ORTHOMUNE OKT4: monoclonal 
antibodies to helper T cells—Ortho 
Pharmaceutical Corporation 

ORTHOMUNE OKT6: monoclonal 
antibodies to thymocytes— Ortho 
Pharmaceutical Corporation 

ORTHOMUNE OKT8: monoclonal 
antibodies to suppressor T cells—Ortho 
Pharmaceutical Corporation 

OXIDIZER SOLV 34C: oxidizer solution— 
Anoroc Scientific, Inc. 

OXIDIZER SOLV ?H: oxidizer solution— 
Anoroc Scientific, Inc. 

OXOID: dehydrated culture media and other 
products for lab use—Oxoid Limited 


PAG PLATE: prepared isoelectric focusing 
plate—LKB-Produkter AB 

PAMMEDE: bacteriological medium—Paines 
and Byrne Ltd. 

PANCREX V: pancreatin—Paines and Byrne 
Ltd. 

PANODAN: diacetyl tartaric acid esters 
E472e 21 CFR 182.4101—Grindsted 
Products A/S 

PANSORBIN™ CELLS: Staph. aureus cells 
formalin fixed—Calbiochem 

PAP-CHEK: pap RIA kit—Nuclear Medical 
Systems, Inc. 

PAPINEX: stabilized papain solution—Clin- 
Tech Ltd. 

PARA-PAK (C&S): kit used to transport 
stool specimens for culture and sensitivity 
of various enteric bacterial pathogens— 
Meridian Diagnostics, Inc. 

PARA-PAK (LV-PVA): a low viscosity 
polyvinyl alcohol used in fixing intestinal 
parasites for permanent staining 
procedures—Meridian Diagnostics, Inc. 

PARA-PAK (MF FIXATIVE SOLUTION): a 
parasitology transportation kit utilizing 
Merthiolate® (Eli Lilly and Company) 
alcohol and formalin—Meridian 
Diagnostics, Inc. 

PARA-PAK (PVA-FORMALIN): a 
parasitology transportation kit utilizing 
polyvinyl alcoho! and 10% formalin— 
Meridian Diagnostics, Inc. 

PARA-PAK (SAF): a parasitology 
transportation kit utilizing sodium acetate 
formalin fixative—Meridian Diagnostics, 
Inc. 
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PARA-PAK (TRICHROME STAIN): a 
Wheatley’s formulation trichrome stain 
used to stain intestinal parasites— 
Meridian Diagnostics, Inc. 

PARTIGEN: RID plates—Hoechst-Behring 

PATHROMTIN: PTT reagent—Hoechst- 
Behring 

PBE: gel for chromatofocusing—Pharmacia 
Fine Chemicals 

PEKTOLASE: fungal pectiriase—Grindsted 
Products A/S 

PELFREYS: biological reagents—Northeast 
Biomedical Laboratories Ltd. 

PENTEX: bovine blood products—Miles 
Laboratories, Inc. 

PENZYM: detection of B-lactam antibiotics 
—UCB-Bioproducts 

PERCOLL: PVP-coated colloidal! silica— 
Pharmacia Fine Chemicals 

PHARMALYTE: ampholyte—Pharmacia 
Fine Chemicals 

PHARMATONE: peptone—American 
Laboratories Inc. 

PHILAFERON™: human leucocyte interferon 
—Philadelphia Biologics Center 

PHYTONE™ YEAST AGAR: dehydrated 
culture media—BBL Microbiology 
Systems 

PIC®: chemical reagents useful in liquid 
chromatographic analysis—Waters 
Associates, Inc. 

PICOZYME™ B: bacterial luciferase— 
Packard Instrument Company, Inc. 

PICOZYME™ F: firefly luciferase-luciferin— 
Packard Instrument Company, Inc. 

PIERSOLVE: purified methyl cellosolve— 
Pierce Chemical Company 

PLANTGAR: synthetic agar for plant tissue 
culture—Flow Laboratories Limited 

PLASMA-CEF: reagent for heparin 
determination—Sigma Chemical Company 

PLASMA-PREP™: plasma etcher—Structure 
Probe, Inc. 

PLATELIN: partial thromboplastin—William 
R. Warner & Co. Ltd. 

PLATONE: peptone—American Laboratories 
Inc. 

POLYBACTRIN: polymyxin B, neomycin, 
bacitracin—The Wellcome Foundation Ltd. 

POLYBUFFER: eluent for chromatofocusing 
—Pharmacia Fine Chemicals 

POLYGOSIL: packing material for HPLC 
and columns for HPLC—Camlab Limited 

POLYGRAM: TLC prepared layers— 
Camlab Limited 

POLYMER PAK: prepacked columns— 
Camlab Limited 

POLYPEP: protein digest for stabilizing 
tissue sections—Sigma Chemical 
Company 

PREG CG: 45-minute pregnancy screen— 
Cambridge Medical Diagnostics, Inc. 

PREP-PAK®: chromatographic packing and 
columns containing such packing—Waters 
Associates, Inc. 

PROLOPRIM: trimethoprim—The Wellcome 
Foundation Ltd. 


TRADE NAMES 


PROMODAN: propylene glycol esters E477 
21 CFR 172.856—Grindsted Products 
A/S 

PRONASE® PROTEASE: non-specific 
protease—Calbiochem 

PROTEINASE: bacterial protease (E.C. 
3.4.24.4)—ABM Chemicals Limited 

PRP-1: polystyrene reverse phase HPLC 
resins—Hamilton Company 

PSEUDOSEL™ AGAR: dehydrated culture 
media—-BBL Microbiology Systems 

PTH Il BY RIA KIT: mid-molecule hPTH 
assay—Immuno Nuclear Corp. 

PULLUZYME: pullulanase (E.C. 3.2.1.41)— 
ABM Chemicals Limited 

PURE +: edible gelatin less than 100 
germs/g—Rousselot 

PURE HEALTH: vitamins and food 
supplements containing vitamins— 
Kirkman Laboratories, Inc. 


QUIK-SEP®: disposable chromatography— 
Isolab, Inc. 


RALMOUNT: mounting medium—Raymond 
A. Lamb 

RALWAX: embedding wax—Raymond A. 
Lamb 

RAP: riausure automated processor— 
Electro-Nucleonics, inc. 

RAPIGNOST: test strips—Hoechst-Behring 

RAPI-TEX: latex reagents (rneumatology)— 
Hoechst-Behring 

RCM-100™: radial compression separation 
system—Waters Associates, Inc. 

RCS AIR SAMPLER: detection of airborne 
germs—Biotest-Serum-Institut GmbH 

REACTI-GEL: affinity chromatography 
support—Pierce Chemical Company 

RECODAN: emulsifiers and stabilizers for 
recombined, reconstituted and flavored 
milks—Grindsted Products A/S 

REDI DISC: electrophoresis reagent kits— 
Miles Laboratories, Inc. 

RELIFIER: emulsifiers for tin grease 
emulsion—Grindsted Products A/S 

RENEX: POE alkotylotes—Atlas Europol 
SpA 

RES-O-MAT: RIA kits—Mallinckrodt Inc. 

RESTRIKIT: restriction enzymes and buffers 
—Pacific Biotech, Inc. 

RHOZYME®: amylases, proteases—Rohm 
and Haas Company 

RIA B12: test for B12—Radioimmunoassay 
Inc. 

RIA CORTISOL: test for cortisol— 
Radioimmunoassay Inc. 

RIA DIGOXIN: test for digoxin— 
Radioimmunoassay Inc. 

RIA FERRITIN: test for ferritin— 
Radioimmunoassay Inc. 

RIA FOLATE: test for folate— 
Radioimmunoassay Inc. 

RIA FSH: test for FSH—Radioimmunoassay 
Inc. 

RIAGNOST: radioimmunoassay kits— 
Hoechst-Behring 
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RIA LH: test for LH—Radioimmunoassay 
Inc. 

HIA-MAT: RIA kits—Mallinckrodt Inc. 

RIA-MONITOR: RIA kits—Mallinckrodt Inc. 

RIA NEONATAL TSH: test for neonatal 
TSH—Radioimmunoassay Inc. 

HIA NEONATAL T4: test for neonatal T4— 
Radioimmunoassay Inc. 

R.I.A. SOLV: liquid scintillation solution— 
Anoroc Scientific, Inc. 

RIA TESTOSTERONE: test for testosterone 
—Radioimmunoassay Inc. 

RIA TOTAL T3: test for T3— 
Radioimmunoassay Inc. 

RIA TSH: test for TSH—Radioimmunoassay 
Inc. 

RIA T3U: test for T3U—Radioimmunoassay 
Inc. 


RIA T4: test for T4—Radioimmunoassay Inc. 


RIAUSURE: hepatitis test—Electro- 
Nucleonics, Inc. 
RNasin: ribonuclease inhibitor—Biotec, Inc. 


SAFACID: fatty acids—Jahres Fabrikker 
A/S 

SANAQUAS: disinfectant—General Drug 
and Chemical Corp. 

SANDARIT: marine triglycerides—Jahres 
Fabrikker A/S 

SANGOCELL: test erythrocytes (human)— 
Hoechst-Behring 

SANSORBIN™ CELLS: control for 
Pansorbin™ cells—Calbiochem 

SCINTILLASE: papain (E.C. 3.4.22.2)—ABM 
Chemicals Limited 

SCINTISOL: premixed radioassay cocktail— 
Isolab, Inc. . 

SCINTRAN: scintillation chemicals and 
cocktails—BDH Chemicals Ltd. 

SCI/SPEC GLASS SCREW CAP VIALS: 
glass screw cap vials—Scientific 
opecialties Service, Inc. 

SCI/SPEC TEFLON CAP LINERS: Teflon 
cap liners which fit without adhesive in 
standard screw caps—Scientific 
Specialties Service, Inc. 

SCOTTY™: pure gases and gas mixtures in 
a disposable cylinder—Scott 
Environmental Technology, Inc. 

SEA KEM: agarose powder—Marine 
Colloids Division 

SEA PLAQUE: low-gelling temperature 
agarose—Marine Colloids Division 

SEA PREP 15/45: ultra-LGT agarose— 
Marine Colloids Division 

SELECTINS: immobilized sugars—Pierce 
Chemical Company 

SEPHACEL: beaded cellulose—Pharmacia 
Fine Chemicals 

SEPHACRYL: beaded copolymer of allyl 
dextran and N,N-methylene bisacrylamide 
—Pharmacia Fine Chemicals 

SEPHADEX: beaded cross-linked dextran— 
Pharmacia Fine Chemicals 

SEPHAROSE: beaded agarose— 
Pharmacia Fine Chemicals 
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SEPHASORB: beaded hydroxypropylated 
cross-linked dextran—Pharmacia Fine 
Chemicals 


SEP-PAK®: silica cartridges for 


chromatographic columns—Waters 
Associates, Inc. 

SEPRAMAR: amino acid analysis reagents 
—BDH Chemicals Ltd. 

SEPTRA: trimethoprim, sulphamethoxazole 
—The Wellcome Foundation Ltd. 

SEPTRIN: trimethoprim, sulphamethoxazole 
—The Wellcome Foundation Ltd. 

SEPTR SEAL CAP LINERS: silicone over 
Teflon cap liners for septum vial use— 
Scientific Specialties Service, Inc. 

SERAB™: antibodies for immunoassay— 
Seragen Incorporated 

SERAFOL: bed-side-card—Biotest-Serum- 
Institut GmbH 

SERAKITS™: radioimmunoassay kits for 
diagnostic procedures—Seragen 
incorporated 

SERAPAKS™: radioimmunoassay kits for 
research—Seragen Incorporated 

SERASIEVE: serum separator—Hughes & 
Hughes Ltd. 

SERDOLIT: ion exchangers with exhaustion 
indicators—SERVA Feinblochemica 
GmbH 

SERDOXIT: oxygen absorber—SERVA 
Feinbiochemica GmbH 

SEROTROL: serum standard—HUMAN 
Institute for Serobacteriological Research 
and Production 

SERVACEL: cellulose ion exchangers— 
SERVA Feinbiochemica GmbH 

SERVALYT: carrier ampholytes—SERVA 
Feinbiochemica GmbH 

SERVALYT PRECOTES: plastic sheets 
precoated with gels for isoelectric 
focusing—SERVA Feinbiochemica 
GmbH 

SERVAPOR: dialysis tubing—SERVA 
Feinbiochemica GmbH 

SHODEX: prepacked columns—Camlab 
Limited 

SIGMA CELL: cellulose—Sigma Chemical 
Company 

SIGMA 104: phosphatase substrate—Sigma 
Chemical Company 

SIGMA 7-9: buffer—Sigma Chemical 
Company 

SIMPLASTIN: thromboplastin—William R. 
Warner & Co. Ltd. 

SIMPLATE: bleeding time device—William 
R. Warner & Co. Ltd. 

SLIDEX: latex slide agglutination tests— 
bioMérieux S.A. 

SPAC: antibody coated tubes—Mallinckrodt 
Inc. 

SPAN: sorbitan esters—Atlas Europol SpA 

S/P AUTO-STAIN® PAC: dyes and stains— 
American Dade 

SPDP: heterobifunctional cross-linking 
reagent—Pharmacia Fine Chemicals 

SPECTRAR: spectrographic chemicals— 
Camlab Limited 

SPECTROSOL: spectroscopy materials— 
BDH Chemicals Ltd. 


SPHERISORB: spherical silica for HPLC— 
Phase Separations Ltd. 

SPI-CHEM™: chemicals for electron 
microscopy—Structure Probe, Inc. 

SPI-SPUTTER™: sputter coater— Structure 
Probe, Inc. 

SP 500: silica-polyol-spherical particles for 
affinity techniquos—SERVA 
Feinbiochemica GmbH 

SS: standard stain—BDH Chemicals Ltd. 

STABILUR: urinary stabilizer (preservative) 
—R.P. Cargille Laboratories, Inc. 

STANVIS: microscopical embedding 
material—BDH Chemicals Ltd. 

STEADI COOL": water recirculator— 
Structure Probe, Inc. 

STREPTOSEL® AGAR: dehydrated culture 
media—BBL Microbiology Systems 

STYRAGEL*: polystyrene gel—Waters 
Associates, Inc. 

STYROLITE: mounting medium—Raymond 
A. Lamb 

SUPELCOSIL*: 5um spherical silica gel 
available with bonded phases—Supelco, 
Inc. 

SUPERBEAD: microcarrier—Flow 
Laboratories Limited 

SURE-SEP: serum/plasma separators— 
William R. Warner & Co. Ltd. 

SYNCHROPAK AX 300: anion exchange 
HPLC support—SynChrom, Inc. 

SYNCHROPAK GPC 100: gel permeation 
HPLC support—SynChrom, Inc. 

SYNDELUME: scintillation cocktail —Syndel 
Laboratories Ltd. 

SYRAPRIM: trimethoprim—The Wellcome 
Foundation Ltd. 


TAGIT® REAGENT: iodination reagent— 
Calbiochem 

TAPER-CELL®: ultraviolet adsorptometers— 
Waters Associates, Inc. 

TECEGEN: TCggm generator—Hoechst- 
Behring 

TEEPOL-610: sodium secondary alkyl 
sulphate—Particle Data Laboratories 

TESTOMAR: test kits for enzymes and 
substrates in clinical chemistry—Hoechst- 
Behring 

THIOLYTE™ REAGENT: protein thiol 
labelling reagent—Calbiochem 

THROMBOREL: tissue thromboplastin— 
Hoechst-Behring 

THYRO-SHURE: RIA kit for TSH—William 
R. Warner & Co. Ltd. 

THYROXINE (T4)!?5|: radioimmunoassay kit 
—Farmos Diagnostica/Farmos Group Ltd. 

TISSUE SOLV: tissue digestant—Anoroc 
Scientific, Inc. 

TOTAL ESTRIOL'?5|: radioimmunoassay kit 
—Farmos Diagnostica/Farmos Group Ltd. 

TOXOCELL: an indirect fluorescent antibody 
test for detection of serum antibodies to 
Toxoplasma gondii—Gull Laboratories, 
Inc. 

TRANSA-BIND: diazotized nucleic acid and 
protein transfer media—Schleicher & 
Schull GmbH (Worldwide) 
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TRANS-A-FLEX: anaerobic culturing station 
—Kontes 

TRASYLOL: used for RIA of glucagon, 
ACTH etc.—Bayer AG 

TRIIODOTYRONINE (T3)??°I: 
radioimmunoassay kit—Farmos 
Diagnostica/Farmos Group Lid. 

TRIODAN: polyglycerol esters E475 21 
CFR 172.854—Grindsted Products A/S 

TRISACRYL M: ion-exchange 
chromatography media—Réactifs IBF 

TRITON?: surfactants, ionic and nonionic— 
Rohm and Haas Company 

TRIZMA: TRIS buffer—Sigma Chemical 
Company 

TRYPTICASE® SOY AGAR: dehydrated 
culture media—BBL Microbiology 
Systems 

TSH!?5|: radioimmunoassay kit—Farmos 
Diagnostica/Farmos Group Ltd. 

TWEEN: POE sorbitan esters—Atlas 
Europol SpA 

TYPE 100" RABBIT SERUM: low-cost 
substitute for fetal bovine serum— 
Quadroma Inc. 


ULTRA-FIL: ultrafiltration membrane filters— 
Nuclepore Corporation 

ULTRAFLUOR: high-efficiency LSC' solution, 
safety-solvent based—National 
Diagnostics Inc. 

ULTRA-LOW VISCOSITY EMBED MEDIUM: 
21 cps at 25°C medium for EM—L add 
Hesearch Industries, Inc. 





A high-quality, 40-[ 
page facsimile of! 
the first issue of 


the prevailing exchange 





Directory of Biologicals 





Fascinating reading 
and an unusual gift 





THURSDAYS NOVEMBER 4.1860 


Payment may be made in any currency at 
rate. 





ULTRODEX®: stabilizing media for 
electrofocusing in flat beds—LKB- 
Produkter AB 

ULTROFILM °H: autoradiography film— 
LKB-Produkter AB 

ULTROGEL: agarose and acrylamide- 
agarose gel filtration media—Réactifs 
IBF 


ULTROL™ BUFFERS: highly purified Good 


buffers—Calbiochem 

ULTROPAC COLUMNS: prepacked 
columns for high-resolution gel filtration— 
LKB-Produkter AB 

UNIPLATE: precoated TLC plates— 
Analtech, Inc. 

UNIVAL™ Cs SERUM: complement 
components—American Dade 

UNIVAL™ IgG SERUM: IgG—Àmerican 
Dade 

UROPOL: polyurethane systems—Atlas 
Europol SpA 


VALIDATE: assayed quality control sera— 
William R. Warner & Co. Ltd. 

VECTAFLUOR: fluorescent reagents— 
Vector Laboratories, Inc. 

VECTASTAIN ABC KITS: 
immunoperoxidase staining kit—Vector 
Laboratories, Inc. 

VECTREX: crosslinked proteins—Vector 
Laboratories, Inc. 

VENTRE/SEP: radioimmunoassay kits— 
Seward Laboratory 
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VERSATOL: quality control sera—William R. 
Warner & Co. Ltd. 

VETCHEK: canine antiglobulin reagent— 
Miles Laboratories, Inc. 

VIRGO IFA: immuno-fluorescent assay— 
Electro-Nucleonics, Inc. 

VIRGO IPA: reagent line—Electro- 
Nucleonics, Inc. 

VIRORMONE: testosterone—Paines and 
Byrne Ltd. 

VITROGEN 100: collagen—Flow 
Laboratories Limited 


WISP™: automated sample processor— 
Waters Associates, Inc. 


XYLO: silage inoculant—Microlife 
Technics 


YEASTLIGHT: cell-wall suspension— 
Analytical Luminescence Laboratory 


Z CULTURES: living dried microbial cultures 
—Indiana Biolab 

Z-SEED™: inbred lines of corn seed—Inceil 
Corp. 

ZWITTERGENT™ DETERGENTS: 
zwitterionic detergents—Calbiochem 

ZYLOPRIM: allopurinol—The Wellcome 
Foundation Ltd. 

ZYLORIC: allopurinol—The Wellcome 
Foundation Ltd. 

ZYSORBIN: fixed Staph. aureus—Zymed 
Laboratories 







enclosing the correct 























187 


` til Journal of 
PHARMACOLOGY 


D 
i - 
D * x 
r 
P 
HM 


The most respected journal for those professionally involved in the 
pharmacological sciences. 


Pharmacologists, like other scientists, have to 
cope with ever-increasing amounts of 
information. A publication which only includes 
papers of the highest standard and relevant to 
current pharmacological research is obviously 
required. The British Journal of Pharmacology is 
just such a journal. 


Original papers, submitted from all parts of the 
world, examine every aspect of drug action. 


Chemotherapy, systemic pharmacology, drug 
mechanics, pharmacokinetics, 
psychopharmacology, autopharmacology are all 
given extensive coverage. British Journal of 
Pharmacology is thus a vital source of information 
for physiologists, clinicians, immunologists, 
molecular biologists and biochemists as well as 
pharmacologists. 


Keep up-to-date, subscribe now! 


ANNUAL SUBSCRIPTION 
UK £97.50 
USA/Canada US$245 
Rest of the world £115 


Orders should be accompanied by remittance, cheques made payable to Macmillan Journals Limited: Subscription 
Department, Brunel Road, Basingstoke, Hampshire, RG21 2XS, England. 


Sample copies may also be obtained from the same address. 








Do » 
by the author” 
` of Cosmas , 


ndi WK 2 1. 
^ a, e a ` x m. 
= . T a 
a ` stn, * 
p ES, in erg a, 
7 TU) E m^ a San 
NES a AMA EN Ka ; 
E ~ ZS "As 
MINA aS ] 









: SE IER - = 

1 , Ramona and š 
a ond Morris P 
E GIANT ` | 
PANDA — | 








D 
D 








Revised by J 


an H 
EE Se i ` Ln 
C OPEC BLE fi en 
4 WE: mos 
Ki HI d 


THE GIANT PANDA 








MIC 
VU f T RAMONA AND DESMOND MORRIS 
J Bi CON NES TO N Revised by Johnathan Barzda 
a Ss This i letel ised i f 
“J. W. Dunne’s predictive dreams, "A delightful series of essays. eiie E Ce o Man 
and his explanation within the Patrick Moore aud Pandas. ltoffers the most 


time concepts of modern physics, 
are as fascinating today as they 


“A daring view of the universe 
by the wittiest, most rational, 


complete account available of one of 
the most unusual and complex 


were when first published, half a and most clear-thinking animale alive today 
century ago.” Sir Bernard Lovell. astronomer alive today.” “A delightful book about a ? 
Isaac Asimov delightful animal" The Observer ` 

Now available in paperback with a new 0 333 324749 £2 95 0333 324730 e350 


introduction by Brian Inglis 


0 333 31332 5 £3.50 


PAPERBACKS FROM MACMILLAN 


Also available in hardback from Kogan Page 
0 850384893 £6.95 



















‘Secretary to the Editorial Board 
Professor Paul Turner | 
"Department of Clinical Pharmacology 

| St Bartholomews Hospital | 

_ West Smithfield, London ECIA 7BE 


. Editorial Board: 

S C L Berry 

nent of Morbid Anatomy 

on Hospital Medical College 
Street, Whitechapel, London E1 


lome Office, Horseferry House 
Dean Ryle Street, London SWIP 2AW 
| Professor D S Davies 
| Department of Clinical Pharmacology 
oyal Postgraduate Medical School 
Ducane Road, Hammersmith, London W12 
Dr David Gall 
| Chemical Defence Establishment 
Porton Down, Salisbury 
Professor A N P van Heijst 
"Rijks Instituut voor de Volksgezondheid, 
Antonie van Leenwenhoeklaan 9, Postbus 1, 
| Bilthoven, The Netherlands 
' Professor Bo Holmstedt 
` Karolinska Institutet, Solaa vagen Í 
104 01 Stockholm, Sweden 
_ Professor Louis Lasagna 
"Department of Pharmacology A Toxicology 


edi cal School 


London Bridge, SE1 9RT 
Group : 
BP, Chertsey Road, Middx. TW16 7LN 








Subscription Order Form 













Aims and Scope 
Toxicology is the study of the reactions, both adverse and compensatory, of 
living creatures to noxious materials. The hazards to which man is 
exposed and the manner in which he reacts to them from the moment of 
conception and thereafter throughout life is the subiect of Human 
Toxicology. This new journal embraces both animal research, where it has 
a direct significance for man, and studies on man himself. These studies 
may be biochemical, physiological, pathological, clinical and 
epidemiological but will all be designed to increase our understanding of 
the action of noxious substances in the body and of means to counter their 
effects. All papers will be subject to peer review. 


CONTENTS 
VOLUME ONE NUMBER ONE 
Editorial 


A Message from the Chairman of the Editorial Board — Professor Roy 
»oulding. 


Human Toxicology: Major Issues Illustrated in the First Issue — Professor Paul 
Turner. 


Papers 
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Respiratory Tract Reactions to Western Red Cedar — A. D. Blainey, V, A. L, 
Graham, M. J. Phillips and R. J Davis. 


Acute Studies to Investigate the Mechanism of Action of Caffeine as a 
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Sullivan. ; 


Severe Renal Failure in Hydralazine-Induced Lupus — A.J. Sinclair and S, 7 
Warrington. 


Renal Failure Complicating Feprazone Treatment — Colin Robertson, Sheila 
Innes and James Paton. 


Book Reviews 
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Subscription rates: UK £40 per volume. USA $95 per volume. 
ROW £45.00 per volume 





e erh a "EE EE ER Se geg EE e ft See, Ab GT, CERTA 


Wm de qu ab eese E ef he Ae ARR ve HIP Ue iP TERN UE: VN ROO EE Aa e kcu Pium (i, RR e IB TID ow at Aco a ke d SR Eet aen bie e 


X 
| 
| 

[] Piease enter my subscription for Volume 1 of Human Toxicology | 
| 





$04 A on br Reed ae ah RCM: WIN n iue nidis a e EEN Le jn Tin do ACCU: CS 


Postal/Zip Code Hose 









( ture announces the first 
Nall chart showing how the U.S. 
runs its science 








...Shows who makes U.S. science decisions 
who gets the money, and how it's spent 








If you're involved in making decisions about science, might otherwise take weeks of research to dig out. Com- 
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science dollars and who controls that money. sufficient copies to cover the needs of your entire staff or 
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relationships within the science, engineering, and medical For credit-card orders onlv. call toll-free now. 
establishments. | 24 hrs/day, any day: (800) 824-7888. Ask for 

Designed as a fold-out that you can carry to meetings, Operator 130. In California: (800) 852-7777. 
or for hanging as a 2 x 3 ft. wall poster for permanent Ask for Operator 130. 
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Nature, Suite 1503, 15 East 26 Street, 
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While limited supplies last... 
Deluxe Hard-Bound 
Edition ` 

of Nature’s 1982 
Directory of Biologicals 


You can purchase a permanent, hard-bound copy 
of Nature’s 1982 Directory of Biologicals for your 
library or to stand up against constant use at your 
laboratory bench. 


If you, your staff, or your collegues need additional 
copies of this directory, you can order bound 


copies now. Act now while the limited supply lasts. 
No paperbound editions are available. 


Just complete the order form and mail it today. 
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TOLL-FREE in the U.S. 

Our operators are on duty every day, 
24-hours a day. 


800-824-7888—Operator 130 
In California 800-852-777 7-Operator 130 
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